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SE 00 Oklahoma 
City, Mo, The Tonkawa Field in Kay and Noble Counties 
== shows an increase of 10,735 barrels a day over the 
figures for last week. Ninety wells were producing 
00 52,563 barrels, an average production of 584 barrels 
to the well. Burbank production dropped off a lit- 
° tle, 907 wells making 81,751 barrels a day, an 
— gverage of 101 barrels. This does not include the 
ARD Ponies Sapulpa Refining Company’s well in Kay County. 
Printiss The production of the Bristow Field was given an 
"y" inerease by several good wells, notably the Barns- 
1 Boston dal 01 Company and McMahon’s No. 3 Minnie 
ORLA! BH ear, in Section 2-15-8, which made 3,120 barrels 
— the first day and was flowing 4,214 barrels at the 
ompany cose of the calendar week. The Prairie Oil & Gas 
‘orton Company’s test on the Freeman Kernan farm, Sec- 
tion 30-14-8, started at 30 barrels an hour of high- 
| & grade oil, only 2 feet in the sand. The Wilcox Oil & 
BB Gas Company’s No. 1 Johnson, in Section 5-14-10, 
PLY is the best well yet found in that township. It start- 
or Rent ed at 1150 barrels at a total depth of 3,188 feet. 
ah The Texas Company’s No. 10 Hawkins. in Section 
4159. was good for 2.000 barrels initial produc- 
tion. In the Tonkawa Field good wells are the rule 
N 00. | each week. The Amerada Petroleum Company’s No. 
1 Goltry, Section 34-25-lw, flowed 2,671 barrels the 
Insured first day No. 2 Goltry, which was completed Jan- 
ELA wary 14, was making 2,200 barrels last Saturday, 
when a gauge was made on it. The Pennok Oil 
a | gy company’s No. 3-A Endicott, in Section 34-25-1w, 
started at 3,200 barrels a day and the Comar Oil 
Company’s No. 1 Blubaugh, in Section 2-24-1lw, in 
, OKLA Noble County, gauged 2,341 barrels the first 24 
———" @ hours. Two deep tests in Payne County were aban- 
OD. | oe ‘ned at 4,002 feet and 3,830 feet, respectively. The 
frst was in Section 21-19-2, and the other in Sec- 
rr, tion -27-19-4. The Brock Pool in Carter County, 
Ox. presents a 318-barrel initial producer in the Amer- 
——— & ‘da Petroleum Company’s No. 6 Farve, Section 20- 
a Sele, The recently completed 10-000-barrel well in 
Section 14-In-3w, Garvin County is reported to be 
making 2,000 barrels at this time. It is owned by 
.» Tule the Seaboard Oil Company. 
————— 
en Kansas 
00. The number of completions in the Kansas fields 
was up to standard, but most of the wells were of 
Oxta | Me linary output where they were not dry. Green- 
——— mm Woo County continues to be the most active spot 
——y Me for the wildcatter and new work in plenty has been 
ith the started of late. 
North Central Texas 
In the North Central Texas Field, the Gulf Pro- 








Company’s No. 1 Worsham, in Clay County, 
continues to be the most interesting of recent wells. 
The hole bridged, but 300 barrels a day of oil is is- 
suing from the well with a good gas pressure. The 
oil comes from a white lime formation at 3,390- 
$46 feet, which was shot with 140 quarts. It is 20 
niles from the nearest pool, the Petrolia shallow 
lerritory, Archer County supplied two near-com- 

of importance. Wallace and others’ No. 1 

» & little east of producing territory in the 

“Hampton Pool, and the Texhoma Refining 
‘umaay’s No. 1 Zane-Cetti, a mile east of produc- 
ha Both gave indications of being good wells. A 

mile west of the Freeman-Hampton Pool, a 
850-foot sand has been opened by Dee & Santer on 
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By James McINTyYRE 


MID-CONTINENT PRODUCTION 





Estimated daily production of Mid-Continent oil 
fields at the close of the past week was as follows: 
North Louisiana, 71,270 barrels; El Dorado, 16,380 
barrels; Smackover, 80,860 barrels; other Arkansas 
fields, 3,455 barrels;; East Central Texas (Mexia, 
Currie and Corsicana) , 62,200 barrels; North Central 
Texas, 120,025 barrels; Kansas, 86,000 barrels 
Oklahoma—Cushing and Shamrock, 27,800 barrels 
Healdton, 18,200 barrels; Hewitt, 25,900 barrels 
Burbank, 81,751 barrels; Lyons-Quinn, 10,400 bar- 
rels; Tonkawa, 52,563 barrels; other Oklahoma 
fields, 222,000 barrels; total for all fields, 879,804 
barrels. 

The total represents a loss of 529 barrels as 
compared with the preceding week.. The estimated 
daily production of heavy-gravity oil in the Gulf 
Coast Field was 115,900 barrels. 





Block 21, of the Mangold ranch, the well starting at 
25 barrels. J. A. Staley’s No. 4 Ferguson will make 
a 250-barrel well in the 1,580-foot sand. The Free- 
man-Hampton Oil Company’s No. 3-B Ferguson is 
flowing 200 barrels from the 1,850-foot sand. It 
offsets the Staley well, but also offsets an old aban- 
doned test. In the Hirschi district, the Godley Oil 
Company opened a new sand at 1,920 feet, in No. 1 
Foster, Block 834, just south of the Pigg and others’ 
discovery well. It is 34 feet below the regular sand 
depth, which was practically non-productive. The 
new sand was not tested when the report was filed. 
Northwest of the discovery well, the Texhoma 
Oil & Refining Company finished No. 1 McCoy 
at 650 feet. There was 200 feet of oil in the 
hole. In Stephens County, three average pro- 
ducers and two failures were completed. In East- 
land County The States Oil Corporation completed 
a 500-barrel well in No. 1 Goen, at 3,585 feet and the 
Gulf Production was finishing a promising well in 
No. 1 Candle, in the Lake Eastland district, which 
was showing 200 barrels. In the Gorman area, Je- 
rome McLester’s No. 1 Dorman, is a 300-barrel well 
after a shot. In Palo Pinto County the Phoenix- 
Dalton test, a mile southeast of the Dalton discov- 
ery well, is producing 250 to 300 barrels from sand 
around 4,165 feet. It has not been shot. In Young 
County the Pomona-Mutual Oil Company’s No. 1 
Hughes, in the Herron City district, is good for 500 
barrels. North of the Brazos River is a 100-barrel 
completion of Whitehead & Hinton, Mahlstead & 
Mook’s No. 1-A Williams, was shot with 30 quarts 
and responded with a 325-barrel initial production 


- and 221 barrels the second day. The Progressive 


Oil Company’s No. 1 Roller, a half mile from pro- 
duction, is reported to be a 100-barrel well at 1,180 
feet. A batch of completed wells are reported from 
the Electra Field, the largest having been the Rio 
Bravo Oil Company’s No. 5-E Waggoner, 280 barrels. 
Gulf Coast 

A decline of 7,540 barrels a day was recorded in 
the Gulf Coast fields in the past week. Most of 
this loss is charged against the Hull Pool, where a 
well that had been making 13,000 barrels a day had 
dropped to 5.000 barrels. Coastal operators are of 
the opinion that the purchasing agencies will put 
Coastal crude on a gravity basis. The Mirando City- 


Table of Contents on Page 68 


Mid-Continent Output Steadily Falls 


Gulf Coast Production Also Takes Downward Trend. Okla- 
homa on the Increase Owing to Recent Numerous Big Wells. 


Schott district in Webb County was extended a mile 
easterly by the Two Republics Oil Company’s No. 
1 Block 20, Los Ojulas survey at 1,590 feet. The 
well started at 400 barrels. The Carnahan Oil 
Company’s No. 12 Los Ojulas survey is a 200-barrel 
well and a number of other paying wells of smaller 
output were completed. In the Gulf Coastal pools 
proper, the week went by with nothing of a sensa- 
tional nature. In the Hull Pool, the Mecom Oil Com- 
pany’s No. 1 Mecom was worked over and resumed 
flowing at the rate of 600 barrels. The Higgins Oil 
& Fuel Company’s No. 5 Merchant is flowing 300 
barrels by heads. In the Damon Mound district the 
Hyde Production Company has a promising look- 
ing well in its No. 1 Wisdom on the northeast side of 
the dome. The Sinclair Oil & Gas Company's No. 2 
Mock is flowing 415 barrels by heads. The Big 
Creek district in Fort Bend County has another good 
well, the Gulf Production Company and McSweeney 
& Snowden No. 3 Wheat ranch. It is flowing by 
heads 200 barrels a day. 


Mexico 


The Mexican Sinclair Petroleum Corporation's 
No. 2 in the Panuco district, Mexico, which came in 
a big well, but bridged, was cleared out and is good 
for 20,000 barrels. 

West Kentucky-Tennessee 

The western Kentucky operator is willing to drive 
his field work hard to take advantage of better 
crude prices but the weather is interfering. A num- 
ber of important wells were finished in the field in 
the past week in review. The Martdorf Syndicate 
found 100 barrels production in the deep pay in a 
well on the Reeves farm which extends the Daven- 
port northeast extension or opens a new pool. It 
is 2 miles from older production. The Browning 
district, Warren County, gives promise of a very 
good producing area. ‘The feature well of recent 
days is Howse & Daugherty’s No. 2 Van Meter, good 
for 100 barrels at a total depth of 1,005 feet, but 
other paying producers are reported. In the Keen 
Pool, the Mammoth Oil Syndicate’s No. 13 8. E. 
Hinton, pumped 350 barrels in 24 hours from sand 
at 234 feet. The Barnsdall Oil Corporation fin- 
ished a dry hole on the W. H. Martin farm, Me- 
Minnville district Tennessee. 

Central West 

In the Central West area the week was compara- 
tively uneventful. In Darke County, Ohio, Went- 
thorp & Mendell’s No. 4 Siebring, Section 2, Mis- 
sissinewa Township, started at 75 barrels. Three 
small wells were reported from the Indiana Field. 
In Illinois, the Mt. Carmel Oil Syndicate’s No. 4 
Kent, Section 19, Centralia Township, is a 100- 
barrel initial producer. Nothing important came 
out of eastern Kentucky. 

Louisiana-Arkansas 

A considerable slump in north Louisiana produc- 
tion and a big drop in Smackover production 1s 
noted in this week’s reports from that two-State 
territory. Sixteen producers and 10 failures are 
reported in the Smackover district. No big wells 
were reported up to the writing of this review, but 
a number of big gas wells were completed. The 
full report on the field had not been received at 
this writing, and unless it shows good results it 
will have been the worst week Louisiana-Arkansas 
has had in months. 
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SOUTH DAKOTA PAVES THE WAY 





South Dakota oil jobbers at their recent annual 
meeting, after a thorough discussion of the ques- 
tion of a tax on gasoline for road building and 
maintenance purposes came to the conclusion that 
it was a matter to be decided by the consuming 
public and not the distributor of petroleum prod- 
ucts in as much as the consumer was the one that 
paid the tax. The discussion brought forth the fact 
that all such taxes and the expense of collection 
were of necessity passed on to the public and that 
by resisting the imposition of such a levy oil men 
were putting themselves in not only a most un- 
favorable light but were creating the erroneous 
impression that it was coming out of their pocket. 


The jobbers of South Dakota have taken a long 
step forward in solving this vexatious problem with 
which the oil business has been vainly struggling 
for several years. It has long been the opinion 
of The Oil and Gas Journal that the petroleum in- 
dustry has adopted the wrong tactics in this matter 
in denouncing every national or State effort to levy 
a tax on gasoline with the cry of class legislation, 
conceived to put the oil business out of business. 
Such talk is utter rot and every oil man knows it. 
Any tax laid on gasoline or any other petroieum 
pioduct will be paid by the public, for invariably 
the consumer pays. 

While this journal does not believe it is fair to 
place the burden of the collection of such a tax upon 
the oil distributors, apparently there is no other 
practical manner of collecting it, and about all the 
industry can do in this respect is to see that it is 
arranged to cause as little inconvenience as pos- 
sible and put onto the price whatever additional 
overhead which results, telling the public candidly 
that it is doing so and why, 


When it gets right down to brass tacks the oil 
industry has no reason to object to a gasoline tax 
just so long as the revenue is devoted to the prop- 
er purpose—road building. In those States which 
have passed such legislation and applied the income 
to the construction and maintenance of highways 
the gasoline consumptive curve has been constantly 
upward, and after all, that is what the jobber is 
interested in—increasing his gallonage. 


In so far as the merits of a tax on gasoline go, it is 
the honest opinion of The Oil and Gas Journal 
that no other equitable manner could be chosen to 


produce the revenue to expand our system of high- 
ways, than a tax on motor fuels provided it is eco- 
nomically levied and is not used as the means of 
providing a lot of jobs for broken-down politicians. 
There is no call for the creation of an expensive 
and elaborate collecting depaitment or system. Such 
a tax can be collected somewha. in the manner of 
the present income tax with the possible exception 
that returns might be made more frequently. The 
majority of oil jobbers are honest men and can be 
relied upon to make correct returns, to safeguard 
the interests of the State. However, the auditors or 
some other department could be given the right to 
inspect jobbers’ recurds at any time there was 
reason to believe false returns were being made. 

Whatever any individual oil man’s opinion on the 
subject may be, it is becoming more and more ap- 
parent that it is only a matter of time until every 
State in the Union will have some form of gasoline 
tax. Every legislature which is now in session 
has from one to six bills before it conceived to pro- 
duce revenue from gasoline for some purpose and 
already the States of Arkansas, Colorado, Con- 
necticut, Florida, Georgia, Kentucky, Louisiana, 
Maryland, Montana, New Mexico, North Carolina, 
Pennsylvania, South Dakota, Mississippi and Wash- 
ington, have a one cent tax and Oregon and South 
Carolina a two cent levy, for the building of roads, 
whereas several others have some form of inspec- 
tion or other tax. 

It is the opinion of The Oil and Gas Journal that 
the various petroleum associations should give the 
matter of evolving some form of uniform tax seri- 
ous thought; a tax which would be fair and equit- 
able but above all things workable. Once such is 
found, representatives should be sent before all leg- 
islative bodies contemplating the enactment of such 
measures and endeavor to see that as near as pos- 
sible the salient features be incorporated. 

During the year 1922, there were 12,357,376 motor 
cars and trucks registered in the United States. Al- 
lowing 300 gallons annually per car a 1 cent tax on 
gasoline would yield the various States $37,072,128, 
which, if expended for road building and mainten- 
ance purpose, would add many miles to our pres- 
ent system of highways, encouraging a much wider 
use of automobiles and trucks. If the oil industry 
is going to be forced to collect this large amount of 
money in the near future, and it appears inevitable, 
it is certainly worth while giving ways and means 
concerted thought and attention. 


RECLASSIFYING PENNSYLVANIA OIL 








The Joseph Seep Purchasing Agency, which buys 
the bulk of the crude oil in the so-called Eastern 
fields, which crude is classed as Pennsylvania oil, 
but which is the product of the New York, Pennsyl- 
vania, West Virginia and southeastern Ohio oil 
fields, made a new classification on Thursday, Feb- 
ruary 1, which puts a virtual premium on the oil 
produced in the Allegany, N. Y., and Bradford, Pa., 
fields. In advancing the market these fields were 
given a 25 cent increase and the oil in all other 
fields in which the Seep Purchasing Agency buys 
was advanced 10 cents. This action followed the 
lead of the Tide Water Pipe Company, the largest 
buyer in the Bradford Field, in advancing the mar- 
ket 20 cents. The Allegany Field has a production 
of about 3,000 barrels a day, and the Bradford Field 
7,500 barrels, of which the Tide Water buys about 
5,500, the remainder being bought by local refiners 
with pipe line connections. The combined produc- 
tion of the fields in Pennsylvania outside of Brad- 
ford, is about 17,200 barrels a day; in the West Vir- 
ginia fields, about 18,200 barrels, and the southwest- 
ern Ohio Field 8,240 barrels. 

The high grade oil of the Eastern fields appears 
to be a highly desired commodity, and there is a gen- 
eral hustle among the refiners to get it. In the 
field around Oil City, which is the oldest in the 
United States, 15 and 20 cent premiums were re- 
ported last week, and the 10 cent advance by the 
Seep Purchasing Agency, topped by a 20 cent pre- 
mium, gives the operators in the Venango and Mid- 
dle fields of Pennsylvania a $3.85 price, if they de- 
sire to sell it to other purchasing agencies than 
the Standard. The higher market will stimulate 
drilling everywhere in the Bast and the operators in 
that part of the country are in for a prosperous 
year. 
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THE SENATE INQUIRY 








The Senate gasoline inquiry has been in 
as a news feature, bringing out so that the w 
world might know, much “inside stuff” con 
large oil companies and their relation or g 
of relation to one another. But it is harg to 
where any radical legislator can find in the 
mony any evidence of a conspiracy to fix or con 
prices, or to injure either the public or any 
company engaged in the same line of business, 

One of the features of the whole Proceeding | 
been absolute frankness of the big corporation 
and their preparedness in the way of Statistics ag 
reports to reply fully to any proper question that 
might be put to them, and the clarity of their rep 
to the most involved inquiry of the comm) 
attorney. If the committee looked for evasion ang 
opposition to the investigation, it has beep disap. 
pointed. Throughout the inquiry the oii men faced 
the Senators and their counsel as if they hag 
naught to fear, and with a willingness to tey all 
the committee needed to know. The inquiry thug: 
far has been a triumph for the oil industry, It} 
shown that notwithstanding the gigantic profits the 
large business organizations have made in the past 
decade, it has been done legitimately, made Dossi- 
ble solely because there has been a great improve 
ment in petroleum refining and an unprecedente 
demand for the products of oil; a demand, which js 
growing larger, and will continue to grow large 
until some genius steps in and demonstrates that he 
has a substitute that is more efficient and more ey 
nomical. 


HIGH AVERAGE OF WELLS IN 192 


Th! 








A large volume of new production was brought to 
the surface in the year 1922 in the fields of the 
United States. The annual figures for Californig 
are now available, and are given in detail else 
where in this edition. These added io the figures 
for the fields east of the Rocky Mountains, show 
that all the fields in the United States completed 
in 1922, 24,658 wells, which yielded 4,226,119 bar 
rels of initial daily production. There were 539 
dry holes and 2,011 gas wells. In the year 19 
the completions in all the fields, including Calife 
nia were 21,775, yielding 2,827,809 barrels in inital 
production. There were 5.013 dry holes and 21% 
gas wells. 

Deducting the dry holes and the gas wells from 
the total of completions leaves 17,218 wells finished 
in’ 1922. Their average initial production was # 
barrels. In 1922 the oil wells numbered 14,627, and 
their average initial production 192 barrels. 





TULSA’S SUPPLY EXHIBIT 





The largest permanent display of oil-field com 
modities ever attempted was opened in Tulsa last 
week. Approximately 100 representative malt 
facturers and jobbers of suplies and equipment used 
by the oil industry have engaged booths in it 
The exhibit was started a year ago on a smal 
scale and proved so popular that those in charg 
were practically forced to more than double the 
accommodations. 

The Tulsa Purchasing Agents’ Association, 4 
organization affiliated with the National Pure 
ing Agents’ Association, sponsored the permaneé 
exhibit from iis beginning and deserves the cre 
for its present status. The exhibit furnishes 
permanent center in which sellers of oil-field om 
modities may display their wares to the best 
vantage, and incoporates, in addition to the boo 
a spacious lobby and other accommodations. 

The supply industry, due to the rapid grow 
of the oil industry, has been lacking in some ® 
exhibit features which have proven so attract 
in other lines of business. The permanent 
is a development which should be carried out 
other oil centers throughout the country. In a 
tion to the exhibit feature, it furnishes a cour® 
iently located sales room for the jobber to meet 
customer. With representative displays, it 
a center where the buyer of commodities of the 
industry will go, assured that he will there 
anything that he may need. 
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The need of some means of locating oil and gas 
fields other than the rather indefinite geological 
survey or the costly drilling method is and has been 
recognized by the petroleum industry since its in- 
ception. The work of the geologist in the last 10 

has brought about a greater security than 
was had by the old hit or miss methods prevalent 
in the early days, but there is still a long way to go 
before the oil operator can definitely ascertain 
whether he is due to drill a duster or bring in a 
good well in virgin territory. 

The writer has been a student of geology for 
more than 26 years and in that period has served 
in almost every capacity known in the oil business 
and has operated in the Eastern, Southwestern and 
Rocky Mountain oil regions. A close study of con- 
ditions related in this article has brought about the 
conclusions set forth and with the co-operation of 
other men engaged in similar research, a method 
may be devised by which it will be possible to go 
into a virgin territory and definitely state whether 
a certain area contains oil or gas in commercial 
quantities. 

Back in the southern oil fields of Ohio in 1902, the 
writer had occasion to make a special study of gas 
emanations from wells that were shot and bridged. 
It was necessary in the course of my work as field 
superintendent and geologist for different firms that, 
owing to mechanical needs, a well that bridged in 
the shooting should show indications of it as soon 
as possible. 

Coloring the Gas 

To this end it became customary to place a few 
lumps of coal close to the hole and as soon as the 
squib was dropped, either the shooter or myseli 
threw or kicked these lumps of coal in after it. This 
resulted in making the gas flow that followed after 
the shot rather black and easily discernible in color, 
unless the hole bridged. In the latter case there 
was no coloration of black in the gas, but it was 
noted that every time a well bridged after shooting 
we had a flow of orange colored gas which was ab- 
sent when no bridging occurred. 


Becoming interested in this phenomenon of an 
orange colored gas appearing from a well after a 


B bridged shot, further experimenting was done to de- 


termine the cause, but as the gas analysis apparatus 
used was rather inadequate and crude, no satisfac- 
tory results were obtained that would warrant defi- 
nite statements. The cause of the orange color of 
the gas from a bridged well is therefore unknown 
to the writer. 


Different substances were used in an effort te 
color the gas flowing from wells, but the experi- 
ments were not successful on the whole because 
either the substance would color the gas under all 
conditions, or-not at all. 

The geological conditions in the Eastern oil 
regions are quite different from those in the Rocky 
Mountain region in that the latter country is com- 
paratively of recent date compared to the Eastern 
country. The Eastern stratification is laid down 
and cemented over a much longer period than in 
the West and the fissure action prevalent in every 
oil field in the Rocky Mountain region is not ap- 
parent in the Fast. However, as far back as 1776, 
- Was known to escape through fissure action in 
— regions. (See West Virginia Geological 
- yh 124.) This escape of natural gas led 

ing used by the early geologists in that 

a as & means of tracing the anticlines and the 
Captain Allen, of Warfield, Ky., was able t 

4 structural axis across the Big Sandy River 
pe method in 1898 that was afterwards drilled 
Proved to be a gas field of commercial value. 
Writer was working with Captain Allen in east- 


By FRANK B. TAYLoR 


ern Kentucky a few years later and had the pleas- 
ure of being shown the method and deductions as 
employed by him. The location of the Salt Branch 
gas field for the former Triple State Gas Co. (Now 
merged into the Columbia Gas & Electric Co.) was 
a direct application of this principle, by the writer. 
What Camping Out Did 

While making examinations of the oil regions of 
the Rocky Mountain fields for the past five years 
in the interests of The Oil and Gas Journal, it was 
necessary to live in a tent at times as the frontier 
conditions prevailing in this region preclude the 
finding of suitable habitations. The aridness of this 
part of the country also precluded the methods of 
watching for gas seeps in water, but on one occa- 
sion an ordinary wall tent set up in a desert coun- 
try on a sandy plain collected enough methane to be 
noticeable to the olefactory nerves. 


This circumstance led to further examinations 
along this line and in nearly every instance where 
conditions of collection were adequate, it was found 
that the higher constituents of the petroleum hydro- 
carbons were preceptible. 

At the meeting of the American Association of 
Petroleum Geologists held last fall in Denver, Colo- 
rado, this phase was mentioned in an address by 
one of the speakers, and the statement made that 
were the gas emanations able to be perceived by 





the eye through coloration, that any field in this 
region would be noticeable throughout its area. 

So far the writer has only experimented where 
known petroleum deposits exist and no effort has 
been made to find any new areas by this method. 

In actually working out this method for a decisive 
conclusion of whether it would be available in the 
location of virgin fields of petroleum, it is consid- 
ered that a collector covering a certain area of the 
surface be had, together with suitable analytical 
apparatus for the determination of methane and the 
other lighter constituents of petroleum. 

The collector must be of such material as could 
be readily moved from place to place so that an area 
under examination could be covered with the least 
time and expense and the analytical apparatus such 
that would permit ready transportation, yet give 
close results. 

The recent sale of Army stores included sheets 
of oiled silk that the writer has tried out and found 





A Possible Method of Locating Oil Fields 


While it has its Limitations, the Method Suggested, it is 
Believed by the Author, Would Work in Arid Regions. 


very suitable for holding gasses, this material could 
be used for the collector described, and a size suit- 
able to cover an area about 100 feet in diameter is 
believed to be sufficient for accurate results. 


The Paraphernalia 


An exhaust pump capable of handling a large 
quantity of vapor at a very low pressure is a requi- 
site part to bring the vapor to be tested through 
the orifice to the analytical table and this part of 
the apparatus could be operated by hand or power 
as best suited to the region under examination. 

The gas analysis can be made with a Hempel 
pipette, either simple or compound, using either 
liquid or solid reagents, or the explosion pipette can 
be used according to the system most familiar to 
operator at the testing table. However, the ap- 
paratus designed by G. A. Burrell for the Bureau 
of Mines for testing methane and to determine the 
amount of CH4 is exceptionally well suited for the 
work and this pipette is made in several different 
forms, both portable and stationary. The type with 
seven pipettes for the precise determination of CO2, 
C2H4, 02, CO, Ch, H2 and N2, is excellent and with 
this apparatus the capillary error is eliminated 
through the action of nitrogen in the end pipette. 
This instrument is made portable and so accurate 
that two-tenths of 1 per cent is the permissiblel 
error. 


The actual operation of the field work would con- 
sist in setting up the collector tent and analysis tent 
to protect the operator and instruments. The ex- 
haust pump could be located at any point between 
the testing table and the collector. The test of the 
vapor would hardly consume over a half hour and 
then the whole outfit could be moved to another area 
and thus continue the work until the tests of the 
vapor showed methane in such small quantities as 
to warrant the supposition that the edges of the 
field had been reached. 


In certain regions there would be some danger of 
such an apparatus testing the vapor and finding 
methane that emanates from decaying vegetation 
close to the surface but in the Rocky Mountain 
region the aridness of the country precludes any 
such mistake except where the operator would nat- 
urally expect it. 

The writer believes that an apparatus as described 
above if tried out in the Salt Creek Field of Wyo- 
ming would be certain to show appreciavle gas 
emanations on the surface of that area and possi- 
bly by the lessening of the amount of methane, show 
where the edges of the field would be found. 


Would Have Limitations 


It would not be expected, however, that a dead 
line could be shown by this method between the 
edge of productiveness and the duster area on the 
outside. The fissure action through which the gas 
of a field escapes, often extends over the edge of the 
productive afea and thus would give a test that 
would indicate productive territory where the drill 
would fail to find same. The claim is held that in 
case the method is found suitable for determining 
gas emanations from a known area of productive- 
ness and no such emanations from the area outside 
the area of production; the method is suitable for 
testing virgin areas before drilling wells. The edges 
of a field would necessarily have to be felt out by 
actual drilling rather than relying upon the method 
described. 

In conclusion, the writer believes from the exam- 
inations already made that this method would be 
found suitable for the oil operators of the Rocky 
Mountain region or any other arid country, to de- 
termine without drilling wells, whether any given 
area contains petroleum in commercial quantities. 
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Lewis Emery, JR 

Lewis Emery, Jr., of Bradford, Pa., head of one 
of the largest independent, producing, refining and 
marketing organizations in the Eastern fields, is a 
hale, hearty and active man at the age of 83 years, 
and one of the most notable figures in all the his- 
tory of oil. Mr. Emery was born near Cherry 
Creek, New York. He entered the oil country 
in 1865, starting at Pit Hole, Venango 
County, where so many of the old timers obtained 
their introduction to the business, and at once 
became a field operator meeting with all the ups and 
downs that fell to the lot of the man who stayed 
with it in those very uncertain days of oil. The 
Jay Cook failure and resultant panic broke him 
financially and when he entered the Bradford Field 
in 1875, he was heavily in debt, but with his cour- 
age and credit still hitting on high. Without a cent 
of money he secured 14,000 acres of leases in what 
afterward turned out to be one of the wonder fields 
of the world. Mr. Emery completed his first well 
there in the summer of 1875, two miles south of 
Bradford. From that time on there was never any 
question as to the success of “Lew” Emery. Wealth 
and political honors were showered upon him. 

Mr. Every’s business activities have been 
and are very widespread, including the 
producing, refining, marketing of oil; mining of 
gold in Peru; farming in Dakota, and flour milling 
in Wisconsin, and the manufacture of chemicals in 
Pennsylvania. He retired from active participation 
in business some years ago, being the happy pos- 
sessor of a very strong and devoted business organ- 
ization the members of which have grown up in his 
service and which includes his sons, Barl ©. and 
Lewis, and he spends most of his time with Mrs. 
Emery in Jamaica and in Peru. 
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Deering Marshall, of Wichita, Kansas, was in 
Tulsa last week. 

. 2 ~ 

Charles Laney, of Fort Worth, Texas, representing 
the Oil Men’s Reciprocal Association was in Tulsa 
last week. 

s ¢+ 6 

C. H. Bunker, of Chicago, Illinois, is in Bowling 
Green, Kentucky, looking over his holdings in War- 
ren County, Kentucky. 

. s * 

A. ©. Hickey, vice president of the Taxman Re- 
fining Company, Chicago, returned last week from 
a two weeks’ business trip. 

s ¢« 86 

Lewis Roark, formerly chief geologist in the 
Okmulgee, (Okla.) district for the Roxana Petro- 
leum Company, has opened offices in that city. 


A. J. Hazlett, editor of the Wyoming Oil Index, 
is back in Casper, Wyoming, after a visit to the 
Bast, where he met his son, Robert, who is attend- 
ing school there. 

a o o 

David I. Thomas, secretary of the Producers and 
Refiners Corporation, has returned to the Chicago 
offices of the company after a visit to the Denver 
and Rawlins, Wyoming, offices of the company 

€ eo a 

E. R. Cochran, general superintendent and J. E. 
McGaughey, counsel for the Indian Refining Com- 
pany, of Lawrenceville, Illinois, spent a few days 
in Bowling Green, Kentucky, during the past week. 

. . + 

Jesse McKeever, known to the oil fraternity as 
the former oil editor of the Tulsa World, was in 
Tulsa last week from Washington, D. C. He is now 
engaged in the real estate business in the latter 
city. 

*- ¢ @ 

Paul Urpman, of the Carter Oil Company force, 
in the Salt Creek Field, left Casper, Wyoming for 
a visit with his parents in Akron, Ohio, for a few 
weeks. 

. + 

The Sun Company has established branch offices in 
Oklahoma City, Oklahoma, with James S. Collopy 
in charge. Mr. Collopy has been representing the 
company in the sale of refined products in that 
territory since last summer. 

+ e 

8S. T. Ross and Captain J. A. Sallee, representing 
the Lucey Manufacturing Company, of Chattanooga, 
Tennessee, are in Bowling Green, Kentucky, in con- 
nection with the opening of an agency for that con- 
cern in the west Kentucky field. 

a oo 2 

Lew Sontag was a visitor last week in Casper, 
Wyoming, from the Montana oil fields. Mr. Sontag 
has charge of the Mutual Oil Company’s opera- 
tions in the Cat Creek Field and reports that the 
work there is routine at present, no wells being 
drilled outside the developed limits of the field. 


Grant Stebbens, president of the Gladys Belle 
Oil Company, has returned to the Tulsa offices from 
the Smackover Field in Arkansas. The purpose of 
the Smackover visit was to be present when wells 
were brought in on the company’s holdings. The 
company brought in its first producer recently. 

. s s 

C. C. Rector, assistant advertising manager of the 
Parkersburg Rig & Reel Company, with headquar- 
ters at Parkersburg, W. Va., visited Tulsa and other 
Mid-Continent points during the past week making 
a general survey of the field and obtaining data for 
an advertising campaign the company expects to 
conduct. 

> > oF 

F. D. Applegate, in charge of wholesale sales 
for the Marland Refining Company, was in Tulsa 
last week from Ponca City, Oklahoma in consulta- 
tion with eastern buyers. According to Mr. Apple- 
gate, who has been visiting several sections of the 
United States recently, there is a strong demand 
for lubricating oils. 

*- ¢ & 

A. L. Hess, general manager of the plant of the 
Lucey Manufacturing Corporation, located at Chat- 
tanooga, Tennessee, visited at Oklahoma points last 
week. He accompanied Captain John F. Lucey, 
president of the corporation on part of his trip. Mr. 
Hess visited with the managers of the branch of- 
fices of the company in the Mid-Continent area. 

© + zB 

N. Myers Fitler, vice president, William Tilton, 
secretary, of the Edwin H. Fitler Company, of Phila- 
delphia, and B. T. Kahle, of Pittsburgh, will be in 
Louisville, Kentucky, April 16, 17, 18 and 19, where 
they will attend the Oil and Gas Mens’ Association 
convention. They will also attend the Oil and Gas 
Supply convention which meets in joint session: 

W. Ralph Fetterson, of Fetterson Brothers, Lin- 
coln, Nebraska, has joined the oil frater.ity of 
Oklahoma. Fetterson Brothers have large holdings 
in Oklahoma in land in fee as well as leases. Mr. 
Fetterson is at present making his headquarters 
in Muskogee, Oklahoma, watching the activities 
surrounding his lands. He is also drilling a well 
on one of his farms in the Boynton Pool. 


—_—; 


J. J. Durst, in charge of the Wyoming and 
tana area for the Oil Well Supply Company 
now Visiting friends in Texas and Louisiana wh te 
he was formerly employed.. He will return to Cas. 
per, Wyoming, about March 1. 

* ¢ s 


John H. Mahoney is in Tulsa from Californiy 
and has announced his intention of becoming actiy 
ly interested in production in the Mid-Contineg, 
fields. Mr. Mahoney is widely known in the ip. 
dustry, having been interested in the development 
of many foreign fields. He was one of the Organ, 
izers of the Lakeview Oil Company of Californig 
whose No. 1 in the Midway Field, Section 25-395. 
24e, came in from 2,500 feet in 1906, with an initia) 
production of more than 25,000 barrels. 

* 2s s 


E. J. Sullivan, an official of the Centra) 
Line Company, operating in Wyoming, has been 
in Omaha, Neb., for several days. With associates, 
Mr. Sullivan owns a refinery located at Omaha. 

” e oO 

T. Frank Algeo, for several years connectej 
with the Midwest Refining Company, and the Sin. 
clair, has resigned his position with the latte 
organization effective March 1. Mr. Algeo is widely 
known in the Rocky Mountain region. He will enter 
the oil business himself in that section in the 
spring. 


Pipe 


* ¢ 6 


Weather with the thermometer as low as 40 de 
grees below zero puts a decided crimp in the dri}. 
ing end of the oil business, according to Charles ¥, 
Whaley, oil editor of the Muskogee, (Okla.), Phoe 
nix. Mr. Whaley has been in Montana for some 
time making preparations to drill a wildeat test, 
Writing from Winnet, Montana, he says that the 
extreme cold weather shut down practically all 
drilling in that section, although with milder 
weather now prevailing, operators are preparing to 
resume work. 

* ¢ # 

Several changes involving in most cases merited 
promotions have been made by the Pure Oil Con- 
pany recently. N. H. Weber, vice president of the 
company, who has had charge of refinery operations 
has been made head of the distributing end of the 
company’s business. H. J. Guthrie is now manager 
of distribution for the northwest territory with 
headquarters in Minneapolis. He was formerly 
manager of the motor oil sales division. T. L. Har 
rigan, who was formerly assistant to Mr. Guthrie, 
will have charge of Kansas sales. ‘The company's 
program for the company year calls for large e- 
tensions in the distributing system. 

* ¢ 8 

J. A. Woods, president of the Bridgeport Ma 
chine Company, of Wichita, Kansas, is another off- 
cial of a major coricern manufacturing supplies and 
equipment for the oil industry, who believes the 
coming year will be a prosperous one. Mr. Wools 
recently returned to the Wichita offices after a tow 
of the Mid-Continent fields He says that their sales 
were larger in 1922 than any other year in spite 
of several unfavorable conditions within the oil i 
dustry He believes that 1923 will see an expat 
sion in all lines of business and that it will be & 
pecially noticeable in the oil world The recent 
crude advances have created a spirit of optimism 
throughout the industry. 

zs ¢+ 8 

Prospects for the oil business for 1923 are bright 
according to H. R. Straight, vice president and ge 
eral manager of Empire Oil & Gas Company. Mt 
Straight, who is also president of Oklahoma-Kansif 
division of the Mid-Continent Oil & Gas Assoc 
tion, returned to the Bartlesville, Kxns., headquar 
ters last week from a several days’ visit to Bastet 
points. He said that great progress was made it 
1922 in bringing the oil industry back to norml 
conditions and expressed the belief that the com 
ing year would see further betterment. Acco 
to Mr. Straight, light crudes especially will be # 
great demand, due in large measure to the expal 
sion of the automobile industry and the resulting 
increasing need for gasoline. Regarding the future 
crude market he also points out that even 
the favorable weather of the past month 
Continent production has not much more than 
its own with the peak production passed in ~ 
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DRESSER 


STEEL PIPE COUPLINGS 





Style 38 


Dresser Style 38 Steel Pipe Couplings are designed for use in con- 
nection with either Plain or Threaded End Pipe, Casing, and 
Boiler Tubes. They combine strength and flexibility; will stand 
any pressure the pipe can carry, and take care of the expansion and 
contraction in the line. 


Strains, due to vibration, shifting grounds or similar disturbances, 
will not cause them to leak. 
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A 20-inch Dresser natural gas line in process of construction—lowering into trench. Note the flexibility of the line. 


Send for Oar Catalogue 18 


S. R. DRESSER MFG. COMPANY 


BRADFORD, PENNA., U. S. A. 




















__ DRESSER - COUPLINGS - DOMINATE 

















- 


ten, Jee 


' 
| 
H if 
: 
| 





ete" 
- 
us 


—— 















THE OIL AND GAS JOURNAL 





Bbls. While the Total Production Was 139,626,876 Bbls. 


Los ANGELES, Calif, Feb. 3.—The 
past year, 1922, has without doubt been 
the most important in the oil industry in 
California since the original discovery of 
cil many years ago. The development 
work, most of which has been concen- 
trated in the Long Beach, Santa Fe 
Springs and Huntington Beach Fields, re- 
sulted in a new State production record 
of 139,626,876 bbls. for the year. So 
great was the overproduction, due princi- 
pally to these three fields, that approxi- 
mately 1,850 wells, with a daily produc- 
tion of 81,000 bbls. in the San Joaquin 
Valley were shut in and crude from south- 
ern California was shipped by tanker to 
meet the requirements this production 
formerly filled. The production shut in 
was of a lower gravity and naturally a 
less desirable oil for refining purposes. 
The production in the Long Beach Field 
increased from a total of 31,662 bbls. dur- 
ing January to 3,341,355 bbls. during 
December, a total for the year of 18,560,- 
595 bbls. The field showing the next 
to largest increase, Santa Fe Springs, 
leaped from a total production of 182,371 
bbls. during January to 2,781,631 bbls. 
during December, a total for the year of 
11,032,955 bbls. Huntington Beach, which 
was thought to have reached the peak of 
production, showed a steady gain during 
the year, increasing as the result of the 
discovery of the deep sands, from a pro- 
duction of 455,130 bbls. during January 
to 1,959,173 bbls. during December, and 
showed a total production for the year 
of 11,169,383 bbls. The past year saw 
the opening up of the Torrance Field, 
which, although it has shown a steady 
gain from month to month, is small, due 
to less development work and smaller 
wells. The field is not as spectacular as 
the Santa Fe Springs or Long Beach 
fields and at present practically all of 
the proven area has been leased by the 
Standard, Union, General Petroleum and 
Chanslor-Canfield Midway Oil companies. 
Because of the comparative freedom from 
town lot drilling it will be developed sys- 
tematically and far more conservatively. 
The fieid is producing oil varying in 
gravity from 12 to 28 degrees, and the 
output of the wells shows a variation 
nearly as great as the range in the quality 
of the oil. The Wheeler Ridge well of 
the Standard Oil Co., which has a poten- 
tial production of 200 bbls. a day, may 
be the first well in a new field. The sand 
was tapped at 2,185 feet, but because of 
the overproduction and the large acre- 
age surrounding the well, leased by the 
Standard Oil Co., no general development 
work will be done. The Midway-Sunset 
Field, located in Kern County, with a total 
production for the year of 29,694,842 bbls., 
ranked first, followed by Long Beach, Elk 
Hills, Huntington Beach and Santa Fe 
Springs in the order named. The Mid- 
way-Sunset district, one of the older 
fields, is in the San Joaquin Valley, and 
the production for the coming year will 
not change very much. Santa Fe Springs 
and Huntington Beach will, however, show 
an increase over their respective figures 
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for the past year, and it would not be 
surprising to see the former reach a high 
point at some during the year of 150,000 
bbls. a day and the latter exceed 100,000 
bbls. Long Beach will start to show a 
decline in the near future and it is prob- 
able that the production for 1923 will be 
smaller than that for the past 12 months. 
Because of the enormous drain on the 
field it will undoubtedly be more rapid 
than either Huntington Beach or Santa 
Fe Springs, inasmuch as the deep sands 
in these fields are just being tapped. 
Santa Fe Springs will likely be the leader 
in production for the coming year. 

The falling off of Mexican imports at 
a time when the consumption of Cali- 
fernia crude was below normal, opened 
up a new outlet for the surplus produc- 
tion accumulating each month. A very 
material increase is noted in the consump- 
tion figure upon the establishment of the 
intercoastal service, and had this market 
not been opened up the situation would 
have become acute due to the lack of 
storage facilities. The large contract of 
the Shipping Board calling for the de 
livery of crude oil at eastern points and 
the increasing tanker shipments of crude 
oil to the Tide Water Oil Co., Standard 
Oil Co. and the Sun Oil Co., will all con- 
tribute towards establishing a new con- 
sumption record ef California crude dur- 
ing the coming year. 

Stocks of crude, residuum and tops 
show a surplus of 20,256,358 bbls. dur- 
ing the year, as compared with a surplus 
of 11,937,431 bbls. accumulated during 
1921 and a shortage of 8,185,545 bbls. 
during 1920. Because of the heavy pro- 
duction of refining crude, stocks of tops 
and crude over 20 degrees have shown 
material increases for several months, 
while heavy crude and residuum have 
shown smaller gains, and in one in- 
stance, during December, this quality of 
oil showed a decline. The total stocks 
on hand at the close of the year were 
the largest ever reported, exceeding the 
previous high storage of 59,770,789 bbls. 
held on May 1, 1915. Additional tank- 
age is being constructed by practically all 
the large marketing companies, and just 
how much more oil they can handle is 
problematical. 

During the year 801 wells were com- 
pleted with an initial daily output of 
524,397 bbls., an average of 67 new wells 
a month with a production of 43,699 bbls. 
During the previous year, 1921, only 
654 wells were completed and the initial 
production totaled 187,567 bbls., while 
during 1920 a total of 587 wells were 
completed with an initial daily produc- 
tion of 169,500 bbls. The average daily 
initial production per well during 1922 
was 655 bbis., while the average for 1921 
was 274 bbls. and for 1920 the average 
was 289 bbls. Of the total wells com- 
pleted during the past year, 160, with an 
initial daily production of 215,036 bbls., 
were in the Long Beach Field. This is 
an average of 13 wells and 17,920 bbls. 
of new production each month. The 

(Continued on page 112) 





CALIFORNIA PRODUCTION BY MONTHS 
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Gross c—— Daily Averag 

Barrels 1922 1921 1920 
9,717, 313,472 326,401 274,610 
«.. 9,060,383 323,585 328,104 276,928 
-++ 10,250,647 330,663 338,544 276,875 
-.. 10,186,081 339,536 338,992 276,148 
- 11,146,193 369.664 336,941 278,853 
10,731,942 361,731 337,045 272,908 
-++ 11,698,291 374,138 329,844 274,676 
.++ 11,848,882 382,231 343,227 289,853 
«++ 123,206,146 406,838 361,980 304,218 
«-- 13,419,432 432,886 227,866 306,146 
«++ 14,036,637 467,861 293,616 310,734 
..- 16,436,810 497,639 326,631 322,658 
. «189,626,876 383,639 313,883 288,676 
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PRODUCTION BY DISTRICTS 
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California’s Remarkable Record In 1922 


Initial Production for the Year’s Completions 524,397 


Gross on 
District— Barrels 192 1 oe 
ING ic Sie dann seousisseneteanswt 29,694,842 81,356 78,902 = 
i a a i ee 18,560,595 60,861 207 3,785 
Tt is So ge us Salhcs kaiaaweseaeis 11,891,030 32,678 49,549 9 83 
Huntington Beach - 11,169,383 30,601 6,901 19,85 
Santa Fe Springs .... : 11,032/956 30,227 571 14 
Coalinga eae 9,159,368 25,094 34,307 42.83 
Richfield ......... 8,314,528 22,780 22'485 au 
Kern River 7,317,288 20,047 18.357 on 
ee 7,000,373 19,179 20,326 «gy 
Montebello ....... 6,692,024 18,334 24/333 ss 
Fullerton ......... 4,612,974 12,364 16.334 © lage 
NE hte bsias esr n<destaxatvastaneness 3,797,903 10,405 14.973 age 
Ventura-Newhall 3,015,877 8,263 5 762 cen 
ia 5c vanarh a karharaneas anes 2,417,434 6,623 5.672 TK 
CE I os cui vas cocneceavcaevadwes 2,814,824 1,712 8.934 11'% 
Los Angeles-Salt Lake .................0000.05 1,258,287 3,447 3.601 oan 
Ne Dera s cia dg ks inadihrnadeedeNaieWeeie 717,729 1,966 2,016 2,300 
Ee alae oid gp iwi nad Gamnataeiewd onc 190,785 623 we : 
PAMNNTTRME cocci ccccesoccveccenestceseccesece 48,339 133 98 Ns 
I Se etek Se 20,338 56 50 50 
Total, 139,626,876 382,539 313,882 aen5m 
Total, 114,566,901 313,882 jan 
Total, 105,618,706 288,576 
CONSUMPTION 
Gross -——— Daily A verage—— 
1922— Barrels 1922 ‘ 921 1920 
a oS i Be oe tah oe oh ae 8,478,468 273,499 315.403 303.885 
EY i aE cinnte Nghe adr dank paankuaers au 8,511,355 303,977 317,401 307,899 
TN ee ood ssc ok eum aeee auniee 8,833,280 284,945 294,982 312.445 
asd Psa ch ge alors Nba d alee ssw Res keno onde 8,144,625 271,487 305,216 290.6% 
ate EPP RE SERRE RRS A ADO 8,910,856 287,447 295,551 
I i a a a aad Sa oak a le. WW a ee aS 9,185,576 306,186 277, 311,773 
i Midibta sd thenn pein de bebe else ud ee cates eaten 9,863,189 318,167 273,18 304,325 
Rc edd wda ase veie wed @h 04k hae ae aes 9,268,978 298,999 253,83 320,902 
RS Ss es ere ners - 10,218,039 340,601 268,689 313,371 
sg SRR ger eben nneai eerie ata: 12,108,901 390,609 247,677 324.629 
ERE a Pa LR peers eins eee 7 ee ee - 11,850,645 395,021 296,443 311,868 
December ..... . 13,996,606 451,503 273,694 333,399 
Total, 1922 119,370,518 $27,042 281.177 310,941 
Total, 1921 102,629,470 281,177 
Total, 1920 113,804,251 310,941 





RANGE OF CALIFORNIA FIELD, PIPE LINE, TANK FARM AND REFINERY STOCKS 
(Barrels of 42 United States Gallons) 


c———_ 1921 —_—__, 


———— 1922 ———___, 
Total Monthly Total Monthly 
On Hand— Stocks Surplus Stocks Surplus 
January 1 ...... 31,666,277 «........ Tee ee 
January 31 ..... 32,795,441 1,239,164 19,928,774 309,928 
February 28 . 33,344,469 649,028 20,228,207 299,433 
waren BR ....ce 34,761,736 1,417,267 21,578,638 1,350,431 
MBO BO ceccens 36,803,192 2,041,456 22,591,920 1,013,282 
MY GE “easescs 39,038,529 2,235,337 25,148,346 2,566,426 
nn Ses 4eieéa 40,584,895 1,546,366 26,938,610 1,790,264 
ee Te edeceaee 42,319,997 1,735,102 28,695,042 1,756,432 
August 31 ..... 64,272,194 2,579,904 30,846,533 2,151,491 
September 30 ... 566,259,301 1,987,107 30,645,253 *201,280 
October 31 .... 57,569,832 1,310,531 30,031,070 *614,183 
November 30 ... 59,754,724 2,184,392 29,946,251 *84,819 
December $1 . 61,184,928 1,430,204 31,556,277 1,610,026 
Jan.-Dec., Inc. ..... acme 20,256,358 11,937,431 


*Shortage. 


— 
Total 
Stocks 

27,804,391 

26,893,730 

25,969,174 

24,866,470 

24,432,175 

23,914,537 

22,748,592 

21,826,343 

20,863,817 

20,589,217 

19,985,849 

19,951,838 

19,618,846 


— 1920 





Monthly 
*Shortage 
910,661 
924.556 
1,102,704 
434,295 
517,638 
1,165,945 
922,249 
962,526 
274,600 
603,368 
34,011 
332,992 


8,185,545 


Note—Stocks previous to August 31, 1922, are those reported by the Independent Oil 
Producers Agency and are not directly comparable to the present stocks reported by the 


American Petroleum Institute which contain all crude, 
Previous figures show crude stocks only 


SUMMARY OF CALIFORNIA FIELD OPERATIONS 








residuum and tops in the State 


ells Completed -————Wells———, New 

19232— No. Bblis. Daily Drg. Prod. Abd. 
I ei iat sik Ld seis etsa Gh aeniipmaleeanie 6 10,428 629 9,993 8 8 
EE  tulitn acu cued ab tans kaw es it oh bees ee 10,623 657 9,833 16 108 
SE” ts ts-6bhne eek esahOhes © ai aseancasecr wae 21,842 667 9,781 18 9 
RI a, CR eT eee CRE? 15,819 699 9,951 18 i 
Ng et oi ok ash BRE ad a 42,394 611 9,776 16 14 
I eh eee a A ot a ahh awibsale sipucia 29,337 641 9,472 10 108 
Rapa aS ci ey SIR ni at ne aD 57,353 630 9,361 16 125 
RRR i Mg eR Re ate is Sits 52,553 612 9,006 20 109 
IE, ia ie wank ac wiatk: peas endapkdiedecnan keane 76,347 612 8,940 16 129 
a a eel en oat a 67,203 590 8,896 17 1s 
a i als ai ginie aimed 78,166 635 8,901 22 114 
ns a cease Oe ee 62,333 672 8,916 21 130 
NR 65 ka ode eet ano eat eke 624,397 198 1,879 
i nna cn cbstin bide cawensed sos 187,567 162 —-:1, 082 
RARE PRE 169,500 159 926 
Monthly average, 1922 43,699 605 9,402 17 1s 
Monthly average, 1921 eres 636 ee 14 " 
Monthly average, 1920 403 299 13 " 

PRICE PAID FOR CALiPORNIA ol ‘AT THE WELL 
Effective D Date 

——1920 ——_,  ——1921——,  _-——1922—,_ 18 
Gravity— 1-31 3-17 7-10 5-13 8-3 7-15 1-25 1-4 
I a a os a ee a 1.23 1.48 1.60 1.35 1.10 85 ) 
ED ona cc ca cinbssecuwiws 1.24 1.49 1.61 1.36 1.11 85 60 
. ' 1.61 1.63 1.38 1.13 85 .60 
1.54 1.66 1.41 1.16 -88 63 CO 
1.68 1.70 ° 1.45 1.20 192 67 
1.63 1.75 1.50 1.25 .98 Rm a 
1.69 181 166 1.31 1.05 8000 
1.76 1.88 1.63 1.38 1.13 ) 
1.84 196 L712 1.460) = 1.21 .] + 
1.93 2.05 1.80 1.55 1.30 1.05 2 
2.03 2.15 1.90 1.65 1.40 1.16 S 
2.13 3.25 2.00 1.75 1.50 1.36 ue 
2.23 2.35 2.10 1.85 1.60 1.36 a 
2.33 2.45 2.20 1.95 1.70 1.45 . 
2.43 2.55 2.30 2.05 1.80 1.55 i 
2.53 2.65 2.40 3.15 1.90 1.65 Mi 
3.63 2.75 3.60 3.25 2.00 1.76 in 
2.73 2.85 2.60 2.35 2.10 1.85 Hy 
3.83 3.95 2.70 2.45 2.20 861.95 Lr 
2.83 2.95 2.70 2.45 2.20 01.96 te 
2.83 2.95 2.70 2.45 2.20 61.96 Hr 
3.83 3.95 3.70 2.45 2.20 1.95 ia 

2.83 3.96 3.70 3.46 2.20 1.06 
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se—_ 
192 
83,785 
19,853 
14 
42,884 
7,009 
20,397 
23,859 
30,395 
14,309 
15,869 
5,601 
7,106 
11,362 
3,608 
2,300 


8 
60 


288,576 


;-——, 
1926 
303,886 
307,809 
312,446 
290,624 
295,551 
311,773 
304,325 
320,902 
313,371 
324,620 
311,868 
333,399 


310,941 


STOCKS 





Monthly 
Shortage 
910,661 
924,556 





274,600 
603,368 

34,011 
332,992 


8,185,545 
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Probing Oil Men’s Banking Connections 


Senate Committee Also Interested in the Pipe Line Trans- 
portation of Crude. Testimony Wide Open as_ usual. 


By CHartes FE. Kern 


WASHINGTON, D. C., Feb. 6.—The in- 
vestigation being conducted by the Sen- 
ate Committee on 
Manufacturers of 
which Senator La- 
Follette is the chair- 
man, ran along in a 
very uneventful man- 
ner during the past 
week. The hearings 
attracted very little 
attention, so far as the 
attendance indicated, 
and as a rule Senator 
LaFollette himself, was the only mem- 
ber in attendance of the sub-committee 
of five, to whhich this investigation is 
delegated. Senator Brookhart of Iowa, 
was kept busy in the Senate watching 
the Farm Credits b:ll, and found little 
time to attend the gasoline hearings in 





which he has shown a great deal of 
interest. 

The questions asked witnesses have 
largely become stereotyped. and if one is 


to judge of the purpose of the sub-com- 
mittee by the importance given the sev- 
eral classes of questions, that relating to 
oil men’s connections with banks and 
other financial institutions, the stock- 
holdings of the men who control more 
than one per cent of the capital stock, 
and the problems of transporting oil by 
pipe line, are the chief subjects in mind. 
As would be expected practically every 
president and chairman of the board, as 
well as some directors of all the oil com- 
panies, are directors in banks, and other 
financial institutions. There is evidently 
a suspicion in mind on the part of those 
who have framed these questions, that 
undue banking privileges may be re- 
ceived by an oil man to the detriment of 
less influential people in the same busi- 
ness, who are not members of boards or 
directors of banks. 

The committee is also carefully inquir- 
ing to ascertain to what extent inter- 
locking directorates exists between the 
various oil companies. They have shown 
interest in learning whether the directors 
of the parent company also receive sal- 
aries from subsidiaries, but they have al- 
most uniformly been told that while the 
directors of the subsidiaries are, to a 
large extent, the same as the directors of 
the parent companies, they receive no 
extra compensation -for such service. 

The absence of John D. Rockefeller 
from the list of stockholders of Standard 
Oil companies, continues to be a matter 
of interest to the committee, his stock 
having been transferred to his children 
and to several institutions in which he 
has taken an interest. As a rule, stock- 
holders who have one or more per cent 
stock in the oil companies have an ag- 
gregate of not more than 30 or 35 per 
cent of the stock. It ws evidently the 
idea of the committee when it began its 
work that perhaps these big stockholders 
are able to control all of the companies 
in which, to a large extent, their hold- 
tngs are duplicated, that being the nat- 
ural result of the dissolution decree af- 
fecting the Standard Oil Co. when it was 
all one. 

Enlightenment on Pipe Lines 

The idea that pipe lines should be fur- 
ther regulated so that producers could 
transport their oil without complying 
with the minimum tender requirement 
of 100,000 bbls. is still evident in the 
interest the committee is taking in ques- 
tions bearing on pipe lines. However, 
some very enlightening information on 
that subject was given by R. D. Benson, 


chairman of the board of the Tide Water 
Oil Co., who went into some details of 
pipe line transportation, showing the 
expense and the impracticability of sep- 
arating the columns of different grades 
of oil in the pipe lines by running 
wedges of water for that purpose. He 
showed the difficulty of attempting to 
deliver identical oil by means of pipe 
line transportation, especially when that 
oil is run in small lots, which is the 
evident purpose of those who would like 
to further amend the Interstate Com- 
merce Act to reduce the minimum tender 
below 100,000 bbls. throughout the coun- 
try. It has been pretty well shown that 
a mixture of the oil is inevitable and that 
the only practical method would be to 
deliver more or less similar grades, and 
not the identical shipment. 
Kingsbury An Interesting Witness 

The Standard Oil Co. of California 
was represented by K. R. Kingsbury, and 
he proved to be a _= good. witness 
by the clear-cut method of replying to 
questions which characterized his entire 
testimony. 

Mr. Kingsbury expressed preference 
for the 8-hour day for drilling crews, 
which was established in his company in 
1917, and he said the cost per foot for 
drilling oil wells in the first six months 
of that year was less than it was when 
the 12-hour day prevailed although there 
had been an apparent increase in the pay 
roll aggregating 50 per cent. He said 
his company had never had a strike. 

Mr. Kingsbury related the various 
steps by which the Standard Oil Co. of 
California had been brought up to a cap- 
italization of $250,000,000. On Decem- 
ber 30, 1922, there was a stock dividend 
which brought the outstanding capital 
to $204,787,271. 

Dividends began to be paid in 1906 and 
in that year and in 1907, 6 per cent was 
paid, amounting to $1,020,000. The same 
amount was paid in 1907, and dividends 
of other years were, 1908, $2,040,000, 12 
per cent; 1909, $8,160,000, 48 per cent; 
1910, $340000 2 per cent; 1911. none; 
1912, $1,123,348, 214 per cent; 1913, $4,- 
493,399, 10 per cent: 1914 $4.856.098, 
10 per cent; 1915, $4,968,665, 10 per 
cent ; 1916, $6,831,915, 19 per cent ; 1917, 
9% 316.247, 10 per cent: 1918. $1? 4?1.- 
663, 12% per cent; 1919, $13,415,396, 
13% per cent; 1920, $13,912,265, 14 
per cent; 1921, $15,499,546, 15 per cent, 
and 1922, $16,285,659, 11.21 per cent. 

Deficits were recorded, in 1900 of 
$224,852; 1901, of $166,245, and in 1902, 
of $133,497. Since then there has been 
a surplus each year, as follows: 1903, 
$143,510; 1904, $1.619.574; 1905, $2,- 
566,382; 1906, $4,329.952; 1907, $8,- 
149,563 - 1908, $10,616,854; 1909, $6,- 
563,182; 1910, $10,741,311; 1911, $14,- 
051. 7F6; and 1912, $20 440.570. 

Beginning with 1913, surplus figures 
included capitai, surplus and appreciated 
surplus, and amounted in that year to 
$35,039.783. In 1914 it was $39,677,- 
843; 1918, $23,026,211; 1919, $60,629,- 
420; 1920, $119,870,357; 1921, $135,- 
707,948; and June 30, 1922, $137,106,- 
236. 

Net earnings to the time of dissolution, 
December 31, 1911, were, $3,310.445; 
1912, $7,512,152; 1916, $18,852,274; 
1917, $20,368,400. 1918, $20,122,949; 
1919, $28,313,020; 1920, $14,368,400, 
and 1921, $34,268,077. 

Estimated figures for first six months 
of 1922, were $14.665,901. Total $213,- 
241,163. Total dividends (cash) from 
1911 to June 30, 1922, were $94,957,392. 


Stock dividends have amounted to $151,- 
927,501. 
Foreign Operations a Loss 

Mr. Kingsbury stated that the foreign 
subsidiaries of his company are exploring 
companies, but while they had put $7,- 
000,000 into this work, none of these 
companies had been successful. 

He showed that of the $9,000,000 cash 
subscriptions to the stock of the company 
paid by employees, the compuny itself 
contributed one-third, as an_ induce- 
ment. 

The list of stockholders having more 
than one per cent of the capital stock of 
the company were John D. Rockefeller, 
Jr., 22.75 per cent; Northern Finance 
Corporation, 3.62 per cent; Edward S. 
Harkness, 3.02 per cent; Trustees for 
employes, 2.20 per cent; and Anna M. 
Harkness, 2.12 per cent. 

The absence of the names of the Gen- 
eral Education Board and the Rockefel- 
ler Foundation was noted by Attorney 
Gilbert E. Roe, but the witness was 
unable to explain this absence. The 
crude oil production of the company for 
the first months of 1922 was: 13,578,- 
205 bbls., or 75,017 bbls. per day. From 
June 30 to December 31, last, the pro- 
duction was 76,886 bbls. per day. 

The oil in storage November 30 was 
14,275,398 bbls. of crude, compared with 
13,257,348 bbls. June 30. About 13 per 
cent of the potential production of the 
company in California was shut in. The 
company’s refineries are running about 
135,000 bbls. of oil per day. About 21,- 
000 bbls. of crude are sold to the Tide 
Water Oil Co. and to the Standard of 
New Jersey. The decreased production 
in Mexico and flush production in Cali- 
fornia resulted in these crude oil ship- 
ments. The prices were based on $1.12 
per bbl. for oil of 24 degrees gravity. with 
an additional five cents for each higher 
degree. Transportation to the Atlantic 
Coast cost 70 cents per bbl. The com- 
pany at the refinery receives for gasoline 
18.56 cents per gallon; lubricating oil, 
33.37 cents per gallon; domestic refined 
oil, 14.76 cents; Export refined oil, 7.02 
cents, and engine distillate, 9.02 cents 
per gallon. 

The average cost of crude oil includ- 
ing both light and heavy during 11 
months of 1922 had been 80.14 cents per 
bbl., and the producing department re- 
ceived $1.29 per bbl., which he said was 
larger than usual, because of the unusual 
amount of light oil received. Replying to 
Attorney Roe, Mr. Kingsbury said that 
they had never been able to ascertain the 
cost of any product of crude oil. 

During the first 11 months of 1922, 
the Standard Oil Co. of California con- 
sumed 40,985,000 bbls. of crude. On 
January 1, last, its pipe line mileage in- 
cluded 387.9 of gathering lines, 369.7 
miles of main line, and a total of 1,413.77 
miles of single line. It has its own crack- 
ing process and also has a contract by 
which it can use the Burton and the 
Adams processes. It pays $650 per 
month per still for the use of these pro- 
cesses. 

The company owns 16 tank vessels 
with a capacity of 1,121 000 bbls., also 
18 barges and 4 boats. He said that the 
net return tc his company on domestic 
refined oil was 7.40 cents per gallon, 
and on its export oil last year 6.92 cents 
per gallon. 

Tiwe Water a Family Affair 

One of the outstanding witnesses dur- 

ing the past week has been R. D. Ben- 


son, chairman of the board of the Tide 
Water Oil Co., with offices at Passaic 


New Jersey. Mr. Benson was of partic. 
ular interest to some of the oil People 
who remember the industry in its early 


years in Pennsylvania. Mr. Benson jg 
the son of Byron D. Benson ,the origina] 
organizer and the first president of the 
Tide Water Co. It was the elder Benson 
who fought the efforts of the Standard 
Oil Co. to obtain control of the Tig 


Water with its pipe line, which it wij 
be remembered, was the first oil pipe line 
ever built to cross the mountains from 
western Pennsylvania to the seaboard 
It is of some interest to note, and it js 
the only instance of its kind, in this cas 
of any of the large oil comp:nies outside 
of the Standard Oil, that the Tide Water 
is today controlled by the family of jts 
founder. A third generation of the Bep- 
son family is now represented in the 
working organization, in the person of 
Byron D. Benson, sales manager, and 


grandson of the. first Byron D. Benson, 
W. S. Benson, vice president and treas- 
urer, is another son of the first Benson. 
Two other original stockholiers are today 
represented in the organiz:tion by their 
sons. One is Dickson Q. Brown, vice 
president, son of Samuel (). Brown, and 
the other is Robert McKelvey, a vice 
president in charge of transportation, and 
the son of David McKelvey. 

Mr. Benson gave the stock increases of 
the company until the present time, when 
it is $49,673,000 outstanding. The pre 
ferred stock was retired in 1907. Up to 
1907 there was paid in preferred divi- 
dends, $906,196 and common stock divi- 
dends, $5,275,493, making « total of $6, 
191,685. In 1908 the common dividend 
was 9 per cent, after which it was 8 
per cent every year until 1916, when it 
was 10 per cent. Then for two years it 
was 19 per cent and another two years 
16 per cent, and in 1921, 10 per cent. 
In 1922 there were no dividends which 


as Mr. Benson explained, later resu'ted 
from the unfortunate investments of the 
Tide Water Co. in land and facilities 


for oil transportation in Mexico, in whieh 
venture $8,000,000 was lost in a very 
brief time, as the result of the incursion 
of salt water into the wells of the Panuea 
district of Mexico. 


The total dividend paid since 1M 
amounts to $45,042,835 and the total 
dividend since organization aggregates 


$50,318,328. The average <ividend rates 
since the organization of the company 


was 89 ner cent on the common stock 
and the average rate on the preferred was 
8.8 per cent and the preferred until 
tirement participating in dividends when 
a higher rate was paid on the commot 


Net earnings in 1920 were $9,603,366, ia 
which year the surplus was $18,660, 
087. In 1921 the earnings showed a defi 
cit of $2,020,388, when the surplus drop 
ped to $12,067,825. The earnings for Il 
months of 1922 were $5,183,538 and the 
surplus $17,221,910. The production B 
1920 was 3,878,584 bbls. and in 1921, 
4,346,671 bbls. For six months ending 
June 30, 1921, the production was 2; 
613,345 bbls. Since June 30, 1922, the 
production has held practically the same 
as in the early part of the year. 
Heavy Losses in Mexico 
“We have not had any very good lué 
with what we did drill.” said Mr. Ber 
son, who then told of the unfortunst® 
experiences of the company i — 
where they dropped the sum of 
(Continued on page 70) 
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Oklahoma-Kansas Oil Fields 





BY RALPH T. BAKER 


Barnsdall Oil Corporation and McMahon have a 4,000-barrel well in Bristow 
Field. Big wells in Tonkawa Field bring production up above 52,500 barrels. 
Burbank production off a little. Numerous good wells completed in the Bris- 
tow Field, one a wildcat of the Prairie Oil & Gas Company, in Section 30-14-8, 
which started at 30 barrels an hour, and still not a completion. 


Tusa, Okla., 
Feb. 5. 

One of the largest wells outside of the 
famous Roland well that the Bristow 
district, in Creek County, has had was 
completed early in the week in review 
by the Barnsdall Oil Co. and Charles 
L. MeMahon, of Okmulgee, No. 3 Minnie 
Bear, CSL NE SW, Section 2-15-8, in 
Dutcher sand at 3,117-32 feet, with an 
initial production of 3,120 bbls. This 
well is about one-fourth of a mile south- 
east of the big Roland well. It made as 
high as 187 bbls. in an hour of 34.6 
gravity crude. On its second day the 
well gauged 4,214 bbls. No emulsion is 
reported. The Roland Oil Co. and the 
White Oil Corporation own offset acre- 
age. 

Reports of the Prairie Oil & Gas Co.’s 
wildcat well on the Freeman Kernal 
farm, NW cor. SE, Section 30-14-8, indi- 
cate a new productive area in the 
Depew district. The well was reported 
making 80 bbls. an hour initial produc- 
tion of oil testing 41.5 degrees gravity. 
Top of the pay sand is reported at 3.397 
feet and the drill penetrated it 2 feet. 
A sand found at 3.353 feet carried con- 
siderable oil to 3.375 feet, but failed to 
develop anything of commercial value, a’- 
though two flows were made at this depth 
and oil was reported standing half way 
up the hole. A T7-foot brenk in the sand 
was noticed from 3,390-97 feet and be- 
neath this the real pay was struck. 

The Wilcox Oil & Gas Co.’s test, NE 
cor. Section 5-14-10. Creek County, re- 
ported a flow of 1,150 bbls. during the 
first 24 hours from sand topped at 3,179 
feet and drilled 9 feet in. Oil is 39.3 
gravity. 

The Texas Co.’s No. 10 Hawkins, SW 
cor. NW NW, Section 4-15-9. brought in 
for an initial production of 2000 bbls. in 
Dutcher sand found at 2,956-68 feet. 


Important developments continued in 
the Tonkawa Field, Noble and Kay Coun- 
ties. Chief among the work completed 
during the past week was No. 1 Goltry, 
SW cor. NE, Section 34-25-lw, by the 
Amerada Petroleum Corporation with a 
production for the first 24 hours of 2,671 
bbls from sand at 1,943-80 feet. The 
Amerada Petroleum Corporation’s No. 2 
Goltry, SE cor. W half NB, Section 34- 
25-lw, completed January 14, 1923, with 
an initial production of 2.711 bbls. was 
good for 2,200 bbls. on Saturday’s gauge. 
Refiners in the western end of the Okla- 
homa fields are paying $2.70 for the high- 
grade crude produced in that region. 

The Brock Field of Carter County was 
enlivened by the completion of the Amer- 
ada Petroleum Corporation’s No. 6 Made- 
line Farve, NW cor. NE SB, Section 20- 
5s-le, which made 318 bbls. during the 
first 24 hours from sands at 1,278-90 
feet and 1,350-83 feet. This is the best 
well developed in the upper sands of that 
district. . 

The Garvin County gusher, completed 
by Nelson Brothers and sold recently to 
the Seaboard Oil Co., No. 5 Olin Jones, 
NW cor. SW NE SW, Section 14-1n-3w, 
Robberson Field, which stopped flowing 
last week, was revived by running the 
tools, and was later reported making 
more than 2,000 bbls. daily. 


W. C. Newman’s wildcat, NW cor. 
Section 31-8-12, Hughes County, flowed 
at the rate of 120 bbls. daily on a four- 
hour test conducted Friday, February 2, 
from sand at 3,710-14 feet. 

The test of Dennis Flynn and others, 
SE cor. NW, Section 14-16-5, Lincoln 
County, got a showing of gas at 3,352 
feet and shut down operations. 

Tonkawa production continued to 
mount during the week. reaching a total 
daily output of 52.563 bbls. from 90 wells 
on February 3. This is a gain of 10.735 
bbls. over the report of the week before, 
when 41.828 bbls. were produced from 83 
wells. Increased production was due to 
such wells as the Pennock Oil Co.’s No. 
3-A Endicott. SW cor. SE. Section 34-25- 
lw, which found the sand at 2.493 feet 
and was drilled to 2.559 feet. The wel: 
made 240 bbls. the first hour, 180 bbls. 
the second hour and on Saturday, Feb- 
ruary 3, it gauged 3.200 bbls. The Comar 
Oil Co.’s No. 1 Blubaugh, NW cor. SW. 
Section 2-24-lw, found sand at 1.996 feet 
and got pay at 2.008-37 feet. The initial 
day’s gauge showed 2.341 bbls. of oil. 

Burbank is showing a slight but steady 
decline as Tonkawa develops. Tonkawa’s 
average output per well continues to 
mount, figures for the last week, showing 
an average production of 584 bbls. per 
well. On the other hand, the Burbank 
preduction dropped during the week from 
81,935 to 81,751 bbls., which, with 807 
wells makes an average of 101 bbls. per 
well. 

Phillips Petroleum Co. and Skelly Oil 
Co.’s No. 15, C SE NW SW, Section 
24-27-5, was reported flowing 1.000 bbls. 
Saturday, with drilling in progress at 
2,990 feet. Top of the sand was found 
at 2.936 feet and pay was reached at. 
2,940 feet. The same companies’ No. 13, 
NW cor. NE SW, Section 24-27-5, 
reached the top of sand at 2,948 feet and 
at 3,008 feet recorded a natural flow of 
1,200 bbls., which was increased to 2.5 
bbls. after a 120-quart shot. The same 
companies’ No. 16. C NE NW SW, Sec- 
tion 24-27-5, was flowing 1.500 bbls. nat- 
urally from sand at 2,986 to 3,020 feet. 


Hughes County 


The Prairie Oil & Gas Co. failed to 
find production in its test west of pro- 
duction in the new Hughes County: Pool, 
the Prairie location being in the NE cor. 
SE SW, Section 5-9-10. There was only 
a show of oil in the regular sand at 3,348- 
62 feet, and the hole filled with water 
from the deeper sand at 3,408-12 feet. 
It was abandoned at 3,412 feet. The 
company has made a location in the C 
NW SE SBE, Section 5-9-10, on the 
Lackey farm. The company has made 
two more locations on the farm for Nos. 
5-B and 4-B, the former being in the 
C SW NE SE, and the latter in the 
NE cor. SE. A rig was on the ground 
for the company’s No. 4 Lackey C, C NW 
SW SE, Section 5-9-10. A location was 
made by the company for No. 2 Lackey 
D, C NE SW SE, Section 5-9-10. 

The Indiahoma Refining Co. has rigs 
on the ground for No. 3 Hully, located 
in the C NE SW NE, and No. 4 Hully, 
in the C NW SW NE. 

The Pure Oil Co. has not been able to 
make much of a well of its No. 2 Cain, 


NE cor. SW, Section 5-9-10, which 
missed production in the regular pay and 
was drilled to deeper sand at 3,460-68 
feet. It is still drilling. 

Prairie Oil & Gas Co. reports a well 
flowing 97 bbls. naturally in No. 1 Hully, 
SE cor SE NE, Section 5-9-10. Sand 
was found at 3,404 feet and total depth 
of well was 3,419 feet. Same company 
has made a Iecation for No. 2 Cain A, 
C SE SE SW, Section 5-9-10. ‘The Tidal- 
Osage Oil Co. in No. 1 Dunson, NW cor. 
Section 3-9-8, got the top of the sand at 
8,452 feet, and was drilling at 3,479 feet 
at last report, still in sand with no show 
of oil. Guiler & Daniels have shut down 
at 1.364 feet and temporarily abandoned 
No. 1 Carolina, NW cor. SW SW, Sec- 
tion 19-9-9. Frank Tack is drilling at 
3,835 feet with no show after topping 
sandy lime at 3,816 feet in No. 1 Stewart, 
SE cor. SE SW, Section 1-9-10. The 
Derby Petroleum Co. has made a loca- 
tion for No. 1 Wesley, SW cor. NW SW, 
SW, Section 5-8-10. 


Carter County 


In Carter County, the Tidal Oil Co. 
was swabbing about 40 bbls. from sands 
found at 2,53542 feet and 2,552-85 feet 
from No. 1 Choate, C NE NE NE, Sec- 
tion 36-2s-3w. It will be put on the 
pump. Wolverine Oil Co. has started 
drilling two o!d wells deeper, No. 58 Dil- 
lard, CSL SE NE NE, Section 22-4s-2w, 
drilling at 2.175 fret, and No. 61 Dillard, 
CWL SE NE NE, Section 22-4s-2w. 

The Sutherland Petroleum Co. has a 
rig on the ground for No. 1 Poland, C 
NE NW NW, Section 5-3s-2w. The 
Magnolia Petroleum Co. is cleaning out 
No. 1 Bennett, an old well, at total 
depth of 2.825 feet, in SE cor. SW NW, 
Section 31-2s-2w. The Healdton Petro- 
leum Co. had 1,500 feet of oil in the 
hole from broken sand at 2,748-2.805 feet 
in No. 2 Moyer, C NE NW SE, Section 
31-2s-2w. Well was shut down at 2,845 
feet waiting for casing. The Texas Co. 
got a spray of oil amounting to about 10 
bbls. and 5,000.000 feet of gas in No. 2 
Johnson, C SW NE SE, Section 31-2s-2w. 
Six-inch casing is to be set after under- 
reaming to 2,200 feet, top of the sand. 

In Tulsa County, R. C. McCullough 
and others’ No. 1 Williams, SW cor. SE 
SE, Section 25-17-13, found sand at 1,465- 
90 feet, which was shot and the well is 
good for 5 bbls. 

In Okmulgee County, Winemiller and 
others have a 10-bbl. well in No. 2 Grant, 
NE cor. NW NW, Section 19-16-13, 
1,044-74 feet. The Savoy Oil Co. and 
others had a machine on the ground for 
No. 4 Colbert, CSL SW NE, Section 
4-16-15. Moss and others completed a 5- 
bbl. well in No. 2 Smith, CEL SE NB, 
Section 14-16-15. 


Deep Failures in Payne County 


In Payne County, the Amerada Petro- 
leum Corporation has a 30-bbl. well in 
No. 2 Hubbard, SW cor. NW NW, Sec- 
tion 29-18-5, after a shot in sand at 
3,235-50 feet. 

Ed Reese and others’ No. 1 Babcock, 
SE cor. Section 21-19-2, is dry and aban- 
doned at 4,002 feet. The Cosden Oil & 
Gas Co.’s No. 4 Miller, C NE SE SW, 


—_); 


Section 27-19-4, is dry and 
3,820 feet. abandoned a, 
New Work in Tulsa Count 

Much new work has been stan 
Tulsa County. Pennington ang othen 
were drilling at 600 feet in No, 4 B 
C_W half NW NW, Section 27.4git 
Misner and others were shut down aa 
drilling to 300 feet in No. 2 Davis CWL 
NE SE, Section 27-19-14. G. W! Wa, 
ster was drilling at 300 feet in No. 3 
Marshall, © E half NE NW, Section % 
19-14. The May Drilling Co, completed 
a machine for No. 1 McIntosh, SE cor 
NW, Section 2-18-13. . 

The Minshall Oil & Gas Co,’s No. 3 
Bough, C W half SW SW, Section 433 
13, was drilling at 1,530 feet. There was 
a show of oil in sand at 1,380-1,499 feet 
Newbraugh & Hozen were drilling at 595 
feet in No. 3 Morgan, CWL Nw NE, 
Section 4-18-13. The Alleghany Oil ¢, 
has 2.000.000 feet of gas from 131599 
feet in No. 1 Alexander, NE cor, sw 
NW, Section 13-18-13. The company’s 
No. 2, SE cor. SW NW, was drilling at 
200 feet. Black and others’ No. 1 Aley. 
ander, NW cor. SE NW, Section 13-18. 
13, was being rigged up to drill. Moss 
& Webb had a machine completed for No, 
2 Fry, CSL SW SE, Section 36-18-13 

Lewis and others were shut down at 
400 feet in No. 4 McIntosh. SW cor, gE 
NE, Section 3-18-14. Hanks and others 
spudded in and shut down No. 2 Caesar, 
SW cor. NE SW, Section 16-18-14. Obins 
& Webber have spudded No. 1 Edward 
NW cor. SE SW, Section 1-18-12. Wes 
and others were drilling at 1,625 feet in 
No. 5 Smith, CEL NE NE. Section 11. 
18-12. The Flesher Petroleum (yp, 
spudded in with a machine No. 14 Tiger, 
SE cor. NW SE, Section 12-18-12. 

The Scotland Oil Co. shut down after 
getting a hole full of water at 2.350 feet 
in No. 5 Brown, CSL NW SE, Seetion 
2-17-12. Flanagan and others were rig- 
ging up No. 1 Stewart, CSL SW NE, 
Section 32-17-12. Minshall and others 
completed the rig for No. 2 Sango, NE 
cor. SE SW, Section 28-16-12. 

E. N. Arnold drilled through the 
Bartlesville sand and got water at 1,29 
feet in No. 1, NE cor. NW SE, Section 
8-20-13. The Enfisco Oil Co. has 5,000- 
090 feet of gas in No. 5 Tiger, NE cor. 
NW NW, Section 30-16-13, sand at 1,460 
82 feet. 

Seminole County 

In Seminole County, R. H. Smith 
drilled through a show of oil at 2.450-87 
feet in No. 1 Foster, NW cor. SW NW. 
Section 33-8-8. Harry Diamond and 
others No. 1 Washington, © SE, Section 
36-8-8, is shut down and _ temporarily 
abandoned at 3,010 feet. 

j Pawnee County 

In Pawnee County, Martin & Demp 
sey’s No. 2 Leshew, NW cor. SW NW, 
Section 22-20-6, had the rig on the 
ground. A rig was completed by the 
Oklahoma Eastern Oil Co. for No. 1 
Hawk, NW cor. NE, Section 34204 
George Schoenfeldt completed a rig for 
No. 3 Alleman, CEL SE SE, Section 3 
20-7. Fisher and others have a rig 
for No, 11 townsite, CSL SW SE, Se 
tion 19-20-8. 

The Watchorn Oil & Gas Co.'s No.4 
Miller, SW cor. Section 33-23-83, found 
the top of the sand at 2,685 feet, gi 
from 2,715 to 2,735 feet and oil from 
2,737 to 2,740 feet, and well was reportel 
good for 100 bbls. Same company’s No. 
8 Miller, CSL SW SW, Section 33- 
was a rig, and No. 9 Miller, SW om 
SE SW, Section 33,23.3, 2 location. Tht 
Marland Refining Co. has a location for 
No. 3 Miller, C SE SE NW, Section 3 
23-3. “The rig is up for the Watchora 
Oil & Gas Co.'s No. 4 Diamond, OWL 
NW NE NW, Section 4-223. No 
Diamond, CEL NE NE NW, Sect 
4-22-3, is a rig on the ground. 

Stephens County : 

In Stephens County, the Magnolia ¢ 
troleum Co. got a 60-bbl. well in No. 
Farris, SW cor. NE SE, Section 
6w, sand at 1,708 to 1,740 feet. No 
Brothers have abandoned as dry their 
2 Prentice, CWL NW NW SE, out 
18-1s-Sw. The Safety First Oil Cos 
3 Britton, SE cor. NE SW, 
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Grinding.A/] Glinders 


make Bessemer engines and equipment the best, to protect 

our reputation of 25 years, to guard your satisfaction through 
years of service, no detail of construction is hurried and no operation 
is skimped. New and special machinery is installed whenever the 
efficiency and durability of the finished product can be improved. 


Illustrated above is a huge 
machine used only for grinding 
thelarger cylinders that manufac- 
turers ordinarily do not grind. 
Bessemer engineers, however, 
knowingthat a cylinder to be per- 
fect must be ground, installed 


this unusual machine to procure 
which it was necessary to search 
Europe. 

This is just one step that enables 
us to give you the best oil and gas 
engines obtainable. We will later 
tell you about some others. 


Complete catalogs on all types of oil field equipment 
are always ready to be mailed you. 


THE BESSEMER GAS ENGINE COMPANY 


52 York Street he 


BESSEMER 


Grove City, Pa. 








BESSEMER OIL FIELD ENGINES — COMPRESSORS ey VACUUM PUMPS — ROLLER PUMPING POWERS 
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1s-8w, swabbed 120 bbls. the first 24 hours 
from sand at 2,293 to 2,398 feet. Champ- 
lin & Winkler’s No. 1 Hall, C NE NW, 
Section 29-1s-8w, made 40 bbls. on the 
pump from sand at 2,282 to 2,289 feet. 
Westheimer & Daube’s No. 4 Maloney, 
ONL NE NE, Section 4-2s-8w, is dry and 
abandoned at 2,570 feet. Caldwell and 
others were setting 6-inch casing at 1,314 
feet to drill plugs at No. 1 town lot, CS 
half NW, Section 22-2s-7w. 

Creek County 

1n Creek County, Charles Page was 
rigging up No. 1 Primer, SE cor. NW 
SE, Section 4-19-9. The Peters Oil Co. 
and McClung completed the rig for No. 
1 Monahwee, NW cor. NE SW, Section 
29-18-9. A rig was on the ground for the 
Wilcox Oil & Gas Co.’s No. 1 Beaver, 
NW cor. Section 35-18-9. 

The Carter Oil Co. has a 100-bbl. well 
in sand from 3,226-3,233 feet in No. 1 
Roberts, NW cor. NE SE, Section 5-15-8. 
Hiram Oil Co. has a 25-bbl: show in sand 
from 3,226 to 3,260 feet in No. 2 Fulsom, 
NE cor. Section 8-15-8; same company 
is drilling ahead after having passed a 
250-bbl. natural flow from sand at 3,258 
to 3,265 feet in No. 3 Fulsom, NW cor. 
NW NB, Section 8-15-8. D. B. Mason 
is shut down with a hole full. of water 
in sand at 8,622 to 3,690 feet in No. 1 
Peters, NE cor. NE NW, Section 23-16-8. 
Atlantic Oil Producing Co. is shut down 
at 3,720 feet with a hole full of water in 
No. 1 Scott, SE cor. NE NW, Section 
26-16-8. 

The Pulaski Oil Co. has a 60-bbl. well 
from sand at 3,792-8,814 feet after a 50- 
quart shot in No. 1 Fulsom, NE cor. SE 
NE, Section 8-15-8. The same company’s 
No. 3 Fulsom, NW cor. SW NE, Section 
8-15-8, made 200 bbls. natural from sand 
at 3,270 to 3,295 feet. Eastern Oil Co.’s 
No. 1 Wilson, NW cor. NW, Section 17- 
15-8, was swabbing 40 bbls. from sand 
found at 3,753 to 3,764 feet. Pure Oil Co.’s 
No. 1 Yahola, NW cor. NW NE, Sec- 
tion 17-15-8, started at 720 bbls. natural- 
ly from sand from 3,753 to 3,764 feet. 
Bradstreet Oil Co. was drilling deeper in 
No. 1 Bearhead, SE cor. Section 10-14-8, 
after having passed 2,000,000 feet of gas 
from 2.890 to 2,899 feet and also passing 
up 4,000,000 feet of gas from 2,940 to 
2,982 feet. C. G. Tibbens’ No. 2 Sewell, 
C NE SE NW, Section 13-14-8, is a rig. 
Oklahoma Producing & Refining Corpora- 
tion’s No. 1 Manuel, SW cor. Section 
25-14-8, made 30 bbls. of high gravity 
oil after a 120-quart shot in sand from 
2,408 to 2,448 feet. Texas Co.’s No. 2 
Johnson, SW cor. NB, Section 26-14-8, 
made 40 bbls. from sand at 2,417-2,461 
feet, after a 100-quart shot. Same com- 
pany’s No. 2 Sarvanake, NE cor. NE 
SW, Section 26-148, showed 20 bbls. 
production from sand at 2,417 to 2,461 
feet after a 100-quart shot. 

Osage Operations 

In Osage County, Louis Friedman and 
others have completed a rig for No. 1, 
NE cor. SE, Section 26-28-5, Burbank 
district. The Sinclair Oil & Gas Co. has 
started the development of the northeast 
quarter of Section 19-27-6 and the south- 
west quarter of Section 20-27-6, which 
it bought at the last sale. The company 
has made 6 locations on the former tract 
and 8 on the latter. 

The Finance Oil Co.’s No. 8, SW cor. 
NE SW, Section 17-22-11, has the rig 
completed. The Tidal-Osage Oil Co. is 
moving in tools for No. 23, CNL 
SE NW, Section 34-22-10; same company 
is building a rig at No. 28, C NE NW, 
Section 34-22-10. J. E. McKinney has a 
rig for No. 8, NW cor. Section 5-21-11. 
The Barnsdall Oil Co. is spudding No. 
19, CEL W half NW, Section 9-20-12. 
The Devonian Oil Co. and others finished 
a dry hole in No. 1 and it has been 
plugged at 2,532 feet, NE cor. Section 
10-21-10. Branstetter & Flesher report 
their No. 2, NW cor. NW SE, Section 
16-21-12, dry and plugged at 1,602 feet. 
The Oklahoma Natural Gas Co. has com- 
pleted No. 622, CNL NE NW SB, Sec- 
tion 28-20-12, as a 4,000,000-foot gasser 
from sand at 1,483-1,492 feet. 

The Phillips Petroleum Co. and Skelly 
Oil Co. have a rig on the ground for No. 
16, NE cor. Section 24-27-5. The Laure! 
Oil & Gas Co. also has a rig on the 


ground for No. 12, CSL SE SE NB, Sec- 
tion 1-26-5. Clint Moore & Co. were spud- 
ding No. 8, CNL NW NE SW, Section 
1-26-5, and was building a rig for No. 
9, CNL NE NW SW, Section 1-26-5. 

The Phillips Petroleum Co. and Skelly 
Oil Co. shot No. 13, CNL NW NE SW, 
Section 24-27-5, with 120 quarts and 
brought it from 1,200 bbls. natural flow 
to 2,500 bbls. in sand at 2,948-3,008 feet. 
Same company’s No. 6, C NE SW SW, 
Section 19-27-6, brought in December 9, 
1922, for 2,000 bbls. initial production 
from sand at, 2,903 to 2,978 feet, is now 
making 750 bbls. Same company’s No. 
4-A, SE cor. SE NE, Section 29-27-6, 
found the sand at 2,932-2,968 feet and 
shot with 130 quarts, making a 200-bbl. 
well. 

The Tidal-Osage Oil Co. has a rig for 
No. 4, CWL NW NW, Section 25-24-8. 
The Douglas Oil Co. has a machine on 
the ground for No. 3, CWL NW SW, 
Section 33-24-8. The Marland Refining 
Co. is drilling, deeper in No. 1, NW cor. 
NW NE, Section 26-24-9, old depth was 
2,172 feet and drilling was reported at 
2,175 feet. 

The Celestine Oil Co. got a 15-bbl. pro- 
ducer in No. 1, SE cor. Section 33-25-9, 
after shooting with 80 quarts twice, first 
from 1,995 to 2,123 feet, and then from 
2,105 to 2,137 feet. The Phillips Petro- 
leum Co.’s No. 4, CNL NE NE, Section 
17-21-9, made 5 bbls. of oil after a 20- 
quart shot in the Layton sand at 1,034 
feet, total depth 1,052 feet. The Barns- 
dall Oil Co. was drilling at 200 feet in 
No. 8, C SE NE, Section 11-24-10. Bren- 
ner & Williams were rigging up their 
No. 1-A, SW cor. SW SE, Section 17- 
24-10. The Gilliland Oil Co. got a 15- 
bbls. well out of No. 6, C NW, Section 
23-23-7, shooting from 2,801 to 2,881 feet 
with 70 quarts. The Twin State Oil Co. 
has a rig for No. 2, NW cor. NW NE, 
Section. 23-23-8. Peters and others have 
a rig for No. 25, NE cor. NE NW, Sec- 


tion 13-23-8. The Delmar Oil Co.’s No. 
1, SE cor. SE SW, Section 27-23-8, is a 
location. The Peters Petroleum Corpora- 
tion has a rig for No. 9, CEL W half 
E half SW, Section 4-23-9. The Superior 
Oil Corporation has a rig for No. 4, CNL 
S half N half SE, Section 5-22-11. 

The Phillips Petroleum Co. and Skelly 
Oil Co. report that No. 6, C NE SW SW, 
Section 19-27-6, which started off at 2,000 
bbls. daily December 9, 1922, was making 
about 725 bbls. February 3, 1923. Sand 
was struck at 2,903 feet, oil was found 
one foot deeper and total depth of hole 
was 2,978 feet. 

In the Tonkawa Field 

The Amerada Petroleum Corporation 
got a good producer in the northern ex- 
tension of the Tonkawa Field, which 
gives additional impetus to the prevail- 
ing opinion that this Kay-Noble County 
Pool will be the most important 
development in Oklahoma during 1923. 
The well, No. 1 Goltry, SW cor. NE, 
Section 34-25-lw, Kay County, put 2,671 
bbls. of high-gravity oil in the tanks 
during the first 24 hours, according to 
reports from the company. Top of sund 
was found at 1,942 feet and the total 
depth was 1,980 feet. Cosden Oil & 
Gas Co. and Marland Refining Co. are 
building a rig on No. 2 School land, NH 
cor. NESE, Section 33-25-1w. 

The Pennok Oil Co.’s No. 5 Endicott, 
NW cor. SW SE, Section 34-25-lw, 
found sand at‘1,978 to 2,014 feet, and 
made 526 bblis., natural flow, during the 
first 24 hours. It will be drilled deeper. 
The Comar Oil Co. was rigging up tcols 
at No. 1-A Elisworth, NW cor. NW NB, 
Section 2-24-lw; the same company 
had a rig on the ground for No. 1-B 
Blubaugh, NW cor. NW SW, Section 
2-24-lw; was rigging up to deepen No. 5 
Carmichael, SE cor. SE NB, Section 
3-24-lw. No. 3-A Ruzek, NE cor. NB 
SE, Section 3-24-lw, made 678 bbls. 
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initial production from san 
feet. “. 2158-87 
The Comar Oil Co. was rigging 
Star machine at No. 1% Clement, cm 
SW SW NW, Section 34-25-1y ae 
made a lIceation for-No. 5-A Clement 
SW SW NW, Section 34-25-1w, ang in 
a machine for No. 1% Endicott, NE 
SE, Section 34-25-1w. 
The Comar Oil Co. reported a 
bbl. natural flow during the first 9% 
hours from No. 2 Endicott, NW 
NW SBE, Section 34-25-1w. = 
McCaskey & Wentz have a rig on the 
ground for No. 16 McKee, Ogz, SW 
— 34-25-1w. : 
e Pennok Oil Co.’s’ No. 3- starte{ 
at 2,300 bbls. the first 14 fe ani 
3,204 bbls. during the next 24 hours, Jj 
is located in SW cor. SE SR, Seeti 
34-25-1w. . 
T. B. Slick and others are by 
rigs for Nos, 8-A and 10-4 NW 
SE SW, and CNL NW SE SW, ge. 
tion 35-25-lw. Comar Oil Co. har made 
a location for No. 2% Williamson, ¢ NE 
SW SB, Section 35-25-1w. Same com. 
pany has a location for No. 6 Willian. 
son, CSL SW SB, Section 35-25-1y. 
The Blackwell Oi! & Gas (o.’s No, g 
Ruzek, CNL NE NW, Section 3-241y 
gauged 1,968 bbls. the first 24 hems 
from sand at 2,054 to 2,071 feet. The 
same company’s No. 9 Ruzek, CNI, N 
Section 3-24-lw, is a location. 
Comar Oil Co.’s No. 5-B Carmichael, 
SE cor. SE NE, Section 3-24-1w, is mor. 
ing in a rig. Comar Oil Co. failed tp 
get an increase in production after two 
shots of 150 and 300 quarts, respectively, 
at No. 6 Carmicheal, CNL NE NE, Se. 
tion 3-24-lw. It was reported with 200 
feet of oil in the hole from sand at 
2,520 to 2,581 feet. Prairie Oil & Gas 
Co. has a rig on the ground for No, 2B 
Novotny, SW cor. NE SE, Section 16 
24-lw. In Kay County, the Alcorn Oi 
Co. had a machine on the ground for 
No. 1 Buesing, C W half NW SW, Se 
tion 28-27-le. In Noble County, near 
Perry, the Magnolia Petroleum Corpo 
ration had timbers on the ground for 
No. 1 Shoot, C NE SW, Section 16-21-19, 


McIntosh County Failures 

The McCree Petroleum Corporation has 
a dry and abandoned hole at 3,083 feet 
in No. 1 Broadnay, NW cor. NW SW, 
Section 4-11-15. C. A. Winget aban 
doned No. 1 Henry, SE cor. SE NW, 
Section 17-10-18, as dry ai a depth of 
3.180 feet. 

Okmulgee County 

In Okmulgee County, Tiger Flats dis 
trict, A. D. Morton and others haves 
rig on the ground for No. 3 Tiner, SW 
cor. Section 7-12-12. The Waite Phil 
lips Co. had a rig on the ground for No. 
No. 1-A Larney, NW cor. Section 
18-12-12. 

Jackson & Wise, in their No. 1 Phil 
lips, NW cor. SW NE, Section 10-151, 
found sand at 1,835 to 1,884 feet and 
shot with 130 quarts. It will be put 
the pump. The Enfisco Oil! Co.'s No. 14 
Squire, NE cor. SE NW, Section 2-15-11, 
was dry and abandoned at 2,605 feet. 
The Texolean Oil Co. was rigging up for 
No. 1 Perryman, NW cor. NW SE, Se 
tion 14-15-12. The Prairie Oi! & Gas Co 
was building a rig for No. 1 Jackson, SW 
cor. SW NW, Section 34-15-12. Simpler 
Oil Co. got a 20-bbl. showing in sand 
from 2,501 to 2,508 feet in No. 1 Gooden 
NW cor. NE NB, Section 5-14-11. Big 
are up for Wittmer and others’ No.1! 
McIntosh, NE cor. Section 8-14-11; Baker 
and others’ No. 1 Adams, C NE SE NW, 
Section 3-14-11, and W. B. Pine’s No. 1 
Stake, NE cor. NW, Section 3-14-11. 

Wooster & Pine’s No. 1 unallotted 
lands, CNL NW SE SW, Section $13 
12, was dry and abandoned at 2,857 feet. 
The Cosden Oil & Gas (o. and others 
have a rig on the ground for No. 1 Cross, 
SE cor. SW SB, Section 30-13-11. 

The Black Petroleum Co. was drilling 
an old hole deeper at No. 1 unallo 
lands, SE cor. SW SE, Section 27-12 
total depth 2,380 feet. Hennessy 
found 20 bbls. of oil in sand from ly 
to 1,507 feet in No. 11 Haggerty, © 
SW, Section 33-12-12; Black 
Co. reported 100 bbls. of oil in 
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More and more, when facing great 


engineering difficulties, drillers turn 
to Moore Steel Equipment 


For drilling jobs of lesser mag- 
nitude, experience has pretty well 
determined the size and strength 
of derrick to use whether made 
of wood or steel. 


But more and more, before 
undertaking to drill in territory 
of great depths and difficult for- 
mations, the very uncertainty 
which surrounds the task makes 
superintendents turn their eyes 
to the known strength of Moore 
steel derricks and drilling equip- 


ment. 


For the Moore construction is 
an engineering development in 
which the working loads of each 


size of derrick amounts to a 
mathematical certainty. So we 
see, in the best planned under- 
takings, extraordinary difficul- 
ties met by the use of Moore steel 
derricks and drilling equipment. 
Send for 52-page illustrated catalog 


of Moore Steel Derricks and Steel 
Drilling Rigs 


LEE C. MOORE &CO., Inc. 


Established 1907 


PITTSBURGH, PA. 


Branch Offices and Warehouses : 


Midwest Bidg. Atias Life Bidg. Magnolia Bldg. 
Casper, Wyo. Tulsa, Okla. Dallas, Tex. 


Union Trust Bidg. P. 0. Box 339 
Parkersburg, W. Va. Shreveport, La. 


California Representatives 
BUCK & STODDARD 


California St. Union Oil Bidg. 
San Francisco Les Angeles 
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Moore 114-ft. Steel Combi- 
nation (Rotary and Cable 
Tool) derrick with all-steel 
drilling rig. Erected near 
Santa Fe Springs, Calif. 
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2,417 to 2,427 feet in No. 15 Holmes, 
CNL SW SW, Section 34-12-12. The 
Independent Oil & Gas Co. and others 
have a rig for No. 2 Hope, CSL SW SW, 
Section 36-12-12. Kimbley and others 
are shut down with a hole full of water 
from sand at 38,200-17 feet in No. 3 
Hawkins, CEL NE SE, Section 29-13-11. 

McFarlin and others got a 4,000.000- 
foot showing of gas in sand at 2,089 to 
2,090 feet in No. 2 Chamberlain, SW cor. 
SW SBE, Section 35-15-12. The Burke 
Greis Oil Co. has a rig on the ground 
for No. 2 Anderson, NW cor. NW SW, 
Section 34-15-12. The Southwestern Pe- 
troleum Co. has made a location for No. 
2 Jackson, NE cor. NE SE, Section 
83-15-12. 

The Basic Petroleum Co.’s No. 1, SW 
cor. NW NB, Section 19-11-12, was dry 
and abandoned at 38,000 feet. Mitler 
Brothers and others were shut down at 
2,490 feet and the hole temporarily aban- 
doned in No. 1 Thompson, NW cor. SE 
NW, Section 36-11-13. 

Okfuskee County 


In the Tiger Flats district, the Josey 
Oil Co. was drilling at 120 feet in No. 1 
Hawkins, NW cor. SE, Section 33-12-11, 
Okfuskee County. Lippa & LeBosque 
have abandoned No. 1 Fier, SW cor. NW 
SW, Section 17-10-11, after getting a hole 
full of water from a total depth of 3,151 
feet. Roxana Petroleum Corporation has 
lest the hole at 1,680 feet in No. 1 Fish, 
NE cor. SE NW, Section 36-10-11, and 
the rig was skidded. 

Barnes & Billingslea’s No. 1 Harjo, 
SW cor. NE SB, Section 34-11-9, is dry 
and abandoned at 3,450 feet. Empire 
Gas & Fuel Co.’s No. 1 Harjo, NE cor. 
NE SW, Section 2-10-9, made 15 bbls. 
from 3,120 to 3,122 feet, after a 20-quart 
shot. Kemp and others are rigging up 
at an old gas well, No. 1 Mullie, SE cor. 
SE NE, Section 2-10-9. 

W. B. Pine has a 30-bbl. show in sand 
from 2,464-2,476 feet, which will be put 
on the pump, at No. 1 Meyers, CWL SW 
NW, Section 3-11-11. The Kansas & 
Gulf Co. and Sinclair Oil & Gas Co. have 
80, bbls. of oil and 142 bbls. of water in 
sand from 2,673 to 2,679 feet in No. 1 
Barnett, SE cor. SE SW, Section 19- 
11-11. The Lyons Petroleum Co. has 
6,000,000 feet of gas from sand at 2,794 
to 2,795 feet in No. 1 Barnett, NE cor. 
NW SW, Section 19-11-11. The Atlantic 
Oil Producing Co. got 6,000,000 to 7,000,- 
000 feet of gas at 2,995 to 2,997 feet and 
shut down at No. 2 Barnett, NW cor. 
NE NE, Section 34-11-11. , 

The Anglo Tex Oil Co. is shut down 
with a hole full of water from 2,778-80 
feet in No. 1 Stubblefield, SE cor. Sec- 
tion 29-12-11. The McMann Oil Co. has 
a rig on the ground for No. 2 Buckley, 
SW cor. SE SW, Section 12-12-11. 

Garvin County 

Nicholson and others’ No. 1 Reichert, 
CWL NW NW SE, Section 24-2n-1w, is 
an old dry hole drilled deeper, now shut 
down at 3,058 feet. 

The Pauls Valley Oil & Gas Co.’s No. 
2 Newberry, NE cor. SE SW, Section 13- 
1n-3w, finished a 15,000,000-foot gas well 
‘rz sands at 1,239 to 1,248 and 1,274 to 
1,296 feet. The Texas & Pacific Coal & 
Oil Co.’s No. 2 Newberry made 15,000,000 
feet of ghs from sand at 1,362-70 feet. 

The Pauline Oil Co.’s No. 1 Newberry, 
CEL SW SW, Section 14-1n-3w, is a rig. 
Texas & Pacific Coal & Oil Co.’s No. 3 
Newberry, CWL NW NE SW, Section 
14-1n-3w, is making 20 bbls. after a 100- 
quart shot in sand from 1,538-95 feet. 
Magnolia Petroleum Co.’s No. 15 Cowan, 
C NE SE NW, Section 15-1n-3w, started 
at 30 bbls. naturally for the first 24 hours 
from sand at 1,548-73 feet. 

Big Gassers in Grady 

The Waldo Drilling Co. has a rig up 
for No. 7 McKenna, NB cor. SB, Sec- 
tion 11-5n-9w, Cement area. 

Briscoe and others have 28,000,000 feet 
of gas, some water and some oil at a 
total depth of 1,465 feet in their No. 1 
C NW SW, Section 25-5n-8w. The Car- 
ter Oil Co. has 24,000,000 feet of gas 
in broken sand from 1,276 to 1,351 feet 
in No. 8 Chandler, C NW SW NW, Sec- 
tion 26-5n-8w. Atlantic Oil Producing 


Co. and others are building a rig at No. 
1 Williams, C SW NE SBE, Section 30- 
5n-7w. Bledso and others were prepar- 
ing to abandon No. 1, SW cor. SE SE 
SE, Section 36-3n-8w. Depth of hole was 
2,517 feet. 
Miscellaneous Operations 

Lone Star Gas Co. found 300,000 feet 
of gas at 2,222 to 2,235 feet, total depth 
2,275 feet in No. 5 Harp, CSL NE, Sec- 
tion 29-1s-9w, in Cotton County. 

SSuppes and others reported a total 
depth of 3,098 feet in No. 1 Tidwell, SW 
cor. SE NW, Section 17-10-26e. The 
well was plugged back to 1,960 feet to 
save 5,000,000 feet of gas found in sand 
from 1,270 to 1,300 feet, 3,000,000 feet 
of gas from 1,753-88 feet and 2,000,000 
feet of gas from 1,835 to 1,960 feet. 


KANSAS 





Sharpless and others’ No. 1 Guenther, 
NW cor. NW NE, Section 29-26-7, Butler 
County, Kansas, found a lime sand at 
2,737-58 feet. There was 1,100 feet of 
oil in the hole with some water. John 
Phillips and others have abandoned at 
2,810 feet their No. 1 Deltz, SW cor. SW 
NW, Section 11-27-6. Phillips Petroleum 
Co. has a 75-bbl. well in No. 2 Snodgrass, 
NW cor. SW SE, Section 19-27-6, after 
a 20-quart shot in sand from 2,696 to 
2,720 feet. Empire Gas & Fuel Co.’s No. 
1 State Bank, NW cor. NE, Section 20- 
27-6, is good for 35 bbls. from sand at 
2,704-13 feet, after a 20-quart shot. Bell- 
port and others have a dry hole in No, 2 
Henderson, NW cor. NW SE, Section 24- 
28-5, depth 2,839 feet. Derby Oil Co.’s 
No. 3 Houston-Brooks, CNL NW NE, 
Section 24-28-5, is dry at 2,804 feet. 
Boyle and others’ No. 3 Bunnell, CNL 
SE SW, Section 26-28-5, is a failure at 
2,800 feet. Reece & Aikman got a well 
that made a 60-bbl. natural flow the first 
24 hours in No. 5 McLaughlin, SE cor. 
SW NE, Section 27-28-5. Sand was 
found from 2,77@ to 2,801 feet. Snowden 
& MicSweeney’s No, 1 Franklin, NW cor. 
Section 2-29-6, started at 20 bbls. nat- 
urally. Elwell and others have shut in 
a 500,000-foot flow of gas in No. 1 Hag- 
gart, SW cor. NE, Section 1-29-5, from 
sand at 2,780 to 2,813 feet, which will 
be used as fuel for well No. 2. 

Hartman & Skaer made a location for 
No. 1 Harswell, NE cor. NE SW. Section 
6-27-3 ; Fleming Petroleum Co., a location 
for No. 1 Taliaferro, NW cor. NW SW, 
Section 31-26-7; Sharpless & Stark, a 
location for No. 1 Parker, NW, cor. Sec- 
tion 24-27-7, Lewis Oil Co. was drilling 
at 1,360 feet in No. 10 Bunnell, SW cor. 
NE NW, Section 26-28-5; Tidal Oil Co., 
drilling below 1,650 feet in No. 7 Bun- 
nell, SE cor. SW NB, Section 26-28-5; 
Reece & Aikman, building a rig for No. 
7 McLaughlin, SW cor. SE NE, Section 
27-28-5; National Refining Co., drilling 
at 600 feet in No. 6 Clark, CWL NW 
NW NE, Section 35-28-5; Reynolds & 
Ward, drilling at 1,100 feet in No. 3 








Clark, CEL NE NE NW, Section 35- 
28-5; Neiman and others, timbers in for 
No. 1 Lenz, NW cor. NE NW, Section 
30-28-6; Snowden & McSweeney, timbers 
for No. 1 Maden, NE cor. Section 3-29-6. 
Greenwood County 


In Greenwood County, Kansas, R. G. 
Gillespie has completed a rig for No. 5 
Griblin, C NE NE, Section 20-23-13. 
The Empire Gas & Fuel Co. has a rig 
up for No. 1 Davis, NW cor. Section 
28-23-13. The Cosden Oil & Gas Co. 
completed a rig for No. 4 Dehlinger, 
CWL NW SE, Section 29-23-13. 

Denman Brothers staked a location for 
No. 1 Gray, C W half NE SE, Section 
22-29-8. 

The Tidal Oil Co. made a location for 
No. 2 Seely, C SE NW NE, Section 
5-23-11. Vickers & Johnson completed a 
rig for No. 4 Seely, C SW NW SW, Sec- 
tion 5-23-11. Wiltse and others had 
timbers on the ground for No. 8 Seely, 
C SE SE SW, Section 5-23-11. Darby 
and others were building a rig for No. 
1 Holland, C NW NW NE, Section 
8-23-11. . 

The Empire Gas & Fuel Co. and Con- 
nell Petroleum Co. have moved in timbers 
for No. 1 Allen, C NW NW NE, Section 
18-23-11. Ed Parkins and others have 
a dry and abandoned test at 2,148 
feet in. No. 1 Freeman, SW cor. SW NE, 
Section 6-24-11; Franklin Oil Co. spud- 
ded No. 6 Dalton, CSL N half SE SE, 
Section 11-24-12; Hazel Oil Co. has a 
machine for No. 6 Dame, SW cor. NW 
SE SW, Section 12-24-12. Otey and 
others completed an 8-bbl. well in No. 1 
Dove, NW cor. NE SE, Section 8-28-11. 

The Pure Oil Co.’s No. 1 Mason, C 
NE NW, Section 26-23-10, was drilling 
at 1,535 feet. The Connell Petroleum Co. 
found sand at 2,040 to 2,120 feet and 
shot No. 2 Allen, C NW NE NE, Section 
26-23-10. It is expected to make a small 
well. Parking and others were drilling 
ai 600 feet in No. 1 Edwards, NE cor. 
Section 2-24-10; Faulders and others, 
drilling at 460 feet in No. 1 Parks, SW 
cor. SW SE, Section 11-24-10; Gilmar 
and others, underreaming the 10-inch cas- 
ing at 1,250 feet in No. 1 Nixon, NE 
cor. Section 19-24-10; Everly & Littrell, 
drilling at 400 feet in No. 1 Atchinson, 
SW cor. Section 18-25-10; Atwood Oil 
Co., underreaming the 12-inch casing at 
1,200 feet in No. 1 Dove, NE cor. Sec- 
tion 14-27-9; Ross & Hight, drilling at 
650 feet in No. 1 Brookover, NE cor. 
NE NW, Section 19-26-10. 

The National Refining Co.’s No. 1 
Bland, NW cor. Section 10-25-9, is dry 
and abandoned at 2,203 feet. Mid-Kan- 
sas Oil & Gas Co. got a 180-bbl. well 
after a 30-quart shot in sand found at 
2,386 to 2,451 feet in No. 3 Ladd, CWL 
NB, Section 30-25-9. White Eagle Oil 
& Refining Co. reported a 275-bbl. well 
after a 160-quart shot from sand at 1,940 
to 1,987 feet in No. 4 Seely, C NE SE 
NW, Section 5-23-11. Wilt and others 
completed a 350-bbl. well in sand from 
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1,907-47 feet in No. 1 Seely, Cc NE 
SW, Section 5-23-11, following sq 
quart shot. Hazlett, Bradford ang 
No. 1 Allen, NW cor. Section 25.28. 
was a failure at 2,325 feet. Connell “y 
troleum Co. is expected to get a light 
well at No. 2 Allen, C NW NE NE See 
tion 26-23-10. Sand was found at : 
to 2,120 feet and the well was shot 
130 —— Glayman and others ski 
the rig after a bad fishing job 

feet and rigged up to dril! a new Aa 
No. 2 Moore, SW cor. SE SE, Section 
24-24-9. Mid-Kansas Oil & Gas Co had 
400 feet of oil in the hole from 
topped at 2,067 feet in No. 1 Scott, SE 
cor. SE NW, Section 23-23-19, 
well has been plugged back to 2,109 feet 
after a total depth of 2,119 feet. 

J. A. Polhamus has a location for No. 
6 Marshall, NE ecor. SE SW, Section 
34-24-9. Winters & Harwood have a lo 
cation for No. 1 Teichgraber, gw cor 
Section 11-25-8. Rogers and others have 
two rigs up. They are No. 4 Henley 
CWL W half SE, Section 4-259, ax 
No. 1 Henley, CNL NW NE, Section 
9-25-9. Timbers are on the ground fy 
Phillips Petroleum Co.’s No. 4 Seely, ¢ 
SE NW SE, Section 5-23-11; Empire 
Gas & Fuel Co.’s No. 5 Seely, © SW gp 
NE, Section 5-23-11; Fisher and others’ 
No. 3 Seely, C NE SW SE, Section 5.93. 
11; Wilt and others’ No. 4 Seely, ¢ gy 
SE SW, Section 5-23-11. White Eagle 
Oil & Refining Co. has a rig for No, § 
Burkett, C SW SW NW, Section 2498 
10; Connell Petroleum Co., a rig for No, 
3 Allen, C NW NW NE, Section 26% 
10. Hutton & Ragan have made a log. 
tion for No. 1 Singleton, NW cor, gR 
NE, Section 25-25-9. 

Cowley County 

In Cowley County, the White Bagh 
Oil & Refining Co. completed a rig for 
No. 1 Joslin, SE cor. Section 10-304 
The Cassidy Oil Co. had timbers on the 
ground for No. 1 Magnuson, NW cor, Se. 
tion 14-30-4. Elwell and others mate 
a location for No. 1 Newton, SE eo, 
NW, Section 15-30-4. The Emerald ij 
Co. was drilling at 1,000 feet in No 5 
Kukuk, C SW NE, Section 2432-4, 

Nat Foster’s No. 1 Walton, SW er, 
Section 1-34-4, was dry and abandoned 
at 3,541 feet. Elwell and others hada 
rig for No. 1 Brown, SW cor. Section 
33-29-4. 

Miscellaneous Kansas 

Charles A. Gentles and others wer 
drilling at 360 feet in No. 1 Doyle, & 
cor. Section 36-7-4e, Riley County. 

Twin Mounds Oil Co.’s No. 1, C SE SE, 
Section 9-13-4w, Saline County, was aba» 
doned at 950 feet. 

Howarth Oil & Gas Co. was under 
reaming 8-inch casing at 2,400 feet in 
No. 1 Strickland, NW cor. NW SB, Se 
tion 11-35-le, Sumner County. 

Keys Petroleum Co. was underreaming 
the 6-inch casing at 3,507 feet in Mo 
1 Shiriden, SW cor. SE SW, Seetion 2 
15-6w, Ellsworth County. 

Haynes and others were running 8 
inch casing at 1,845 feet in No. 1 Hale 
ran, NW cor. SE NW, Section 28-256", 
Reno County. 

Silver Creek Oil Co. was drilling # 
2,700 feet in No, 2 Fields, NW cor. lt 
4, Section 6-26-7w, Reno County. 





ECHO FROM M’KEESPORT 





PitrspurGH, Pa., Feb. 5.—A reminéet 
of the McKeesport gas excitement of i 
or five years ago came yesterday mom 
ing when a suit that had been om 
in Common Pleas Court was coneluiel 
It was brought by H. D. Dingler against 
Henry Flaster and. Henry 
Dingler was a contract driller and # 
leged that he had entered into a . 
with Joseph Arnold. Flaster & Prat 
man were silent partners in the tranm@e 
tion. Dingler alleged after ht 
the test he was unable to collect 
bill. The defendants denied resi 
ty for the bill incurred. Dingler filet 
suit and the trial lasted several 
The jury agreed that Flaster and 
man were partners in the transactions® 
returned a verdict in favor of 
tiff in the sum of $8,100. D8 


THE OIL AND GAS JOURNAL 








SW AN 
UNDERREAMERS 


AT YOUR 
SUPPLY STORE 


Made By 
SM Ook ey =) on Cue) i 
WICHITA 


% 


“The Pipe Always Follows the Swan’ 


























ees EE 





TR ne rey a eran mamma 


one oe Qe 


ee nee 


. 
Seadhnay Lenmadeamieteeetiatemmena ae 


. 











24 





THE OIL AND GAS JOURNAL 


~ 
& 


Thu 
ey, 









North-Central Texas Field 


By DAN F. DUGAN 









Gulf Production Company’s No. 1 Worsham in Clay County, flowing about 
300 barrels daily through 300 feet of open hole bridge. Two near-completions 


in Archer County are showing for producers. 


New 650-foot sand opened a 


half mile west of 1,500- and 1,700-foot sands in Freeman-Hampton Pool. Pro- 
duction drops off 2,355 barrels daily. 


Fort Worth, Tex., 
Feb. 5. 

Production decreased a little in the 
nerth central Texas fields during the past 
seven days. Iowa Park made a gain of 
405 bbls. daily, this increase coming from 
the Freeman-Hampton Pool in Archer 
County, the production of this pool being 
classified and going to the credit of Iowa 
Park. Ir the lost column, Stephens 
County led wih a 1,115-bbl. daily decrease. 
Burkburnett was a close second with a 
1,110-bb]. slump. The daily production 
for the entire field totaled 120,025 bbls., 
as against 122,380 bbls. for the previous 
week, a decrease of 2,355 bbls. daily. 

The Gulf Production Co.’s No. 1 Wor- 
sham in Clay County continues to be 
the “headliner” for the north Texas fields. 
What the new producer will eventually 
make is problematical. It is admitted by 
the owners that it is a producer, but how 
big or how little they will not even hazard 
a guess. The test is flowing by heads 
with a good gas pressure through 300 
feet of open hole bridge around 300 bbls. 
a day. The production is coming from a 
white lime formation from 3,390 to 3,446 
feet. ‘The shot of 140 quarts was placed 
covering those depths and the bridge that 
formed from the shot is now being cleaned 


out. Teams are busy making earthen 
storage. A battery of tanks is also being 
erected. The well has greatly stimulated 


leasing activities throughout the western 
part of Montague County and the eastern 
half of Clay County. 

The Gulf Production Co. will probably 
start another test near the discovery well 
and located on the Worsham ranch. 


The new producer is about 20 miles 
from the Petrolia shallow pool, the 
nearest producing territory. 

Archer County jumped into the lime- 
light again this past week with the near 
completions as producers of two tests 
east and one shallow test west of the 
Freeman-Hampton Pool. One of the tests 
of interest to the east is the Wallace and 
others’ No. 1 Ferguson, one-fourth of a 
mile east of present producing territory. 
Casing was set at 1,740 feet and late 
field reports credit the well as bailing 
and showing for a good producer. The 
other important east test is the Texhoma 
Oil & Refining Co.’s No. 1 Zane-Cetti 
at 1,780 feet. It showed for a good oil 
producer, but water broke in, supposedly 
from the bottom of the hole, and a packer 
is being set to shut off the water flow. 
This test is a mile east of the producing 
area. 

A half mile west of the 1,500 and 1,700- 
foot producers in the Freeman-Hampton 
Pool, a 650-foot sand has been opened up 
by Dee & Senter, in Block 21 of the 
Mangold ranch. The well is reported good 
for around 25 bbls. J, I. Staley’s No. 4 
Ferguson is a near completion at 1,580 
feet. It looks to be one of the best wells 
in the field and is showing around 250 
bbls. Freeman-Hampton’s No. 3-B Fer- 
guson is flowing at a rate of 200 bbls. 
from the 1,850-foot sand. This well is 
an offset to the Staley well and is also 
an offset to a hole abandoned as a failure 
by the Humble Oil Refining Co. earlier 
in the development of the pool. Recent 
completions on two sides of the Humble 





lease have served to reverse the discourag- 
ing effect of that failure. 

Rigs that have been idle for two or 
three weeks in the Freeman-Hampton 
(Pool are starting up following heavy 
rains of the first of the week, which 
solved for the immediate present the 
water problem of, that field, 

New Sand Encountered 

The feature of the week’s development 
in the Hirschi district was the encounter- 
ing of a sand entirely new for the pool 
in Godley Oil Co.’s No. 1 Foster in Block 
834, just south of Pigg and others’ dis- 
covery well. The test was drilled to the 
1,886-foot pay level, which was tested 
but did not show any promise of being 
a producer. Drilling was continued and 
al a depth of 1,920 feet encountered a new 
strata showing considerable oil. Casing 
has been set and the test will be bailed. 
The Texhoma Refining Co., to the north- 
west of the discovery well, completed No. 
1 Hirschi in the sand at 1,889 feet with a 
flush production of 175 bbls. The same 
company is preparing to drill in its No. 
8 Hirschi, located about 400 feet west 
of No. 1, and has set casing and is bail- 
ing to clean out and test a sand at 1,879 
feet, 

A sand in the strictly wildcat territory 
3 miles east of Lake Wichita has been 
encountered in the test of W. S. Head 
and others in No. 1 McCoy at 650 feet. 
According to reports, fluid is standing 
more than 200 feet in the hole, and there 
is every indication of a producer. This 
well had an oil showing around the 250- 
foot level a short time ago. It is not far 
from tests drilling two or three years ago 
which made favorable oil showings, but 
failed to make producers. 

Late field reports credit the starting to 
complete of The Texas Co.'s No. 249 
Waggoner, South Electra Pool. The new 
well is making around 100 bbls. at 1,970 
feet. No. 251 on the same lease is rig- 
ging up to drill in, and No. 246 Wag- 
goner, in the Seale & Morris Survey, in 
the southern part of the original South 
Electra Pool, is preparing to drill in and 
complete. The second and third pro- 
ducers in the 1,480-foot sand in the west 
side extension pool, South Electra, are 
the Texhoma Oil & Refining Co.’s No. 
13-A Waggoner, Section 34, and No. 1-B, 
Section 33, both bailing and each show- 
ing for 100-bbl. wells. 

There were no developments of out- 
standing interest in the Stephens County 
Field this past week. ‘There were five 
completions reported, three small pro- 
ducers averaging around 200 bbls. each 
and two dry holes. The Empire Gas & 
Fuel Co. got a 35-bbl. well in No. 5 Wal- 
lace at 1,810 feet. All the other ‘tests 
were completed in the Caddo lime from 
3,150 to 3,450 feet. 

Eastland County 

The first month of the year finds all 
branches of the industry showing an in- 
creased activity in the Eastland County 
Fields. The recent advances in the price 
of crude have given operators a renewed 
feeling of confidence and the outlook is for 
a very aggressive drilling campaign this 
spring. The largest completion reported 
for the week is States Oil Corporation’s 
No. 1 Goen for 500 bbls. at 3,585 feet. 
A near completion of importance is the 


Gulf Production Co.’s No. 1 Caudle in the 
Lake Eastland district, not yet completed 
at 3,245 feet. It is showing around 200 
bbls. and should make a good producer 
when drilled in and completed. In the 
west end of the Pioneer Field, some ac- 
‘tivity is under way. Keough Brothers’ 
No. 8 Gooch is a completion for 100 bbls. 
at 2,510 feet, their No. 9 is drilling at 
about 2,000 feet. 

In the Gorman area of the county, 
Jerome McLester’s No. 1 Dorman was 
given a five-quart shot in the sand around 
3,000 feet and is making 300 bbls. daily. 
There are more than 15 tests drilling on 
and near the Westmoreland tract with a 
number of locations made. This pool 
promises to take an important place in 
the development of the county this com- 
ing spring. 

There is a lively drilling campaign in 
the Ibex Field in Shackelford County, 
all being deep tests. The Empire Gas & 
Fuel Co. is drilling two offsets to its No. 
1 Brazell, which was brought in some 
two months ago, and is still making 750 
bbls. a day. The Humble Oil & Refining 
Co.’s A-1 Poindexter is another good Ibex 
producer, the initial production being 
1,950 bbls. After flowing more than six 
months it is still making better than 500 
bbls. The Ibex Field, on account of the 
quality of oil, 41 gravity, and steady pro- 
duction, is attracting attention. Kolb- 
McQuaid interests are putting down a 
deep test on the Poindexter ranch, 10 
miles south of Albany, and are now drill- 
ing at about 1,000 feet. The Sun Co.’s 
No. 1 J. N. Davie, 12 miles east of Al- 
bany, is drilling at 2,750 feet. 

The Phoenix-Dalton test, 1 mile south- 
east of the Jack Dalton discovery well 
in Palo Pinto County, made a flow esti- 
mated between 250 and 300 bbls., accord- 
ing to late field reports. The flow came 
from a strata touched at 4,165 feet. It 
is thought that the well will be given a 
shot in an effort to make it repeat the 
performance of the Dalton gusher, The 
Phoenix-Dalton test was recently taken 
over by Mark Dalton, who drilled the dis- 
covery well in that field. 

Increase Crude Price 

It is reported from Colorado City, 
Mitchell County, that the Rio Grande Oil 
Co., of El Paso, refiners, controlling all 
pipe lines in the Mitchell County Field, 
have posted an increase of 25 cents a 
barrel for all the crude produced in that 
county. Interesting tests in this county 
are the Flescher & Duty’s No. 1 Coleman, 
drilled in two weeks ago, which continues 
to stand 2,400 feet in oil. Some 500 bbls. 
of oil has been bailed from the well dur- 
ing the last week without lowering the 
fluid. Arrangements are being made to 
shoot and test sand at 2,730 to 2,785 feet. 

The Underwriters’ Producing & Refin- 
ing Co.’s No, 3 Morrison is drilling at 
1,242 feet. Kelsey and others’ No. 2 
Badgett is drilling at 610 feet after a 
delay of three weeks. The California 
Co.’s No. 1 Richardson is drilling at 
2,361 feet. At Iatan, the Magnolia Pe- 
troleum Co. has reached a deth of 3,682 
feet in its No. 1 Foster. This test will 
be drilled to 4,000 feet to test for deep 
production. Sloan and others’ No. 1 
Morrison is reported as a 20-bbl. com- 
pletion at 2,570 feet. 





There was a noticeable increase jn 
ing development and completions Tepo 
from Young County. Leading in inte 
was the completion of the Pomona Me 
tual Oil Co.’s No. 1 Hughes, in the Aber 
nathy Survey, in the Herron City section 
of the county, which was reported mak 
ing 550 bbls. from the 2.600-foot 1. 
North of the Brazos River, Whitehead 
& Hinson’s No. 1-B McLaren ig g Bood 
well from the 2,300-foot pay, making 19) 


bbls. The Leader Oil Co.’s No. 1 Tarni- 
gan, in the Herron Field, is reported 
showing considerable gas and sprayi 


oil from the lime at 4,012 feet. 
Mahistedt-Mook’s No. 1-A Williams wa 
: ” 8 
given a 30-quart shot in the sand at 
3,043 to 3,058 feet and responded with 
325 bbls. for the first 24 hours and 
221 bbls. the second 24 hours, 

A late field report from Wichita Palls 
credits the Progressive Oil Co. with 9 
semi-completion of its No. 1 Roller for 
around 100 bbls. at 1,180 feet. The new 
well extends the pay territory over one. 
half mile to the south of present prodye 
tion. Completions in the Burkburnett 
and Hirshi Pools are reported ag fy}. 
lows: Priddy and others’ No. 7 Birk, 
dry at 1,830 feet; the same company’s 
No. 8 Birk, dry at 1,800 feet; the Toy. 
homa Oil & Refining Co.'s No. 1 Hirshj, 
175 bbls. at 1,895 feet; Hickman, Hey. 
drick and others’ No. 1 Friberg, dry g 
1,755 feet. 

Drilling: Cregg & Huff’s No. 1 Eads, 
drilling in shale at 1,145 feet; Godley 
Oil Co.’s No. 1 Hirshi, rigging up to 
pump and test a sand at 1,890 feet: 
Humble Oil & Refining (o.’s No. % 
Schultz, running a collar buster at 22% 
feet; the Jetter Oil Co.’s No. 5 Meyers, 
drilling at 1,525 feet; McNally and otb- 
ers’ No. 1 Ramming, fishing for drill pipe 
at 1,475 feet; the Magnolia Petroleum 
Co.’s No. 5 Holtzeen, setting 65-inch 
casing at 1,729 feet; the Pigg Oil (o/s 
No. 5 Hirshi, bailing casing on top of 
an oil sand at 1815 feet; the Scott 
Petroleum Co.’s No. 1-B Ward & Todd, 
rigging up to pump a sand at 1,790 feet; 
Sunshine State Oil & Relining Co.'s No. 
1 Ramming, pulling a liner to drill deep 
er at 1,750 feet; Brown & McaAllister’s 
No. 1 Delaney, drillng at 1,050 feet; J. 1 
Staley’s No. 1 Cropper, drilling at 126 
feet. 

The following completions are reported 
from the Electra district and Wichita 
County outside of the Burkburnett and 
Hirschi Pool: The Camp Oi! & Gas Co's 
No. 3-B Douglas, 15 bbls. at 1,940 feet; 
Gulf Production Co.’s No. 7-B Douglas, 
25 bbls. at 1,944 feet; Humble Oil & Re 
fining Co.’s No. 5-A Douglas, 200 bbls 
at 1,955 feet; the same company's No. 
6-A Douglas, 5 bbls. at 1,945 feet; the 
same company’s No. 7-A Douglas, 1 
bbls. at 1,955 feet; Magnolia Petroleum 
Co.'s No. 56 H. & T. C., Wilbarger 
County, dry at 2,755 feet; Griswold Oil 
Co.’s No. 37-A Burnett, 35 bbls. at 1400 
feet; the same company’s No. 4-E Was 
goner, 60 bbls. at 1,880 feet; Gulf Pro 
duction Co.’s No. 14-C Burnett, 40 bbls 
at 1,960 feet; Rio Bravo (il Co.'s No 
5-E Waggoner, 280 bbls. at 1,935 feet; 
the Texhoma Oil & Refining Co.'s No 
2-B Waggoner, 5 bbls. at 394 feet; Aé 
ams & Deams’ No. 1 Fields, dry at 46 
feet; Hobbs O11 & Leasing Co.'s No. 1 
Waggoner, dry at 1,930 feet. 

Drilling: Ball & Dillard's No. 1 War 
goner, dry sand at 1,518 feet, drilling # 
1,735 feet; No. 2 Waggoner has a hie 
full of oil and is rigging up to pump # 
913 feet; Cochran and others’ No. 1 
Waggoner, feeling for a sand at 1,41 
feet; Dickson and others’ No. 1 Wa 
goner has 150 feet of oil in the hole and 
is rigging up to pump and test a sam 
at 1,524 feet; Empire Gas & Fuel Co.8 
No. 51 Burnett is straightening the bole 
to the total depth of 1,938 feet; No. 104 
Waggoner will test a sand before 
deeper at 1,935 feet; Green and | 
No. 1 Jennings has a showing of oil from 
a sand at 1,635 fect, passed it UD 
is drilling at 1,705 feet; No. 1 Wat 
goner has 600 feet of oi! in the hole 
and is drilling a sand at 1,400 -“ 
Griswold Oil Co.’s No. 38 Burnett ™ 
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Sectional View of Chicago Pneumatic Single Stage Belt Driven Air Compressor, Class N-SB © 











Dependable compressors for oil companies 


IL companies, large and small, are nection to a triplex pump—al/ manufac- 

installing Chicago Pneumatic Air tured by the Chicago Pneumatic Tool 
Compressors for transferring oil and for Company. Reliable and positive in 
construction work around refineries operation, Chicago Pneumatic Compres- 
and in the field. One oil company in sors are ideal for supplying oil field air 
the middle west has installed three belt- requirements. The cost of your field con- 
driven compressors — one, a large duplex struction and refinery transferring oper- 
unit — a steam engine, five large gas ations will cease to be problems if you 
engines, and an oil engine for direct con- install Chicago Pneumatics. 


Over 500 distinct types and sixes, stationary and portable, for every power requirement. Capacities 50 to 
5000 cubic feet of air per minute. Expert engineering counsel without obligation. Ask for Bulletins. 


Chicago Pneumatic Tool Company 
Chicago Pneumatic Building - 6 East 44th Street - New York 


Sales and*Service Branches all over the World 
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set and cemented 65-inch ‘casing and 
is shut down at 1,650 feet; No. 20-B 
Burnett is setting 65-inch casing on 
top of a sand at 1,428 feet; No. 7-E 
Burnett bailed dry a sand at 1,490 feet 
and will drill deeper; Gulf Production 
Co.’s No. 13-C Burnett has cemented 65%- 
inch casing on top of a sand at 1,928 
feet; No. 19-A Burnett is bailing and 
testing a sand showing some oil at 1,405 
feet; Houston Oil Co.’s No. 7 Waggoner 
is standardizing with a sand showing 
some oil at 1,800 feet; Humble O11 & 
Refining Co.’s No. 1-B Roberts in pulling 
656-inch casing, picked up a sand that 
tested water at 1,925 feet; Ladd and 
others’ No. 3-B Waggoner has 200 feet 
of oil in the hole from a sand at. 700 
feet; Magnolia Petroleum Co.’s No. 1 
Ancell is drilling and carrying 5,,-inch 
casing at 2,815 feet; No. 18 Waggoner, 
drilling in shale at 1,745 feet; No. 19 
Waggoner, drilling at 1,410 feet ; Newman 
and others’ No. 1 Smythe,. drilling in 
sand shale at 1,655 feet; John. O’Neil’s 
No. 10 Waggoner will standardize and 
has set 65-inch casing on top of an oil 
sand at 1,405 feet; Perkins and others’ 
No. 1 Waggoner is rigging up to pump 
a sand at 1,828 feet, swabbed 70 bbls. 
in 12 hours; Rio Bravo Oil Co.’s No. 
1-C Waggoner is setting 6%-inch casing 
at 1,905 feet; The Texas Co.’s No. 5 
Skinner is drilling in blue shale at 1,975 
feet; No. 243 Waggoner, drilling in blue 
shale at 2,120 feet; No. 254 Waggoner, 
drilling in lime at 1,870 feet; Shamrock 
Oil Co.’s No. 8 Waggoner is trying to 
sidetrack a liner, has a sand showing 0/1 
at 1,925 feet; No. 12 Waggoner has a 
saturated lime at 1,865 feet, a sand show- 
ing considerable oil at 1,920 feet, will 
move in a Star machine and test both 
producing stratas; Texhoma Oil & Re- 
fining Co.’s No. 138-A Waggoner is rat- 
holing at 1.875 feet; No. 1-E Waggoner 
is setting 654-inch casing on top of a 
sand at 1,485 feet; No. 2-E Waggoner 
is drilling at 1,355 feet; Wakefield Pe- 
troleum Co.’s No. 1 Waggoner is shut 
down for water on top of a sand at 
1,425 feet; Humble Oil & Refining Co.'s 
No. 1 Chilson has a caving hole at 750 
feet; Orth and others’ No. 1 Roll is 
drilling at 960 feet; Steelsmith and oth- 
ers’ No. 5 Parker is shut down repairiag 
boiler at 1,185 feet; Bass & Dillard's 
No. 8 Kemp & Kempner is drilling at 
1,670 feet after testing. a sand at 1,635 
feet that showed water. 
Wilbarger County 

Drilling: Aurora Oil & Gas Co.'s No. 
1 Ogleby, shut down for a driller at 2,770 
feet; Griswold Oil Co.’s No. 1 Waggoner, 
Section 38, shut down for water at 1,060 
feet; Taylor and others’ No. 1 Yar- 
brough, drilling at 1,310 feet; Tex-Wyo- 
ming Oil Co.’s No. 1 Zipperly, shut down 
for orders at 2,170 feet; Zacaquiesta Oil 
Co.’s No. 1 Wharton, drilling without any 
showing at 2,540 feet. 

Young County 

Completions: Mahlstedt-Mook Oil Co.’s 
No. 1-A Willams, 220 bbls. at 3,055 feet ; 
North American Refining Co.’s No. 1 
McCow, dry at 2,605 feet; Pomona Val- 
ley Oil Co.’s No. 1 Hughes, 220 bbls. at 
2,590 feet; Whitehead & Hinson’s No. 1 
McLaren, 100 bbls. at 2,368 feet. 

Drilling: Associated Oil Co.’s No. 5 
Herron, shot with 20 quarts and showing 
15 bbls. around 2,595 feet; Buchanon 
and others’ No. 1 Moren, shot with 50 
quarts, hole bridged and are cleaning out 
at 2,975 feet; Fred B. Foster’s No. 1 
Costello has a showing of 15,000.000 
cubic feet. of gas from a sand at 2,233 
feet ; Gulf Production Co.’s No. 1 Newby, 
shut down for orders on top of a pro- 
ducing stratum at 4,655 feet; No. 1 
Hockaday is fishing for casing at 2,325 
feet; Harris and others’ No. 1 Allar, 
drilling in hard lime at 3,840 feet; Mc- 
Guire & Hinson’s No. 1 McPherson, 
drilling at 1,800 feet; Dudley Miller’s 
No. 1 Hugh, drilling at 2,935 feet; Mon- 
roe Oil Corporation’s No. 1 Cox, drilling 
without any showing at around 4,100 
feet; Nash & Windfore’s No. 3 Wil- 
liams, drilling in brown shale at 2,715 
feet; Ralco Oil Co’s No. 8 Driver, 
sidereaming at 3,507 feet; No. 9 Driver 
is fishing at 3,980 feet; Revere Oil Co.’s 


No. 4 Keller has a show of oil from a 
sand at 1,906 feet and shut down for 
orders; Roxana Petroleum Co.’s No. 1 
Bunger, drilling at 4,306 feet; No. 2 
Bunger, fishing for casing at 2,607 feet; 
Sacks & Henderson’s No. 1-C Williams, 
trying to shut off water, with a flow of 
5,000,000 cubic feet of gas, at 2,995 feet ; 
Simmons and others’ No. 2 Herron, drill- 
ing in blue shale at 2,210 feet; Standard 
Petroleum Co.’s No. 1 McBrayer, fishing 
for 54-inch casing at 3,780 feet; the 
Sun Co.’s No. 1 Ferguson, shut down 
waiting on a new string of 5,,-inch cas- 
ing at 3,482 feet: Taylor and others’ No. 
1 Costello, drilling at 2,465 feet; Tex- 
Bunger Oil & Refining Co.’s No. 1 Mce- 
Brayer, shut down, with a hole full of 
water, at 1,850 feet; Union Oil Co.’s No. 
2 Lynn. fishing for collapsed casing at 
1,910 feet; No. 2 Parsons has set 654- 
inch casing and will drill deeper at 3,670 
feet; Whitehead and others’ No. 1 John- 
son, running 10-inch casing at 1,793 feet ; 
Wilkins and others’ No. 1 Grimshaw, 
shut down for orders at 4,087 feet. 
Stephens County 
Completions: Agnew and others’ No. 
1 Hudspeth, 175 bbls at 3,270 feet; 
Empire Gas & Fuel Co.’s No. 5 Wal- 
lace, 35 bbls. at 1,810 feet; Lewis Oil 
Co.’s No. 1 Dodd, dry at 3,460 feet; 
Pennok Oil Co.’s No. 1 Moore, dry at 
3,470 feet; Republic Production Co.’s No. 
1 Jones, 210 bbls. at 3,160 feet. 
Drilling: Equity Oil Co.’s No. 2 
Brown, running 6-inch casing at 2,745 
feet; Funk & McFarland’s No. 1 Jack- 
son, lost the tools and shut down for 
orders at 2,355 feet; Gulf Production 
Co.’s No. 3 Kloh, drilling, with a hole 
full of water, at 2,985 feet; No. 4 Kloh, 
driling in shale at 3,050 feet; Hart Oil 
Corporation’s No. 6 Hart, fishing for 
tools at 1,660 feet; Hart-Mexia Syndi- 
cate’s No. 1 Lee, fishing for tools at 
3,200 feet; Humble Oil & Refining Co.’s 
No. 3-B Jones, running 6-inch casing 
at 2,650 feet; Kelly, Brown and others’ 
No. 1 Bruce has a fishing job at 3,840 
feet; Lewis Oil Co.’s No. 6 Brown, run- 
ning 10-inch casing at 1,650 feet; Mid- 
Kansas Oil & Gas Co.’s No. 7 Atkins, 
drilling below 2,665 feet; No. 9 Hill, 
cleaning out at 4,133 feet; No. 4 Hill, 
waiting for cement to set before drilling 
deeper at 3,240 feet; Moore & Chap- 
man’s No. 1 Douglas has set 8-inch 
easing and is cleaning out at 2,440 feet; 
Pender and others’ No. 1 Davis, drilling 
with a hole full of water at 2,790 feet; 
Petroleum Producers Co.’s No. 1 Cor- 
bett, shut down for a shot at 3,260 feet; 
Prairie Oil & Gas Co.’s No. 13 Atkins, 
drilling, with a hole full of water, at 
2.665 feet; Republic Production Co.’s 
No. 3 Knox, top of gray lime, 3.233 feet, 
drilled in 73 inches with no show of oil; 
Rosier and others’ No. 1 Jones, drilling 
in shale at 3,000 feet; Silkwood Drilling 
Co.’s No. 1 Brown, drilling at 2,755 feet ; 
Snowden & McSweeney’s No. 3 Jones, 
drilling, with a hole full of water, at 
2,835 feet; T. & P. Coal & Oil Co.’s No. 
2 Clark, preparing to plug and abandon 
at 2,730 feet; No. 8 Newell, drilling at 


3,430 feet; No. 5 Veale, drilling at 2,155 
feet; Texas Consolidated Oil Co.’s No. 
4 Martin, fishing at 3,415 feet; Texas- 
Ohio Syndicate’s No. 1 Stribling, clean- 
ing out at 3,556 feet; Trans-Continental 
Oil Co.’s No. 10 Lane, drilling at 1,260 
feet; Walker-Caldwell Production Co.’s 
No. 1 Jones, drilling, with a hole full of 
water, at 2,860 feet; Western Reserve 
Oil Co.’s No. 1 Brown, shot the Caddo 
lime at 3,235 feet, cleaning out, with 
1,000 feet of oil in the hole; York and 
others’ No. 1 Brown, drilling in blue 
shale at 2,455 feet; The Texas Co.’s No. 
1 Black, drilling in a water sand, with a 
hole full of water, at 2,310 feet; No. 1 
Higginbotham, shut down waiting for 
54-inch casing at 2,630 feet; No. 27-A 
Parks, connecting up pumps and getting 
ready to cement 4%-inch casing at 3,136 
feet; No. 33 Parks, drilling in hard, gray 
lime, with no indications of oil or gas, 
at 3,205 feet; No. 34 Parks, in hard, 
gray lime, no oil showing, at 3,225 feet; 
No. 18 Pierce, putting on a control head 
and will drill deeper at 2,450 feet; No. 1 
Tankersley, drilling by 65-inch casing 
at 2,470 feet, total depth 2,635 feet; No. 
2 Tankersley, drillimg in hard, gray lime 
at 1,360 feet; No. 4 Womack, stringing 
up an underreamer and will underream 
64-inch casing at 2,650 feet. 
Eastland County Operations 

Completions: Eastland Oil Co.’s No. 4 
Martin, dry at 3,155 feet; States Oil 
Corporation’s No. 1 Goen, 500 bbls. at 
3,585 feet; Keough and others’ No. 8 
Gooch, 100 bbls. at 2,150 feet. 

Drilling: The Texas Co.’s No. 1 Bear- 
den, drilling in blue shale, with a small 
showing of gas, at 2,445 feet; No. 6 
Cook, drilling in hard, gray lime at 2,170 
feet; No. 7 Cook, drilling in blue shale 
at 1,055 feet; No. 8 Cook, drilling in 
hard, gray lime at 860 feet; No. 1 Jones, 
running 10-inch casing to 1,780 feet; 
Duquesne Oil Corporation’s No. 2 Smith, 
completed in June, 1922, for 288 bbls., is 
drilling in an attempt to pick up the 
Caddo lime, total depth 3,000 feet; Har- 
ris and others’ No. 1 Kerch, drilling at 
1,810 feet; Humble Oil & Refining Co.’s 
No. 1 Underwood, drilling in shale at 
2.175 feet; Invincible Oil Corporation's 
No. 1 Dunn, cleaning out at 2,460 feet; 
Knight and others’ No. 3 Irwin had a 
slight show of oil and will shoot at 2,588 
feet; No. 4 Irwin, drilling at 1,115 feet; 
Pioneer Petroleum Co.’s No. 5 King, 
fishing for tools at 700 feet; Sindorf and 
others’ No. 1 Marshall, drilling at 2,875 
feet; Slick and others’ No. 5 Shephard, 
drilling at 1,525 feet; States Oil Corpo- 
ration’s No. 5 Smith, drilling at 2,425 
feet; T. & P. Coal & Oil Co.’s No. 2 
Brannon, setting 6-inch casing at 2,375 
feet; Associated Oil Co.’s No. 2 Down- 
tain, drilling at 1,850 feet; Atlantic O.1 
Production Co.'s No. 5 Fields may be 
abandoned at 1,590 feet; Beggs and oth- 
ers’ No. 1 Martin setting 10-inch casing 
at 1.665 feet; Car-D -Zona Oil Co.’s No. 
8 Huff, underreaming at 1,000 feet; 
Courtwright and others’ No. 1 Killett, 
drilling at 3.525 feet; Davis and others’ 
No. 1 Eppler, drilling at 1,110 feet; Day 
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inch casing at 3,445 feet; No. j 
drilling in shale at 2,950 fect Doumit 
Drilling Co.’s No. 1 Duncan, — 
pipe at 2,846 feet; Dorothy Oi] Co.'s Ny, 
2 Kincade, will shoot in a lime at #\° 
3,350 to 3,400 feet; Gulf Produeti 
Co.’s No, 3 Kinnebrew, setting 65 ins 
easing at 3,020 feet; Gordon Petroley 
Co.’s No. 3 Bond, drilling at 1,985 ry 
No. 1 Carter, drilling at 1,410 feet: y, 
4 Caudle, drilling at 2,000 fect; Hayne 
and others’ No. 1 Whitten, has 500,000 


& Everts’ No. 1 Davenport, swedging ¢ 
Loft 


cubic feet of gas showing and is shy 
down at 3,075 feet; Humble Oil & R. 
fining Co.’s No. 1 Stancell, Setting 19 
inch casing at 1,635 feet; Kirkwood & 


Weaver’s No. 3 White, drillin . 
feet; Kokoma Oil Co's No. 1 Com” 
shut dwon at 3,455 feet; Mablstedt 4 
Mook Oil Co.’s No. 1 Eppler, drilling 
with 1,600 feet of water in the hole at 
1,715 feet; McCamey and others’ No 1 
Terry, drilling at 1,160 fect: McLester 
and others’ No. 1 Eppler, setting 654-inch 
casing at 2,775 feet; New Southern Qj 
Co.’s No. 3 Baumgardner, fishing for , 
bailer at 3.490 feet; Panhandle Refining 
Co.’s No. 1 Fox, drilling at 2,110 feet: 
No. 1 Hightower has an estimated show. 
ing of 25 bbls. of oil and is drilling at 
1,230 feet; Plateau Oil Co.'s No. 1 Stub. 
blefield, setting 10-inch casing at 1,65 
feet; Randolph and others’ No 1 (op. 
nelly, drilling in hard shale ‘at 2919 
feet; Root and others’ No. 2 Hill, drill. 
ing at 2,140 feet; No. 4 Gibson, shut 


down, with a 5-inch bit in the hole, at 
3,347 feet; States Oil Corporation’s No, 
2 Carter, plugged with lead. casing stil] 
in the hole, at 3,612 feet; Shinholt and 
others’ No. 2 Downtain, drilling at 1510 
feet; Simms Oil Co.’s No. 1 Woods had 
a slight showing of oil at 3,071 feet and is 
drilling at 3,155 feet; Weiler Brothers’ 
No. 1 Duncan, setting 10-inch casing at 
1,155 feet. 


Archer County 

Completions: F. & H. Syndicate’s No. 
8-A Ferguson, 65 bbls. at 1,730 feet: 
the same company’s No. 9-A Ferguson, 
15 bbls. at 1,735 feet; Lone Wolf Oil 
Co.’s No. 2 Ferguson, 12 bbls. at 1,580 
feet; Scott & Gose’s No. 1 Taylor, % 
bbls. at 1,610 feet; Shaw and others’ 
No. 3 Ferguson, 85 bbls. at 1,735 feet; 
Simms Oil Corporation’s No. 1 Fergv- 
son, 9 bbls. at 1,775 feet; Texhoma Oil 
& Refining Co.’s No. 1 Kemp & Kemp 
ner, dry at 1,896 feet; the same com- 
pany’s No. 4A Ferguson, 150 bbls. at 
1,590 feet. 

Drilling: Bradley Oil & Gas Co.'s No. 
1 Ferguson, drilling in shale at 1,210 
feet; Burton and others’ No. 1 Wson, 
nearing pay depth and drilling slowly 
at 1.605 feet; Burns Oil Co.'s No. 1 
McGregor, drilling at 1,515 feet; Chan- 
pion and others’ No. 1 Ferguson, drilling 
at 1,915 feet; Delmar Oil Co.’s No. 4 
Palmer, 900 feet of fluid in the hole, has 
set 656-inch casing on top of an oil sand 
at 1,015 feet; Gulf Production Co.'s No. 
2-A Ferguson, drilling at 1,160 feet; No. 
1 Riggs has set 65-inch casing and is 
cementing at 1,774 feet; Humble Oil & 
Refining Co.’s No. 1 Kemp & Kempner, 
rigging up a rotary to drill deeper at 
1,594 feet; Iowa Park Producing & Re 
fining Co.’s No. 1 Ferguson is flowing 
92 bbls. daily from a sand at 1,760 feet; 
Kentucky Oil Association’s No. 1 Taylor, 
shut down for drilling machine at 1,673 
feet; No. 1-A Parkey, running 65-inch 
casing at 1,778 feet; Lone Wolf Oil Co® 
No. 3 Ferguson, drilling out a plug after 
settng and cementing 65-inch cas.ng * 
1,724 feet; Oriental Oil Co.’s No. 1 Mar 
gold, shut down and may be abandoned 
at 1,774 feet; Senter and others’ No. 1 
Mangold has 400 feet of fluid in hole 
from a sand at 642 feet; Chappell ané 
others’ No. 1 K. & K., drilling at 1,6) 
feet; J. I. Staley’s No. 5 Ferguson, dri I 
ing in at 1,575 feet; Stone and others 
No. 1 Kemp & Kempner, drilling, but hss 
a heavy salt water show and indication 
are that it will be abandoned at arou™ 
1,800 feet ; Texhoma Oil & Refining ©* 
No. 39 Gose, nearing production ler 
and drilling at 1,610 feet: No. 3-B Fer- 
guson, preparing to complete in & 
showing some oil at 1,773 feet ; No? 


Thursday, ; 


———___"" 


\> 














February 8, 1923. THE OIL AND GAS JOURNAL 





irsday, 
——, 








=| DERFECTION VA20R, PRESSURE TANKS 


oduction 
85-inch 
*troleum 
35 feet : 
bet; No, 
Haynes 
500,000 
is shut 
| & Re. 
ting 10 
wood & 
at 1,375 
Comar, 
istedt & 
drilling, 
hole, at 
’ No. 1 
[cLester 
656-inch 
lern Qjl 

for a 
Refining 
10 feet : 
d show- 
illing at 
1 Stub- 
it 1,650 
1 Con 
it 2910 
ll, drill- 
yn, shut 
hole, at 


-=| Safer Than Burglary Insurance 


maa Can you imagine a banker having his vault doors open 
at night? 
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oe Your only safety lies in the installation of Perfection 


— : Vapor Pressure Tanks. It will afford you better protection “t 
Wise | than the best burglary insurance policy in the world. Evap- 
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You will find our representatives in every active field 
where stocks of wood and bolted steel storage tanks also 
may be obtained if you desire them. 


Black Sivalls G Bryson 


“INC. 


BARTLESWVILLBrT ORLAHOM A 


This advertisement 1s appearing 
in the leading oil trade journals. 
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son, drilling at 1,110 feet; White Oil 
Corporation’s No. 3 K. & K. is drilling in 
shale at 1,430 feet. 

Montague County 

Drilling: Boyd Oil Co.’s No. 1 Mad- 
dox, gas sand at 1,840 feet, setting 12%4- 
inch casing and will drill deeper; The 
Texas Co.’s No. 1 Lemons, underreaming 
and cleaning out and will drill deeper 
at 2,335 feet; Guarantee Fund Oil Co.’s 
No. 1 Jordan, drilling in blue shale at 
1,645 feet; Mascho Oil Co.’s No. 1 Row- 
land, spudding; Prime Oil Co.’s No. 1 
Cook, rigging up; Schocker & Baas’ No. 
1 Croxton, shut down waiting on line 
pipe; Sheppard and others’ No. 1-A 
Crenshaw, spudding; No. 1-B Crenshaw, 
drilling at 515 feet; Spencer and others’ 
No. 1 Wilson, shut down for 15%4-inch 
casing at 370 feet; Tidal Oil Co.’s No. 1 
Handley has a fishing job at 775 feet. 

Jack County 

Drilling: Fortuna Oil Co.’s No. 1 Hal- 
sell had a show of oil at 2,950 feet,.a 
second showing at 3,165 feet, a third at 
3,335 feet, and is drilling at 3,410 feet; 
Ranger Oil & Gas Co.’s No. 1 Leather- 
wood, straightreaming 5,,-inch casing at 
8,550 feet. 

Clay County 

Completions: The Texas Co.’s No. 6 
Martin, dry at 1,880 feet; Lone Star 
Gas Co.’s No. 9 Miller, 680,000 cubic 
feet of gas at 1,425 feet. 

Drilling: Campbell Oil Co.’s No. 1 
Spivey, underreaming 10-inch casing at 
820 feet; Clark & Cowden’s No. 1 Tur- 
ner, drilling at 2,110 feet; Dean & Mor- 
ris’ No. 1 Davidson, moving in a rotary 
rig and will drill deeper to 2.012 feet; 
Gulf Production Co.’s No. 1 Worsham, 
flowing from 250 to 350 bbls. of oil 
through a loose grade after a shot of 
140 quarts at from 3,390 to 3,444 feet; 
Nebraska Oil & Gas Co.’s No. 1 Meyers, 
shut down, making repairs to engine at 
8,018 feet; Scaling Oil Corporation’s No. 
1 Sealing, swedging pipe at 1,000 feet. 

Wise County 

Completions: Herbert Oil & Gas Co.’s 
No. 1 Vance, dry at 590 feet. 

Drilling: Boonville Oil & Gas Co.’s 
Castleberry, shut down for 12%- 
inch casing at 980 feet; Flickinger and 
others’ No. 1 Whatley, shot with 100 
quarts, with no results, in a lime at 
4,090 feet; Michigan Oil & Gas Co.’s 
No. 1 Young, drilling at 2,310 feet ; Scott 
& Hunter's No. 1 Askey, drilling at 
2,810 feet. 

Carson County 

Completions: Silk and others’ No. 1 
Burnett, 240 bbls. of oil and 25,000,000 
cubic feet of gas at 3,075 feet. 

Drilling: Gulf Production Co.’s No. 3 
Burnett, straightreaming at 2,365 feet; 
Silk and others’ No. 2 Burnett, straight- 
reaming the hole at 1,100 feet; Tipton 
and others’ No. 1 McConnell, drilling up 
a bailer at 2,590 feet; The Texas Co.’s 
No. 2 Burnett, digging in a slush pit. 


Hutchison County 

Qompletions: Gulf Production Co.’s 
No. 1 Dial, 70 bbls. of oil at 3,065 feet; 
McGee and others’ Nu. 1 Smith-Cappers, 
15 bbls. of oil and 38,000,000 cubic feet 
of gas at 3,165 feet. 

Drilling: Capital Partnership Pool’s 
No. 1 Cockrell, building a rig; Holmes and 
others’ No. 1 Weatherly, drilling a water 
well; Whittington and others’ No. 1 Sam- 
ford, shut down making repairs at 2,330 
feet. 

Potter County 

Completions: Montgomery and others’ 
No. 1 Masterson, 33,000,000 cubic feet of 
gas at 2,610 feet. 

Drilling: Hinds and others’ No. 2 Mas- 
terson, drilling in lime at 3,100 feet. 

Brown County 

Drilling: Crabb and others’ No. 1 Mc- 
Donald, straightening a crooked hole at 
505 feet; Goldbrick and others’ No. 1 
Turner has a show of oil at 2,200 feet 
and drilling at 2,215 feet; Gulley and 
others’ No. 1 Ray will be put on the pump 
to test sand at 1,580 feet; Kirk & Brew- 
er’s No, 1 Hickman will be abandoned at 
3,073 feet; Lebaugh and others’ No. 1 
Bddington has hole caving badly, drilling 
at 2,565 feet. Scott & Anderson’s No. - 
Chambers has finished a fishing job and is 





now drilling up slips at 2,600 feet; Wake- 
field & Noeb's No. 1 Wright, straightening 
hole at 515 feet. 

Callahan County 

Completions: Holderman and others’ 
No. 1 Park, dry at 450 feet; Western Oil 
Corporation’s No. § Newman, 20 bbls. at 
375 feet; the same company’s No. 6 
Newman, dry at 370 feet. 

Drilling: Edgett and others’ No. 1 
Woody, shut down at 1,175 feet; Fry 
and others’ No. 1 Ross, drilling in blue 
shale at 635 feet; Harris and others’ No. 
1 Dyer may be abandoned at 730 feet; 
McBride and others’ No. 1 Odon is shut 
down at 3,275 feet. 

Comanche County 

Drilling: Branard Petroleum Co.’s No. 
1 Haile is a rig; Kirk and Brewer’s No. 
1 Frasier has timbers on the ground; 
Leon Valley Oil Co.’s No. 1 Haynes, 
shut down for drilling tools at 2,632 feet. 

Mitchell County 

Drilling: The California Co.’s (Inc.) 
No. 1 Morrison is a rig; No. 1 Richard- 
son is shut down for cement to set at 
2,300 feet: Colorado-Tex Petroleum Co.’s 
No. 2 Foster has a fishing job; Gulf Pro- 
duction Co.’s No. 1 Crawford is a rig; 
Magnolia Petroleum Co.’s No. 1 Foster, 
drilling without results at 3,680 feet; 
Underwriters Oil Co.’s No. 1 Coleman, 
preparing to shoot at 3.258 feet; No. 3 
Morrison, drilling at 1,110 feet; No. 1 
Smith, trying to shut off a water flow at 
around 2,450 feet; Marcos Sneyder and 
others’ No. 1 T. & P. land, spudding; 
Western Petroleum Co.’s No. 1 Brennon, 
abandoned, 

Palo Pinto County 

Completions: Anderson and others’ No. 
1 Anderson, dry at 4,215 feet. 

Drilling: Ashe Syndicate’s No. 2 Hart, 
shot with 60 querts, 2,500 feet of oil in 
the hole at 3,280 feet; Clark and others’ 
No. 1 Conklin, shot with 150 quarts to 
straighten hole and cleaning out at 3,000 
feet; Jack Dalton Oil Co.’s No. 2 Dal- 
ton, has a fishing job below 3,700 feet; 
Nos. 3 and 4 Dalton are rigs; Gibson 
and others’ No. 1 Holt, underreaming 6- 
inch casing at 2,400 feet; Liggan and 
others’ No. 1 Carter, cleaning out at 
3,050 feet; Lewis Oil Co.’s No. 1 Margin, 
shut down for casing at 1.200 feet; Little 
Caddo Syndicate’s No. 1 Massey, drilling 
at 1,020 feet; Manning and others’ No. 1 
Hitson, running casing 35 feet off bottom 
at 1.200 feet; Nelson Oil Syndicate’s No. 
2 Finch, drilling in hard shale at 3,340 








feet; Phoenix Oil Corporation’s No. 1 
Dalton, has a broken sand showing oil 
and gas at 4,120 feet, probably will shoot 
at that depth; Ross and Brooks’ No. 1 
Pennington, cleaning out to 4.025 feet; 
T. & P. Coal & Oil Co.’s No. 141 Stuart, 
running 6-inch casing at 1,860 feet; Up- 
ham and others’ No. 5 Belding, drilling 
at 1,530 feet; No. 1 Reasnor, drilling at 
2,610 feet; Youkan’s No. 1 Seaman, 
straightening a crooked hole at 2,115 feet. 
Parker County 

Completions: Dolsa Oil Co.’s No. 1 
Reynolds’ dry at 4,370 feet. 

Drilling: Haile & Knight's No. 1 Man- 
kin, fishing for bit at 3,960 feet; Tolbert 
and others’ No. 1 Gilbert, shut down for 
10-inch casing at 1,400 feet. 

Shackelford County 

Completions: Branard Petroleum Co.’s 
No. 4 Pool, 5 bbls. at 645 feet: Brown 
& Co.’s No. 1 Sedwick, dry at 3,700 feet. 

Drilling: Humble Oil & Refining Co.’s 
No. 1 Elliott, 15 feet of fluid in the hole 
and drilling at 3,665 feet; No. 1 Jackson, 
drilling at 1.700 feet; No. 1 Lynch, esti- 
mated 1,000,000 cubic feet of gas and a 
good show of oil and drilling at 3,575 
feet; No. 2 Lynch, fishing for a bit at 
2,650 feet; No. 2-B Poindexter, shut 
down, no production at 2,630 feet ; Land- 
reth & Co.’s No. 2 Poindexter, drilling 
at 1.460 feet; No. 3 Poindexter, drilling 
at 1,960 feet; No. 4 is spudding; Mur- 
phy & Bolanz’s No. 1 Conrad, shut down 
at 3.300 feet: Scribner and others’ No. 
1 Fite, underreaming a t 2,955 feet. 
PRODUCTION REPORT 


Week Ending February 1, 1923 





Burkburnett 
American Refining Co......... 460 
Humble Oil & Refining Co.... 815 
Gulf Production Co........... 1,260 
Kansas & Gulf Oill Co........ 1,426 
Maanelia Pet. CO.cccceccocsces 3,080 
McMahon Oil Co.........0-+0% 650 
Middle States Oil Co......... 410 
Oklahoma Petroleum & Gas Co. 410 
Panhandle Refining Co....... 640 
Ryan Petroleum Co.........+.+ 335 
W. G. Skelly .ncccccccccscece 346 
The TOMES CO. cccccccvcccccese 1,065 
Texhoma Oil & Refining Co.. 440 
Miscellaneous .......-.-+seee0s 13,060 
WORE. ve ceccsiccarecececciae 24,195 
Electra 
Empire Gas & Fuel Co........ 3,025 
Humble Oil & Refining Co.... 190 
Griswold Oi] CO.........6006. 800 
Gulf Production Co........... 1,100 
Magnolia Petroleum Co....... 4,400 
Middle States Oil Co......... 2,320 
The TEMES GOeccccccscoceccos 6,126 


Texhoma Oil & Refining Co.. 1,000 
Miscellaneous 6,300 





Total 24,260 





Iowa Park, Archer Coun 
Iowa Park— dane. Petrolia 
Memewens GO Bis .osscc........ 40 

































































Guif Production Co.........., 105 
Middle States Oil Co. Ws 10 
Ryan Petroleurhn Co........... 45 
Texhoma Oil & Refining Co... 49 
Miscellaneous ................ 1,880 
Archer County— 7 
The Texas Co................, 230 


Texhoma Oil & Refining Co... 2,305 





Gulf Production Co........... 205 
Miscellaneous ..............., 2,970 
Petrolia— ; 
y SS i oer . 90 
Miscellaneous ..............., 215 
——— 
WEAR cies ccccviccecece... ‘ 81 
Stephens County its 
Empire Gas & Fuel Co....... 110 
Gulf Production Co........ . 2,330 
Humble Oil & Refining Co.... 2,589 
Magnolia Petroleum Co....... 1,489 
Mid-Kansas Oil & Gas Co. 3,645 
Prairie Oil & Gas Co...... 2,020 
Sinclair Oil Co............ o. aan 
— 2 eS See 510 
ee OR ee - 3,926 
T. & P. Coal & Oil Co....... 1,500 
Miscellaneous ............ - 10,710 
Total ....cccccessecccess. . 29,179 
Eastland County se 
Empire Gas & Fuel Co... 60 
Gulf Production Co......... 600 
Humble Oil & Refining Co - 100 
Magnolia Petroleum Co...... 610 
Mid-Kansas Oil & Gas Co.. 40 
Prairie Oil & Gas Co...... 1,025 
se >. See 900 
eee GD. We aaworaceawe... 30 
Tee WORD GDRs a dccsccces.. 410 
T. & P. Coal & Oil Co........ 1,265 
Pee 7,060 
ee ee er eee , 
Other Fields —m 
Strawn— 
T. & P. Coal & Oil Co..... . 240 
Miscellaneous ............. 1,020 
Moran— 
Empire Gas & Fuel Co.... 880 
Humble Oil & Refining Co.... 380 
 . pee 300 
Miscellaneous ............ 1,240 
Coleman County— 
Miscellaneous ............ 100 
Brown County— 
Miscellaneous ............ 810 
Comanche-Eastland— 
Humble Oil & Refining Co... 350 
Gulf Production Co....... . 830 
Empire Gas & Fuel Co...... 60 
Magnolia Petroleum Co....... 1,000 
Mid-Kansas Oil Meseccesce . 260 
Prairie Oil & Gas Co...... . 126 
The Temee COs... .cccccees- 460 
T. & P. Coal & Oil Co...... . a 
Miscellaneous ..............-. 6,340 
Young County— 
North American Refining Co 245 
Oklahoma Petroleum & Gas Co. 156 
Panhandle Refining Co...... 405 
Prairie Oil & Gas Co.......... 25 
Sinclair Oil & Gas Co......... 105 
BRO TOMAS GOs ccccccccccecess 26 
Miscellaneous ............+- 6,400 
Mitchell County ........... 270 
TNE . Sadr ese esksscsreess 22,245 
Total, all fields .......... ' 120,025 
Total, last week.......... 122,380 
GRAD ceccveccccccccecccccecs 2,356 











By P. L. McG@REAL 





Mirando City-Schott district in Webb County, extended a half mile by com- 
pletion of 400-barrel producer, by Two Republics Oil Company. In the same 
district, Carnahan Oil Company’s No. 12 Los Ojulas grant is rated at 200 


barrels. 


Mecom Oil Company’s No. 1 Mecom, in Hull Pool, which had 


stopped flowing, came back making 600 barrels. Joint-test 7 miles south of 
Rosenberg, flowing 200 barrels by heads. 


Houston, Tex., 
Feb. 5. 


The daily average production in the 
South Texas districts, including the Gulf 
Coast Pools, the Laredo districts, Somer- 
set and Milam light gravity sections and 
miscellaneous sections, is slumping. The 
estimate for the week is placed at 115,- 
900 bbls. compared with an estimate of 
123,340 bbls. for last week. This is a 
decline of 7,540 bbls. Most of the loss 
is in the Hull Pool, where the big well 
of the Yount-Lee Oil Co. on the Merch- 
ant lease, which had been flowing as high 


as 13,000 bbls. per day, declined to an 
average of 5,000 bbls. The West Colum- 
bia output is off also. These are the two 
leading pools in the Gulf Coast belt. 
While the estimated gross production 
for the month of January will show a 
large increase over the December figures, 
the bulk of it was due to large wells 
early in the month, and February is be- 
ginning to forecast a slump in the Gulf 
Coast Pools proper. It is probable that 
the Laredo distrcts will show an increase 
this month, but the demand is light, be- 
ing bandicapped by the absence of pipe 


lines and dependent entirely upol rail 
shipments. ; 
The Mirando City-Schott district ™ 
Webb County was extended nearly 1 mile 
to the east during the week when 
Two Republics Oil Co. completed No 
1, block 20, Los Ojulas survey, at 1,50 
feet. Its initial output is estimated at 
400 bbls. In the same district, the S 
nahan Oil Co.’s No. 12 Los Ojulas gral 
is rated at 200 bbls. initial at 1,600 fet 
and No. 14 at 250 bbls. at 1590 = 
The McCree Oil Co.’s No. 6 poh 
credited with an initial flow of 150 
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— PH 9 RE IS N O This great plant was erected to better serve Mid- 
ECONOMICAL Continent oil producers. Here we concentrate on the i 
SUBST IT UTE production of sucker rods. We believe we have the 
‘ aa 9 finest equipment in the country for producing the ) 
TO) st Ql ALITY highest quality rods. Years of experience and close ; 
Copptitnio Axs.son Macvanes observation have enabled us to improve these rods so 
a BP as 5 that they will give longest service. 
As an Oil Producer you want nothing short of the , 
best that experience, equipment and materials can 
produce. Let us give you full information. Ask ; 
on rl A copy of our Catalog de- Frick-Reid, our Mid-Continent sales representatives. 
scribing Axelson Sucker 
trict Rods, Working Barrels 
u and Fittings will be for- AXELSON MACHINE Co. ; 
ed No. warded upon request. General Offices: Los Angeles, Calif. ' 
oy Mid-Continent Office: 520 Kennedy Bldg., Tulsa, Okla. 
7 
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at 1,585 feet. In the Aviator district 
in Webb County, Middlebrook and others 
No. 1 Radio is a 150-bbl. well at 1,670 
feet and the Paulson Oil Co.’3 No. 2 
Aviator, at 75 bbls. at 1,650 feet. The 
Mirando Oil Co.’s No. 12 in the Mirando 
Field in Zapata County is drilling below 
2,300 feet. It is the deepest test there. 
The regular producing sands are found 
around 1,500 feet. The well of the Two 
Republics Co. is the nearest to the es- 
carpment and upsets the geological dope 
that no oil would be found near the es- 
carpment. 

Carter, Mueter and Perkins of Breck- 
enridge, Tex., have a location on the 
Gates ranch in the northeastern part of 
Webb County and Montgomery and Wil- 
son have made two locations in the.same 
direction. Wideman and Homer have a 
location in the Mirando Field in Zapata 
County and another in Webb County. 

In Starr County, on the border, the 
Mercedes Oil & Gas Co. is drilling No. 
2 Kelsey and the Berkshire Petroleum 
Co.’s No. 2 is idle. The Humble Oil & 


- Ref. Co. is starting on the Gurrea and 


the Marland Oil Co. has a location there. 

The following is the estimated daily 
average gross production for each dis- 
trict for the week: 





Gross 
District— Bbls. 
PO: cae tkiwedebeettabensas ea eewes 980 
CE I i eo as 9.9 tees Soa COM 850 
NE EE ce eWhdu-<0004eeeesnue 6.008 700 
MPTEOM cccccccdeccccccssccedscessee 70 
Damon Mound ...s.cceceesercevecess 2,966 
CN, Be cadences ateensoeetdeen 700 
GOOGS CHO ceccccvccvvccccctesvces 19,420 
NE ee eee Cea Seb end.o'e ens erin 7,126 
MEE. 26s btn tO 600645 np 080 eC AKER EN 27,570 
SOMMINGS, TM. cocccccccccecceccseces 470 
PEROT, 250s rccecarscccsosesccoece 96 
Pe Ltn ceepascenteghedeseewen 12,800 
Pierce TUMOMON oc cccccccrcccssecess 820 
OED 6-56-0065. 0.05. 0as oh eHE Ses wales 8265 
SRS SES PAR arg eee 1,770 
ET I eo eh an id neat wedi SS ee 4,835 
Somerset and Piedras Pintas....... 3,380 
CO eer ee eee 6,070 
Welsh and Anse La Bute........... 90 
Te CORED... 6 es ccccccceccecene 21,600 
Miscellaneous—Milam County, Nacog- 
doches, Big Creek, High Island, 
WG” skal avers chine binchee eeeewenrnael 3,765 
ist bain dae ele ae nee 115,900 


Total 


Gulf Coast Pools 

It has been a quiet week in the Coastal 
Pools proper, Hull and Damon Mound 
being the only two districts of interest. 
In the first named pool, the Mecom Oil 
Co.’s No. 1 Mecom stopped flowing early 
in the week, was worked over and came 
back making 600 bbls. by heads. Its No. 
2 is being rigged to pump at 1,300 feet. 
Both are on the west side of the dome. 
The Higgins Oil & Fuel Co.’s No. 5 
Merchant is flowing 300 bbls. by heads. 
It offsets the big well of the Yount-Lee 
Oil Cq., 150 feet to the south. The depth 
of the hole is 4,020 feet. The Houston 
Oil Co. has a shallow sand well making 
830 bbls. at 550 feet. The sand was 
passed up while drilling a deep test, 
which was a failure and the derrick was 
skidded over and a new hole drilled to 
the depth given. 

The Hyde Production Co. has an im- 
portant test which looks as if it would 
open the northeast side of the dome at 
Damon Mound. It is No. 1 Wisdom, 
drilled to 3,828 feet and 40 feet of 4% 
strainer set. The fluid stands up 2,500 
feet in the hole and bailing fails to lower 
it, but the well will not flow. Some time 
ago, the Sinclair Oil and Gas Co. got 
a well on that side in its No. 12 Jack- 
son, which started off at 130 bbls. and 
increased to 200 bbls. The Hyde Co.’s 
No. 2 Kittrel is deepening at 3,129 feet. 
It bailed dry at 3,560 feet. The hole 
is being sidetracked. 

The Sinclair Oil and Gas Co.’s No. 
2 Mock is flowing 415 bbls. by heads 
with 20 feet of strainer set at 3,590 feet. 
Liner will be set which is expected to 
increase the flow. The same company’s 
No. 3 N. T. Masterson will be aban- 
doned. It went into heaving shale at 
2,699 feet. A little showing above that 
depth was tested with 20 feet of 4% 
inch straner set between 2,400 and 2,500 
feet. No. 28 Bryan is drilling at 2,352 
feet in broken lime and No. 15 Jackson 
is at 2,665 feet in lime rock. No.’ 17 
Masterson is at 1,590 feet in sand. - No. 
5 Becker on the southeast side of the 
dome is at 3,058 feet. Two joints of 


6-inch strainer were set with two more 


=—_ 


joints of 44% on the bottom. It is bailing 
with 200 feet of oil standing in the hole. 
The Southern Petroleum Co. has a loca- 
ton for No. 3 Norton. 

Going into an old hole abandoned for 
16 years or more and getting a show of 
oil and gas is the experience of the Amal- 
gamated Petroleum and Refining Co., a 
California concern, represented by A. M. 
White. The bottom of the hole is at 
2,410 feet. Casing is being set to bail. 
The location is on the Oswald land, near 
Cheek, Jefferson County, southwest from 
the old Spindletop Pool. It is expected 
to start bailing early next week. The 
well shows considerable gas with some 
oil on the bit. Some believe the bit is in 
a cap rock formation, while others think 
the depth is too great for cap rock. 
That formation in the Spindletop Pool is 
from 750 to 1,100 feet. At Big Hill, 
in the same county, the Houston Oil 
Co.’s No. 2 is shut down and No. 8 is 
drilling below 1,800 feet. 

Other Operations 

The Monarch Oil and Refining Co. is 
drilling ahead in No. 1 Hautier east of 
Green’s Bayou in Harris County. Six- 
inch casing was set at 2,860 feet for 
a test, but a core of the sand did not 
justify setting strainer for a test. The 
test by Galveston parties, south of Shel- 
don, is below 2,500 feet. 

In Fort Bend County, the Gulf and 
Snowden and McSweeney are setting 


In Walker County, the Long-Green 
Oil Co. is below 2,310 feet northwest of 
Huntsville and Lewis and others No. 
1 Jones is drilling around 2,000 feet. 
In Colorado County, the Columbus-Bern- 
ado Oil Co.’s No. 1 Kaiser is below 2,000 
feet and in Bastrop County, the Elgin 
Oil & Gas Co.’s test 6 miles east of El- 
gin is shut down. The Humphrey in- 
terests are reported to be starting a test 
on the Keernan land, south of Inez in 
the southeastern part of Victoria Coun- 
ty. Hinton and others have a location 
north of the test on the Weaver tract. 
Burr and Ferris are starting a test near 
Rasin in Jackson County. 

Another Well at Big Creek 

Late in the week, the joint No. 3 
Wheat ranch of the Gulf Production Co. 
and McSweeney and Snowden headed up 
while bailing at 3,800 feet and is making 
200 bbls. per day by heads, flowing every 
7 minutes. The oil is high gravity for 
the Coast, measuring 26 degrees Baume 
gravity. ‘The location is 7 miles south 
of Rosenburg in Fort Bend County and 
has been described in recent reviews in 
The Oil and Gas Journal. No. 3 Wheat 
is the third well to be developed since 
last August. No. 1 Wheat, of the same 
joint interests, was a 200-bbi. well orig- 
inally, flowing and }.umping and is now 
pumping about 15 bbls. at 751 feet. The 
next producer was brought in last month 
by the Oil Production Co. in No. 1 








higher price. 


at Orange. 








COASTAL OPERATORS THINK THEIR 
PRODUCT IS SOON TO BE GRADED 





Houston, Texas, Feb. 5.—Advances in all the light gravity fields 
leads the coastal operator to hope that his product will soon command a 
When the gross output in the Coastal region starts to slump, 
it falls off very rapidly, especially the new production. 
average increases as fast, as a few big wells bring up the total very mate- 
rially. As a rule, the old wells maintain a steady average each month. 

There seems to be a general belief that the Coastal product will be put 
on a gravity basis, the lighter gravity crudes to command a lower price than 
the regular Coastal product, that ranges from 18 and lower to 22 gravity. 
Refiners say the light gravity crudes have not the cold test and hence are 
not as valuable for lubricating stock as the lower gravity product. The 
Humble Oil and Refining Co. and the Humble Pipe Line Co. now keep their 
light and heavy grades of Coastal crudes in separate storage. 
of these companies now approximates 5,600,000 bbls., of which 4,750,000 
bbls. are of the heavy grades and 850,000 bbls. of the light gravity. The 
amount of heavy grade at West Columbia is about 1,287,500 bbls.; at Bay- 
town and Goose Creek is 1,267,900 bbls. of heavy and 592,000 bbls. of light 
crude; at Hull approximately 348,000 bbls. of heavy and 45,000 bbls. of 
light; while about 910,000 bbls. of heavy and 21,600 bbls. of light grades 
are stored at Webster tank farm and Texas City terminals. 
bbls. of light grade are at Pierce Juncton and more than 937,000 bbls. are 


Likewise, the daily 


The stocks 


Over 188,000 











straner in No. 3 Davis at 3,800 feet. It 
is in the Big Creek district, where the 
Oil Production Co. recently got a small 
well at 1,660 feet. In the same county, 
the Neilan Oil & Refinng Co.’s No. 1 
Brown, at Pilant Lake, is at 4,100 feet 
and shut down. It will be abandoned 
temporarily. The same company’s No. 
3 Gobels, south of Thompson, is drilling 
ahead at 3,545 feet. The Booth Oil Co. 
is below 1,610 feet at Booth, and the 
Gulf Coast Development Co. has set 8- 
inch casing in No. 2 Vogels at 2,400 
feet and is drilling ahead. It is east of 
the Booth test. The Iona Oil Co. is rig- 
ging No. 1 Hellmuth, 7 miles northwest 
of Damon Mound and will sidetrack No. 
1 Moore. The depth of the latter is 
3,535 feet. The Humphrey ifterests have 
started a test on the McLeod at Need- 
ville. R. E. Brooks, jr., is rigging for 
three or four tests to go to 1,000. feet 
to test out for a dome formation on 
acreage northeast and northwest from 
Richmond. The Richmond Fort Bend 
Syndicate No. 1 Bryan is below 1, 700 
feet. 

At High Island.in Galveston County, 
another dome, The Sun Oil Co., is drill- 
ing No. 1 Guidry at 2,345 feet and No. 


“1 Broussard at 1,124 feet with a der- 


rick for No. 5 Cade. The Gulf Coast 


: Development Co. is below 2,100 feet inw 
The High Island Development* 


No. 1. 
Co. is drilling on the Nelson tract. The 
Yount-Lee Oil Co. has a derrick for No. 
1 Broussard. 


-11 is rigging. 


Ahlers, located 1,800 feet southeast from 
No. 1 Wheat. It started with an initial 
flow of 150 bbls. at 1,660 feet. No. 3 
Wheat is about 400 feet north from No. 
1 Ahlers. 

The varying depths in a limited area 
will be noted, as showing the spotted 
character of the district. The section 
d:ffers from the other Gulf Coast pro- 
ductive areas in that there is no visible 
dome, although the drill has demonstrated 
the presence of the salt. The saline 
formation was found in three wells at 
550 feet, which is another unusual fea- 
ture, as in most cases around these salt 
masses in the Gulf region, the rock salt 
is deeper, averaging around 1,100 feet. 
The district has one deep hole located 
about 1 mile northwest from the test 
which was drilled to 4,020 feet without 
getting anything. The Gulf is rigging 
No. 3 Davis. On the south side of Big 
Creek, the Big Creek Oil Co.’s (Horn 
and others) No. 1 Moore and Hager is 
idle at 2,400 feet. It will probably be 
deepened. 

In the Orange Pool, the Gulf Produc- 
tion Co.’s No. 3 Winifree blew out at 
8,400 feet and is spraying about 300 
bbls. of oil. Its No. 2 Briggs-Moore, a 
work over, is bailing at 3,500 feet. No. 
10 Hager fee on the east side of. Cow 
Bayou, was abandoned at 1,150 feet. No. 
North of these on the 
west bank of the bayou, the Amerada 
Petroleum Co.’s No. 3-B State Land is 
making 125 bbls. at 3,900 feet. The 


Brownie Babbittee Oil Co. is 
another test in No. 7 McLean at 4,009 
feet. In the new northwest part of the 
pool, the Kishi syndicate js bailing yy, 
20-B Kishi at 4,135 feet. The Humby, 
and Gulf companies have starteg offset 
to the Kishi syndicate’s No. 1 Bl . 
which opened the northwest part of the 
pool last month. The well is now mak. 
ing around 700 bbls. per day. Gulf Co's 
No. 7-B Kishi-Lang is below 875 fas 
No. 4-A Kishi-Lang has just starteq and 
the Humble Oil & Refining Co,’s No. 1 
Kishi 50 acres is rigging. The Kishi 
syndicate has a location for No, 2 Bland 
Its No. 5 is below 4,556 feet. No, j 
Smith-Foreman in the old part of the 
pool is drilling at 1,235 feet. 

In other parts of the pool, the yp 
Oil Co. is working over No. 3 Gunstream 
the Sinclair Oil and Gas Co. is drilling 
No. 5 Granger at 1,565 feet and the 
Orange Petroleum Co. is working Over 
No. 8 Winifree. The Humble Oil & Re. 
fining Co. is below 3,345 feet in No, 1 
Paraffin. In the Humble Pool, The Texas 
Co.’s No. 190 Landslide showed salt 
water after a work over at 2,365 feet 
and No. 178, another old hole, is being 
bailed at 2,230 feet. No. 20 on the 
Stevenson is showing salt water ang 
some oil at 3,200 feet. It. too, is g 
work over. The Humble Oil & Refining 
Co.’s No. 10 Wheeler-Pickens is g galt 
water hole at 2,770 feet. 

In the Sour Lake Pool, The Texas 
Co.’s No. 238 fee, a work over, is a 4(- 
bbl. well at 2,340 feet and No. 300 fe 
is making 75 bbls. at 2,670 feet. On 
the north side of the pool, where the 
Lake View Oil Co. got a 1,200-bbl. well 
last week, that company is below 650 
feet with No. 30 Morrison and the Gulf 
Production Co.’s No. 52 Hardin-Tarver 
is drilling at 1,510 feet with No. 5 
starting and No. 54 rigged. A short 
distance to the north of the well, tie 
Mystery Oil Co. is drilling No. 1 Minor 
at 765 feet. In the Batson Pool, §. R. 
Buchanan’s No. 65 Milhome is below 
1,100 feet. The Kirby Petroleum Co. is 
still fishing in No. 1 Hodges at 305 
feet. 

Three small pumpers and a salt water 
well were the result of the week’s opera- 
tions in the West Columbia Pool. The 
Texas Co.’s No. 9 Abrams on the north- 
west side of the dome, is a 75-bbl. well 
at the extreme depth of 4,530 feet. Its 
No. 9 Arnold was worked over into a 
7bbl. well at 2,940 feet. The Humble 
Oil & Refining Co. did the same with 
No. 21 Japhet in the old east side of 
the pool and got a salt water well at 
3.260 feet. The same company’s No. 2 
Pipkin-Lee is making 50 bbls. at 2,560 
feet. Its No. 12 Japhet is bailing after 
being re-drilled to 3,250 feet. 

The Texas Co. is working over No. 
15 Hogg, with Nos. 48, 71, 74, 78 and 
79 shut down. No. 9 Arnold is a fish 
ing job at 3,450 feet. The Humble Oil 
& Refining Co. is working over No. 3 
Bashara and drillng No. 1 Wilson-Mel- 
gard at 2,655 feet. The Gulf Produc 
tion Co. is below 1,650 feet with No. 
9 Eyers. The Crown Oil & Refining 
Co. is at 3,550 feet in No. 3 Marmion. 

At Barber Hill in Chambers County, 
Dunham and others got a 25-bbl pump 
er in No. 1 Richardson on the west side 
of the dome at 795 feet. On the south 
west side, the Humble Oil & Refining Oo. 
is sidetracking No. 1 Blaffer & Farish 
at 3,235 feet. No. 2 is idle at , 
feet. The Texas Co. is putting No. * 
Barrow on the beam to pump at 3, : 
feet. S. J. Hindman and others No. + 
Collier is below 565 feet. The Texts 
Co.’s No. 1 Scott, on the northeast side 
of the dome, is below 1,100 feet. 

. Derricks Down 

A squall on the bay demolished 2 dozen 
derricks in the Goose Creek Pool, mos 
of them being located in the shallow 
waters near the shore line. The Humble 
Oil & Refining Co. lost 11 and is © 
placing six of them with steel. rest 
will be wooden. ‘The Gulf Producto? 
Co. is bailing No. 1 Hirsch state 
at 4.300 feet, having plugged back foe 
45-50 feet. Its No. 1 San Jacinto Ba 
is drilling at 3,485 feet. No. 5 
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*:! These balls and discs are going big! 
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vit ‘ § HERE was a need for Formica pump balls and discs 
and they have been selling in bigger and bigger 


1 Minor 
1, 8. BR. ate / 
a quantities ever since we announced them. 

ob UO. 8 

at 3,025 d : 

» lel Once a customer gives them a trial he uses nothing else. 
'S opera- 
or They last many times as long as metal balls and discs. 
bl. well 

oo The saving of time and labor made possible by eliminat- 
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Humble ing expensive shut downs for the replacement of valves 


me with ° . ° 
side of amounts to a big saving in a year. 


well at 
8 No. 2 . . . . 7 
at 2,560 Formica is a laminated material with a strong fabric base. 


” ™ It never splits, chips and never drops off parts that clog 
< the line or the traps. 


3 a fish : 


tet It is unaffected by cold, hot, or salt water, gasoline, oil or 


—_ any of the ordinary solvents. It has great resistance to 
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man-Bryan is below 2,365 feet. No. 
27 Beaumont is at 2,735 feet and No. 
12 Prathers below 2,650 feet with No. 
11-A Gillard below 38,245 feet. No. 8 
Wright is drilling at 2,090 feet. No. 
9 Smith is working over. 

The Humble Oil & Refining Co.’s No. 
2-A Isenhour is drilling at 4,500 feet. 
No. 13 Smith is working over and No. 
47 Smith is below 1,980 feet. Nos. 17 
Schilling, 17 Sweet and 31 Galliard are 
also working over. The Crown Oil & 
Refining Co. is below 3,700 feet in No. 
8 Gillette. No. 5 bailing. The Sun Oil 
Co. is working over No. 3 Smith. 

ull Pool 

In addition to the wells already men- 
tioned in the Hull Pool, the Republic 
Production Co. is bailing No. 3 Hannah 
after deepening it to 2,670 feet.and the 
Crown Oil & Refining Co. (White Oil) 
is doing the same in No. 2 Abel at 2,380 
feet. Both are on the west side of the 
dome. On the south side, the Humble 
Oil & Refining Co. is bailing No. 9 
Hooks-Spells, an old hole, at 2,600 feet. 

On the west and northwest sides of the 
dome, the Gulf Production Co. is deep- 
ening No. 6 Hannah at 3,235 feet with 
No. 7 shut down and a derrick up for 
No. 10. The Humble Oi: & Refinnig 
Co. is drilling No. 3-A Abel below 2,980 
feet and No. 4-A around 2,156 feet. No. 
4 Taylor is drilling at 675 feet. The 
Crown Oil and Refining Co.’s No. 3 
Abel is below 2,000 feet with No. 4 at 
1,565 feet. Bissonnett and Geiscke’s No. 
2 Canter is at 2,415 feet with a derrick 
up for No. 4. The Higgins Oil & Fuel 
Co.’s No. 1 Taylor is drilling below 1,980 
feet and No. 1 Bailey is around 1,200 
feet. No. 6 Merchant is at 2,710 feet. 
The Link Oil Co. is working over No. 
1 Reviere and the Amerada Petroleum 
Co.’s No. 1 Hannah is drilling around 


1,650 feet. The Taylor Oil Co. has a 
derrick up for No. 1 Taylor, a long nar- 
row strip of acreage. 

On the north side, the Yount-Lee Oil 
Co.’s No. 6 Merchant is below 1,565 feet 
and its No. 3 Stengler is working over. 
The Gulf Production Co.’s No. 9 Scar- 
borough is deepening at 3,500 feet. On 
the east side, the Republic Production 
Co. is deepening No. 13 Dolbear, an 
old hole at 2,665 feet. To the southeast, 
the Gulf Production Co.’s No. 34 Phoenix 
is below 2,168 feet. The Champion Oil 
Co.’s No. 1-A Phoenix is below 3,600 
feet. On the south side of the hill, the 
Humble Oil & Refining Co.’s 17 Guedry 
is drilling at 2,910 feet. The Sun Oil 
Co. is sidetracking in No. 7 Carr at 
1,235 feet. The Empire Gas and Fuel 
Co.’s No. 15 Barngrover is drilling be- 
low 3,200 feet. 

The Yount-Lee Oil Co. has the largest 
production in the pool, averaging 8,600 
bbls. for the week. The Republic Pro- 
duction ranks next with an average of 
5,000 bbls. and the Gulf Production Co. 
has about 4,500 bbls. per day. The 
Monarch Oil & Refining Co. is getting 
an average of 2,200 bbls. per day now 
from its wells on the west and south 
sides of the dome. The Humble Oil & 
Refining Co. has a total of 1,500 bbls. 
and the Houston Production Co. has 
1,100 bbls. That company has _ sus- 
pended work for a time. The Higgins 
Oil & Fuel Co. is getting about 900 bbls. 
per day and the Empire Gas & Fuel Co. 
has about 500 bbls. per day, all on the 
south side of the dome. The Empire 
Co. has done no work on the new west 
side yet. The balance of the estmate 
for the week is scattered among eight 
or 10 companies and individuals. 

Field 


The Grayburg Oil Co. is bailing No. 


10 L. J. Heickman in the light gravity 
Somerset Field. It has cemented the 
casing in No. 4 Tex-Carruthers. No. 2 
Gray is driling at 656 feet. A liner is 
being set in No. 15-B Hartung. The 
Empire Gas and Fuel Co.’s No. 4 Car- 
ruthers is drilling at 545 feet with a 
derrick up for No. 5. The Glasscock 
Leasing Co.’s No. 5 Surtees is drilling 
at 434 feet. Other drilling tests include 
the Schimmel Oil Co.’s No. 6 Miller, 
Cal-Tex Oil Co.’s No. 2 Eves, Johnson 
Bros. No. 3 Nestry, Danville Oil & Gas 
Co.’s No. 4 Fries, Bashara and others 
No. 2 Swearengen and Lain Oil Co.’s 
No. 4 Seffell. The Gulf Production Co.’s 
No. 8 fee is shut down. 
South 


uisiana 

In the Vinton Pool, W:lson and Tuck- 
er’s No. 4 Parks is a salt water test at 
2,400 feet. The Gulf Refining Co. is 
bailing No. 27 Star at 2,300 feet. 

The Texas Co.’s No. 19 Gray is be- 
low 1,900 feet and No. 16 Vincent is 
drilling around 2,135 feet. The Gulf 
Refining Co.’s No. 2 Gray is at 1,235 
feet and No. 1 Vincent around 2,510 
feet. Marrs McLean’s No. 6 Gray is 
below 1,176 feet. The Giess Syndicate’s 
No. 3 Green is drilling at 2,615 feet. 
The Vinton Petroleum Co.’s No. 37 Gray 
is drilling below 1,890 feet and No. 38 
around 654 feet. The Tanner Oil Co. is 
fishing in No. 1 Vincent. The Just Oil 
Co. is preparing to make another test 
in No. 1 Rogers, setting 6-inch casing 
at 3,530 feet. In the Edgerly Pool, the 
Gulf Refining Co. is re-drilling No. 18 
Bright-Penn at 2,980 feet. The same 
company’s test at Sweet Lake in Cam- 
eron Parish is drilling at 2,615 feet. 
Hampten and others near Toomey, La., 
are below 2,945 feet. The tests at Hack- 
berry Island, Cameron Parish, are shut 
down for the present. 
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Wells in heavy oil district at Smackover coming with less initial production 
while light oil district is gaining in favor. Runs from district during week 
declined 8,575 barrels. Nine wells completed in Ouachita County area, and 
five in Union County area, latter area seeing greater drilling activity. 

Pumper making 200 barrels completed at El Dorado. 


A fourth advance of 10 cents a bbl. 
since January 18, makes the present 
prices of crude in this territory range 
from 70 cents to $2.20 a barrel. Heavy oil 
in the Smackover district has more than 
doubled in price during the past three 
weeks, a fact that has lifted the gloom 
from the faces of operators and owners 
of producing property in that territory. 
Light oil at Smackover is now bringing 
$1.15 a bbl. and the light oil district is 
swarming with activity in all directions. 
Heavy rains have made the roads in the 
Arkansas Field almost impassable and it 
is no uncommon thing to see wagons 
drawn by 24 mules endeavoring to draw 
the heavy timbers and machinery through 
the mud. Those who have sold short on 
Smackover crude are scurrying to cover 
and premiums are being offered of from 
2 to 5 cents a bbl. over the present posted 
price, with even more on long term con- 
tracts. 

Wells in the heavy oil district at 
Smackover are coming in smaller than 
heretofore and the peak of production 
has probably been passed in this partic- 
ular pool. The light oil distrcit in the 


western extension of the field has great 


possibilities and development of this pool 
is in its infancy. With smaller wells 
coming in and a natural decline in set- 
tled production, there was a decrease of 
8,575 bbls. during the past week in Smack- 
over runs. The average daily runs of 
‘the entire field was 171,985 bbis., dis- 
tributed as follows: 


North 
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7,980 

Ce ME beetecncvececdeees-eccies 2,320 
De Soto and Red River............. 6,930 
SE 060 68'S6s convikbhosecen base 1,835 
DD -6Nbei we-eaains 6045.4 40quee 36,490 
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South Arkansas 
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Rainfall has been unusually heavy dur- 
ing the past few weeks, even for this 
season, and development throughout the 
field has been seriously hampered. De- 
spite the difficulties encountered in get- 
ting materials to the field, however, there 


is an astonishing amount of new work 
being started in the neighborhood of the 
Broderick & Calvert well, recently com- 
pleted in the west end of the Smackover 
Pool, in the light-oil district. A. P, Cul- 
bertson, trustee for the Culbertson Syn- 
dicate, of Fort Worth, Tex., has con- 
tracted with the Johnson Drilling Co. 
for a test in Section 11-16-16. Several 
wells which came in as small gassers in 
the vicinity of the Broderick & Calvert 
well are to be drilled deeper, among 
them the Tomberlin Oil Syndicate’s No. 
1 Goodwin, in Section 4-16-16, and the 
Vitek Oil & Refining Co.’s No. 1 Hey- 
good, in Section 2-16-16. Allen & Bush- 
nell are making a deep test in Section 
11-16-16, and Pat Marr and Harry Mor- 
ris have purchased 20 acres offsetting the 
Broderick & Calvert well from James 
Dugan and associates, and will each drill 
two tests. Alex Goldsmith will drill on 
a 2%-acre lease in Section 10-16-16. 


Camden is coming in for a big share 
of wildcat activity and acreage is being 
blocked on all sides of the town. George 
Stenson, of Fort Worth, is drilling No. 1 
Henry, in Section 15-11-16, north of 
Camden. Dr. Fred B. Johnson, of San 
Antonio, and associates, have contracted 
for a test 2 miles west of Camden, and 


W. 8S. Hall is arranging ha ‘Nl 
tion 19-11-16, 12 miles north af a 
The Houston Oil Co. has started », 
on its pipe line from a point 2 miles 
of Camden, to the Smackover Field, 
has strung 5 miles of pipe. 
Smackover District 
Ouachita County Area Completi 
Nine good producing wells wa 
pleted in the Ouachita County anes 
the Smackover Field. One welj ties 
a big gasser with a spray of oj] and 
wells were abandoned. In Som: 
15-16, just north of the big Drodyess 
in Section 36, Bradstreet and gsm ° 
have completed No. 1 Lewis, estim 
to be flowing 200 bbls. at 2,062 feu 
Section 36-15-16, the Empire Gas ¢ 
Co. abandoned No. A-2 Laney on ag 
of a salt watter flow at 2,022 fog 
southwest corner of the section; No. 


Linahan was abandoned at 20j9 , 


and No. 1 McKenzie was abandoned 
account of salt water at 2,220 fee, 
the same section, The Texas Co. « 
pleted three wells on the McKenzie 
in the west half of the southeast - 
of the section. No. 3, swabbing 
bbls. of fluid, 90 per cent b.s. and yy 
at 2,015 feet; No. 4, flowing 59 } 
at 2.020 feet, and No. 7, flowing 50} 
at 2,018 feet. Y. E. Hildreth abang 
No. 5 Berg Bros. at 2,162 feet after 
ing dry. It is located in the south 
corner of Section 20-15-15. In this 
section, Reynolds, trustee, abandoned } 
1 Poole, after striking salt water 
2,175 feet, just a quarter of a mile nos 
of the former well. 

McPhail and associates abandoned 
1 Berg Brothers, without making at 
at 2,213 feet. It is located in the g 
west corner of the southeast of the sou 


west quarter of Section 9-15-16, neg 


4 miles north of production. Sam Richa 
son completed No. 1 Rhoten, Section 
15-15, estimated making 500 bbls 
oil and 5,000,000 cubic feet of gas 
2.047 feet. In the same section, { 
Standard Oil Co. completed No. B2 
Bennett, making 20,000.000 enbie { 
of gas and 150 bbls. of oil, and No} 
S. Umpstead, making 30,000,000 ¢ 
feet of gas and a spray of oil at 
feet. 

The Humble Oil & Refining Co, ¢ 
pleted No. 5 F. A. and B. T. Laney, § 
tion 31-15-15, flowing 400 bbls. of 
35 per cent b.s. and water, at 2,020f 
Offsetting production, the Sinclair 0 
Co. completed Nos. 2 and 5 Flam 
Section 6-16-15; No. 2, flowing 10 
at 1,995 feet, and No. 5, swabbing 
bbls. at 2,001 feet. 

Union County Area 

Five wells were completed in 
Union County area of the Smack 
district last week, all producers. 
Amerada Petroleum Co. brought in 
1 Smith, Section 35-15-16, offsetting 
Vitex Oil Co.’s well, making 5,00 
cubie feet ot gas and 80 bbls. of ail 
2,005 feet. The Federal Petroleum ¢ 
completed No. 1 Childs, offsetting 
School House well, in Section $1 
estimated flowing 200 bbls. of fuid 
per cent salt water, at 2,265 feet. 

The Texas Co. completed No. 4B 
Saxon, in the northeast corner of 
Section 4-16-16, estimated flowing 
bbls. of oil at 1,997 feet. The Gulf 
fining Co. brought in No. 2 James, 
tion 6-16-15, offsetting production, 
mated flowing 1,000 bbls. of oil, bl 
with gas, at 1,999 feet. In Section 
15, the Oil Operators Trust com 
No. 1 Murphy, estimated making 
000,000 cubic feet of gas and 200 
of oil from 72 feet of broken saat 
2,030 feet. The well is located m 
southwest corner of the northeast 
southeast quarter of the section, 

2 miles south of the big production. 
Drilling Operations 

Union County Area.—The vast 
of drilling activity in the 5 
district has undoubtedly transf 
from Ouachita to Union County, 
the interest centering mainly . 
tions 4, 8, 9 and 10-16-16. pre 
& Calvert’s big producer 1s 
the extreme western edge of 
and all tests being drilled 
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being closely watched. In the same sec- 
tion as the well, the Arkansas Natural 
Gas Co. is rigging up to drill No. 1 
Murphy; the Arkansas Invincible Oil 
Corporation has rig up for No. 1 Meakin; 
Burns and associates are rigging up to 
drill No. 1 Crowder; Broderick & Cal- 
vert are rigging up to drill Nos. 2 and 3 
Murphy; Danciger and others have der- 
rick built for No. 1 Crowder; Hubert 
and others are rigging up No. 1 Harris; 
Jones-Smackover Pool has derrick built 
for No. 1 Crowder; the Magnolia Petro- 
leum Co. set 12%-inch casing at 125 
feet in No. 1 Hedgewood and is rigging 
up No. 2; Harry Morris, trustee, has 
derrick up for No. 1 Hugus; location 
made for No. 2 and is rigging up to drill 
No. 1 McAdoo, formerly reported No. 1 
Harris; Neil Scroggins is rigging up No. 
1 Crowder; the Smackover Petroleum: Co. 
is rigging up to drill No. 1 Harris; the 
Smackover Rainbow Oil Co. has derrick 
built for No. 1 Hugus; Smith and others 
are repairing boiler at 1,550. -feet in No. 
1 Key; Phillips and associates have set 
10-inch casing at 160 feet in No. 1 
Murphy. 

To the west, in the adjoining section, 
9-16-16, the Atlantic Oil & Producing Co. 
is drilling 6-inch plug in No. 1 Meakin 
and waiting orders at 2,206 feet in No. 
2; Allison and associates have set 10- 
inch casing at 200 feet in No. 1 Rigdell; 
Cargill and others have set 12%-inch 
easing at 152 feet in No. 2 Saxon and 
are rigging up No. 3; Danciger and others 
are rigging up to drill No. B-1 Saxon 
and have derrick up for No. 1 Parnell; 
the Gulf Refining Co, is drilling at 1,275 
feet in No. 1 Rigdell; Hickman and 
others tested No. 1 Meakin dry at 2,145 
feet and are down 2,200 feet; the Llum- 
ble Oil & Refining Co. has derrick up 
for No. 1 Meakin; Harry Morris, trus- 
tee, is rigging up to drill No. 1 Saxon; 
the Phillips Petroleum Co. is down 960 
feet in No. 1 Childs; the Skelly Oil Co. 
is rigging up No. 1 Hall; the Sun Co. 
has derrick built for No. 1 Saxon, and 
Travis and associates are rigging up to 
drill Ne. 1 Parnell. South of these tests, 
in Section 15-16-16, the Arkansas In- 
vincible Oil Corporation has derrick up 
for No. 1 McAdoo. The Sun Co. has 
derrick built for No. 1 McElroy. 

North of Section 10, in Section 3-16-16. 
Blancher and associates tested No. 1 
Turnage dry at 1,900 feet and will drill 
deeper; Marr and others tested No. 1 
Green, with 4,000,000 cubic feet of gas, 
at 2,008 feet and are now down 2,015 
feet in shale, and are drilling at 1.405 
feet in No. 1 Mason. In Section 4-16-16, 
the section adjoining to the west, where 
Clark & Melat’s producer is located, a 
number of tests are being drilled. The 
Pan-American Oil Co., which took over 
the Clark & Melat property, tested No. 
B-2 C. L. Saxon dry at 2,100 feet and 
is waiting orders, and is bailing 6-inch 
easing at 1,914 feet in No. 2 Doc Saxon; 
the Simms Oil Co. is rigging up to drill 
No. 1 Laney; The Texas Co. has three 
‘tests drilling on the R. L. Saxon lease, 
Nos. 5, 6 and 7; Tomberlin and others 
tested No. 1 McElroy dry at 2,090 feet 
and are waiting orders. 

Two miles south of Brodorink & Cal- 
vert’s well, Crawford & Sebastian have 
a fishing job at 2,684 feet in No. 1 
Williams, Section 21-16-16. Just west 
of the Clark & Melat well, in Section 
5-16-16, the Gulf Refining Co. is drilling 
at 2,080 feet in No. 1 C. L. Saxon; 
arranging to abandon No. 1 Lewis Wer 
ner at 2,280 feet, and is drilling at 2,215 
feet in No. 2. Smitherman & McDonald 
have set 6-inch casing at 1,892 feet in 
No. 2 Saxon. The Sun Oil Co. is set- 
ting 8-inch casing at 1,800 feet in No. 
1 Meakin. 

The A. & M. Oil Co. has set 6-inch 
casing in Nos. 2 and 3 James and is 
down 1,600 feet in No. 4, Section 6-16-15, 
just south of the big production in Sec- 
tion 31-15-15. In the former section, 
Crawford & Sebastian are down 1,200 
feet in No. 1 James; have 15-inch 
easing set at 75 feet in No. 2, and der- 
rick up for No. 4. The El Dorado Drill- 
ing Co. has set 6-inch casing at 1,869 
feet in No. 1 Flannagan. The Gulf Re- 


fining Co. is down 1,970 feet in No; 3 . 


. Three-mites :south-of-the 


James and is arranging to test No. 4 at 
2,013 feet. The Imperial Oil Co. has 
set 6-inch casing at 1.888 feet in No. 2 
McClanahan, and 15%-inch casing at 72 
feet in No. 4. The Standard Oil Co. is 
down 1,075 feet in No. 1 McClanahan, 
and tested 95 bbls. of fluid at 2,005 feet 
in No. 2. The Vitex Oil Co. is rigging 
up to drill No. 1 Flannagan. 

The Federal Petroleum Co. tested No. 
1 McDonald, with 7,000,000 cubic feet 
of gas at 1,920 feet and is now drilling 
at 2.000 feet, Section 34-15-16, nearly 2 
miles west of the big production in Sec- 
tion 36, and just east of the two pro- 
ducers ‘in Section 33. In the same sec- 
tion (84) the Humble Oil & Refining Co.’s 
No. 1 McDonald blew in estimated to be 
making 5,000.000 cubic feet of gas at 
1,998 feet and is waiting orders. The 
Texas Co. tested No. 1 McDonald, with 
5,000,000 cubic feet of dry gas, at 2,015 
feet. Two miles east of Broderick & 
Calvert's well, Ganzell and associates 
tested salt water at 2.352 feet in their 
No. 2 Leverett, Section 11-16-16. 

Near the Dunn producer, the Gladys 
Belle Oil Co. has set 12%-inch casing 
at 160 feet in No. 1 Cook, Section 16- 
16-15, 2% miles south of the big pro- 
duction. The Gulf Refining Co. is wait- 
ing orders for No. 1 McDonald at 2.007 
feet and is down 850 feet in No. 3, Sec- 
tion 1-16-16, where a number of good 
wells have been completed. In this sec- 


Miller and associates are rigging up to 
drill a test on the Watts lease, in Sec- 
tion 20-16-15. Several miles west of 
production, the Ohio Oil Co. is drilling 
lime rock at 2,175 feet in No. 1 Gordon 
after a shut down of several weeks, Sec- 
tion 16-16-17. Harry Morris, trustee, is 
rigging up to drill a well on the Oran 
lease, in Section 5-16-15, just east of 
the production in Section 6. Scott and 
associates have derrick built for No, 1 
Woods, Section 33-16-16, 4 miles south 
of Broderick & Calvert’s well, The 
Smith Oil Co. has sét 6-inch casing at 
1.872 feet in No. 1 MecDona!d, Section 
35-15-16, just west of production, in 
Seection 36. 

The Pan-American Oi] Co. has tempo- 
rarily abandoned No. 1 Werner at 2,019 
feet, Section 32-15-16, north and west of 
production. The Vitex Oil Co. is wait- 
ing orders for No. 1 Hegwood at 2,205 
feet, Section 2-16-16, less than a mile 
west of preduction. The same company 
is down 700 feet in No. 2 Linahan, rig- 
ging up to drill No. 4, began drilling 
No. 8, lost hole and are moving over 100 
feet. 

Ouachita County Area 

A summary of the Ouachita County 
area of the Smackover district the past 
week shows 10 wells waiting standard 
rig to pump, 4 temporarily abandoned, 
81 drilling, 19 rigging up. 21 derricks, 
and 6 locations. Most of the wells are in 








ricks up and locations number 32. 
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parishes. 


Natural Gas Co.'s No. 1 
feet. 
low 4.765 feet. 
neer saline domes. 
structures or so-called structures. 
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ALONG COASTAL BELT ARE LOCATED 
GREAT NUMBER OF WILDCAT OPERATIONS 





Houston, Texas, Feb. 5.—Scattered through that territory beginning 
in the east part of South Lousiana and running westward, through what 
is commonly known as the Gulf Coast region, down into the southwest coun- 
ties and then westward to the Texas—New Mexico I‘ne, are located 107 
drilling wildcat tests, and 84 others, which are shut down. The rigs in, der- 
This computation does not include Webb 
and Zapata counties in which 87 tests are drilling or shut down temporari- 
The terr:tory covers 53 counties in Texas and four South Louisiana 


Some of these holes are very deep, as The Rancho Isabella Oil Co.’s 
No. 4 Ritiger in Brazoria County, idle at 4.800 feet and ready to abandon. 
The depths of most of them range from 1,200 to 2 800 feet. 
Lamm, in Bexar County, is below 2.800 ft. and the 
Transcontinental Oil Co.’s No. 1 Streckletz in the same county is below 2.150 
The Goliad-Northern Oil Co. on the Danforth in Goliad County ‘s be- 
Most of those drilling in the Gulf Coast region are on or 
The others in the southwest and west counties are on 
Separating the counties into groups, the 
majority of the tests in the Gulf Coast region are drilling in Harr’s and 
In the southwestern group, Duval County, which is 
considered a saline dome proposition, leads, but work is active in Live Oak 
and McMullen Counties as well as Bexar. 


The Arkansas 


The latter counties are struc- 














tion, the Houston Oil Co. is drilling at 
1-660 feet in No. 6 Primm. Riley and 
others are down 1,073 feet in No. 2 
(Primm. The Roxana Petroleum Corpo- 
ration has 15%-inch casing set at 84 feet 
in No. 1 Primm. The Sun Oil Co. is 
drilling gumbo at 1,400 feet in No. 1 
Primm. Whittaker & Shallcross are 
drilling at 50 feet in No. 1 Childs, 

The Gulf Refining Co. is rigging up 
to drill No. 2 Meakin, Section 33-15-16, 
where two producers have been completed 
in the extreme southern edge of the sec- 
tion. In this same section, the Livingston 
Oil Co. has derrick up for No. 1 John- 
ette. The Magnolia Petroleum Co. is 
bailing to test No. 1 Meakin at 1,995 
feet. Marr et al are down 700 feet in 
No. 8 LeCroy. The Morris Drilling Co. 
is down 2,230 feet in No. 1 LeCroy; 
1,682 feet in No. 1 Johnnette, and the 
Woodley Petroleum Co. is arranging to 
set 6-inch casing at 1,802 feet in No. 1 
Anderson. 

Several miles west of production, Y. BD. 
Hildreth is arranging to test No. 1 
Smith at 2,180 feet, Section 2-16-17. 
West of the Dunn producer, the Hum- 
phreys Oil Co. has set 12%4-inch casing 
at 800 feet in No. 1 Massey, Section 17- 
16-15. Several miles south of production, 
McCa'din and associates have gone back 
into No. 4 Lawton, in Section 16-17-16, 
and are rigging up to make a deep test. 
The well was completed a year ago as 
a 1,000.000-foot dry gasser at 2,183 feet. 


the proven part of the field, with a few 
edge wells and outside tests. Dulaney & 
Holmes have set 15%-inch casing at 60 
feet in No. 9 McKenzie, and are drilling 
at 1,640 feet in No. 11, Section 36-15-16, 
in the heart of the proven territory. In 
the same section, Edmonds Mineral Deeds 
Co. has set 6-inch casing at 1,937 feet 
in No. 3 McKenzie, and has derrick up 
for No. 4. Bradstreet and others are 
waiting orders for No. 3 Laney and have 
abandoned the location of No. 4 after 
derrick blew down. The Empire Gas & 
Fuel Co. is down 1,515 feet in No. A-2 
Laney, drilling at 1,958 feet in No, 2 Mc- 
Kenzie, and at 1,885 feet in No. 3. R. J. 
MeMurray is rigging up to drill No. B-2 
Laney. Richard Rader has set 6-inch 
easing at 1,945 feet in No. 3 McKenzie 
and has derrick up for No. 4. The Simms 
Oil Co. is waiting orders at 2,045 feet 
in No. A-5 McKenzie. The Sinclair Oil 
Co. has set 12%-inch casing at 105 feet 
in No. 3 A. Linahan and is rigging up 
to drill No. 4. The Texas Co. is setting 
liner at 2,020 feet in No. 5 McKenzie 
and is down 1,150 feet in No. 6. 
Bradstreet and associates have set liner 
and are bailing No. 3 Poole at 2,045 feet 
and have 6-inch casing set at 1,955 feet 
in No. 4, Section 25-15-16, where a num- 
ber of good wells have been completed in 
the south half. Brummett and associates 
have made location for No. 3 Flannagan, 
Section 6-16-15, in the midst of produc- 
tion. In this section, the El Dorado 


sbig-production;...Drilling Co. has set 6-inch casing at . 





1,890 feet in No, 1 Flannagan; the 
ble Oil & Refining Co. has three 
drilling on the Flannagan lease, Eddie 
Jones has set 15%4-inch casing at 10 
feet in No. 1 Flannagan. The g; 

Oil Co. has three rigs running op the 
Flannagan lease. H. K. Tarver has set 
8%4-inch casing at 1,865 feet in No. 1 
Flannagan, and the Vitex (i Co. has 
rig up for No, 1 Flannagan. 

The Empire Gas & Fuel Co. js down 
1,220 feet in No. 5 Laney, Section 31 
15-15, in the heart of the field. [py the 
same section, the G. & G. Syndicate has 
set 10-inch casing and drilled to 620 feet 
in No. 4 Laney. The Gladys Belle oj 
Co. has made location for No, 2 (what 
was formerly reported as No. 2 ig now 
No. 7), has rig up for Nos. 3, 5 and § 
and locations made for Nos. 4 and § 
The Houston Oil Co. is drilling three 
tests on the Laney lease. The Humble 
Oil & Refining Co. is waiting on Standard 
rig to pump No. 3 F. A. & B.T. Laney 
at 2,022 feet, and drilling at 1,785 feet 
in No. 4. E. M. Jones is drilling at 
1,975 feet in No. 3 Laney. The Noe 
Petroleum Co. is down 1,600 feet in No, 
3 Laney, 1,285 feet in No. 4, rigging up 
No. 5, and has location made for No, 6 
The Roxana Petroleum Corporation jg 
drilling at 1,510 feet in No. 2 Laney, is 
down 1,345 feet in No. C-4 F. A. Laney, 
1,770 feet in No. 4 D. S. Laney. The 
Sinclair Oil Co. has set 8-inch casing 
at 505 feet in No. 2 F. A. Laney. The 
T. P. Coal & Oil Co. has set 6-inch eas. 
ing at 1,885 feet in No. 4 Laney. 

The Gulf Refining Co. is drilling at 
2,050 feet in No. 2 A. Forch, Section 29. 
15-15, where the discovery well was con- 
pleted. The Atlantie Oil & Producing 
Co. has set 65¢-inch casing at 1,898 feet 
in No. 2 Berg Brothers, has deerrick 
built for No. 3 and rig up for No. 4, 
Section 30-15-15, in the heart of produe- 
tion. In the same section, the Humble 
Oil & Refining Co. is down 2,045 feet in 
No. A-2 Berg; the Simms Oil Co. has set 
15%4-inch casing at 35 feet in No. 1 
Gaskin; the Sun Oil Co. is waiting on 
standard rig to pump No. 2 Johnson at 
2,010 feet, and has drilled to 1,846 feet 
in No. 3. 

Other Operations 

The Gulf Refining Co. is down 2,050 
feet in No. 2 John Goodwin, Section 32 
15-15, has 65¢-inch casing set in No, 1 
Ben Goodwin at 1,905 feet, and is setting 
liner at 2,028 feet in No. 2. In this 
sarge section, the Roxana Petroleum Cor- 
poration is drilling at 1,960 feet in No. 4 
Bennett; the Simms Oil Co. is rigging 
up to drill No. C-2 Berg Brothers, and 
has two rigs running on the Reynolds 
lease, Nos. 2 and 4; the Standard Oil 
Co. has set 6-inch casing at 1,910 feet 
in No. B-3 R. Bennett, and has rig up 
for No. B-4. They have 10-inch casing 
set at 162 feet in No. 1 A. Forch, and 
have derrick up for No. B-+ S. Ump 
stead. 

The Gulf Refining Co. has derrick up 
for No. 1 A. Goodwin, Section 5-16-15, 
nearly half a mile south of production. 

The Humble Oil & Refiinng Co. has 
set 6-inch casing at 1,880 feet in No. 1 
Davidson, Section 26-15-16, about a mile 
from production. It is drilling two tests 
on the Mildebrand lease, Section 28-16 
15, on the eastern edge of production. 
In this same section, it has derrick up 
for No. 6 Hildebrand; the Roxana Pe 
troleum Co. has two rigs running on the 
Berg lease, and the Simms Oil Co. has 
derrick up for No. 1 Hildebrand. Me 
Phail and associates have set 15%%4-inch 
casing at 72 feet in a test in the Ump 
stead lease, Section 4-16-15, nearly 2 
miles south of production. , 

Olvey and associates have set 6-ineh 
casing at 1,876 feet in No. 7 McDonald, 
and are down 1.600 feet in No. 8, Se 
tion 1-16-16, offsetting production. 
this section, Thompson and others 
No. 3 McDonald, showed oil, gas and salt 
water at 2,012 feet, and they have 20¥ 
shut down waiting orders. The Oregon 
Oil & Refining. Co. has resumed 
after a bad fishing job and is down 
feet in No. 1 Jackson, Section 16 
several miles from production. 


Oil Co. is drilling at 1,360 feet in No? 


Brister and has 10-inch casing #t° 
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No. 6 ° © 
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Lane, Tool Service Branch and rent a Klie- ; ! 
“as wer Casing Hitch. For recovering parted Casing ! 
a casing it has no equal. Many holes that hisenh | 
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ma saved by it. Get this booklet and learn 
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140 feet in No. 4, rigging up No. 5, and 
derrick built for No. 6, Section 28-15-15, 
on the eastern edge of production. 

The Invaders Oil Corporation has rig 
up for No. 1 Hill, Section 5-16-15, less 
than a mile from production. The Rox- 
ana Petroleum Corporation is down 780 
feet in No. 1 Umpstead, Section 4-16-15, 
over a mile from production. The Sin- 
elair Oil Co. has 6-inch casing set at 
1,960 feet in No. 1 Berry, Section 33- 
15-15, on the east edge of production. In 
the same section, The Texas Co. has set 
15%-inch casing at 48 feet in No. A-2 
Berry and is rigging up to drill No. A-3. 
The Smackover Petroleum Syndicate - is 
drilling at 400 feet in No. 1 Graves, 
Section 8-14-18, in wildcat territory. 
H. Y. Scott has derrick built for No. 1 
Wood, Section 33-15-16, just north of 
production. Near Stephens, the Ohio Oil 
Co. has set 6-inch casing at 2,035 feet in 
No. 1 Hall, Section 31-15-19, and the 
Standard Oil Co. is drilling at 1,150 
feet in No. 1 Watson, Section 20-15-19. 

E El Dorado District 

Only two wells were completed in the 
El Dorado district during the past week. 








WYOMING OPERATORS 
SEE WHERE SEC. FALL 
MADE A GOOD DEAL 








CASPER, Wyo., Feb. 3.—A report 
from Washington states that the 
Senate is sending two geologists to 
examine the Teapot Dome with a 
view to making an investigation of 
the Sinclair contract for the De- 
velopment of that structure. 

As the time passes, oil operators 
here appear to consider that Secre- 
tary Fa!l made a good deal when he 
turned over the Teapot to the Sin- 
clair interests, and since the work 
has reached its present status, many 
well known operators are of the 
opinion that the Government has 
done better than were the structure 
turned over to a number of smaller 
concerns. 

The Mammoth Oil Co. drilled in 
the well on the center of Section 
21-39-78 that has been standing for 
some time past cementing off water 
and this well will make a producer 
of 100 bbls. a day. This well was 
at first thought to be showing water 
in the second Wall Creek sand and 
caused considerable anxiety at first 
for fear the Teapot Dome was des- 
tined to be much smaller than was 
at first supposed, but it is now be- 
lieved that the water that came in 
was from the first Wall Creek sand 
and came from behind the casing. 

The Mammoth OQil Co. also has a 
well in Section 28-39-78 that is close 
to the top of the second Wall Creek 
sand and which is expected in at 
any time 

The Sinclair interests have started 
work on the new tank farm about 3 
miles east of Glenrock and about 30 
miles from Casper. This tank farm 
will have 90 tanks of 80,000 bbls. 
capacity each and will be nearly as 
large as the tank farm at Casper. 
The work of grading for a switch 
for the cars of steel and the sur- 
veying of the sites for the tanks is 
now under way. 

This tank farm will be connected 
with an 8inch pipe line to Teapot 
which will be the first link in the 
line that will eventually carry crude 
from Wyoming to a connection with 
the trans-continental pipe lines of 
the Sinclair from the Mid-Continent 
fields to the Hast. The connection 
will be made near Kansas City. 

The pipe line is surveyed and the 
pipe for the Glenrock to Teapot link 
is on the cars coming to this re- 
gion. Part of the tank steel for 
the tank farm has arrived at Glen- 
rock and grading work is to be start- 
od immediately. F.B.T. 
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One was located in the East Field and 
was brought in by the Jorman Drilling 
Co., No. 2 Smith, pumping 200 bbls. at 
2,205 feet, Section 20-17-14. The other 
well was located in the South Field, 
Clark & Greer’s No. 2 Robinson, Sec- 
tion 6-18-15, pumping 70 bbls. at 2,142 
feet. 

Most of the tests now drilling in this 
field are located in the East Field, or 
in the Constantin territory, with a few 
interesting wildcat tests being made. In 
the East Field, Section 18-17-14, Ben- 
ninger and others are repairing rig at 
1,700 feet for No. 1 Allen. In Section 
30-17-14, the Gulf Refining Co. has set 
6-inch casing at 2,140 feet in No. 1 Gaddy. 
In Section 20-17-14, it has 6-inch casing 
set at 2,130 feet in No. 1 Smith, and der- 
riek built for No. 2. In Section 29-17-14, 
same territory, Pitcher and associates 
are waiting standard rig to pump No. 1 
Smith, at 2,223 feet. Winger and others 
are sidetracking junk at 1,350 feet in 
No. 1 Ogden, Section 4-19-14, more than 
2 miles north of production. Chew and 
others are rigging up to drill No. 1 
Kelly, Section 9-17-14, about 1% miles 
north of production. 

In the South Field, the Congress Oil 
Co. is drilling at 2,550 feet in No. 1 
Swilley, an old test. E. L. Coleman is 
down 1,215 feet in No. 7 Pendleton, Sec- 
tion 21-18-15. In the Constantin terri- 
tery, where a number of o!d wells are 
being deepened, the Constantin Oil & Re- 
fining Co. is drilling at 2,785 feet in 
No. 2 fee, Section 1-18-16. In the same 
section, it has set 6-inch casing at 2,982 
feet in No. 3 Trimble. The El Dorado 
Natural Gas Co. is rigging up to drill 
No. 3 Mellor and has drilled to 2,907 
feet in No. 2. The Standard Oil Co. 
is drilling gumbo at 2,725 feet in No. 
B-2 Hill. 

In the same territory, Morgan and 
associates are drilling at 2,575 feet, cor- 
rected depth, in No. 2 Mellor, Section 1- 
18-16. Owens, trustee, is down 2,780 
feet in No. 1 Miles, Section 35-17-16. 
The Transcontinental Oil Co. is down 
2,972 feet in No. 1 Sorrell, Section 36- 
17-16. The Federal Petroleum Co. has 
derrick built for No. 1 Union Sawmill, 
Section 14-17-12, in wildcat territory. 
In the East Field, the Magnolia Petro- 
leum Co. has derrick up for No. 2 Brown, 
Section 17-17-14. In the South Field, 
the White Oil Corporation set 10-inch 
casing at 150 feet in new hole of No. 
S-14 Armstrong, Section 31-17-15. 

Caddo Parish 

Only one well was completed in Caddo 
Parish the past week, located in the 
Pine Island district. The Fortuna Oil 
Co. put No. 8 Robertshaw on the beam 
and it is now pumping 80 bbls. from the 
chalk rock stratum at 1,630 feet, Sec- 
tion 23-21-15. 

There are a nmuber of interesting tests 
drilling in the old Caddo district, but 


‘ most of the activity is located in the 


Pine Island district. In this territory, 
J. E. Brown and associates are dritling 
at 2,515 feet in No. 2 Noel, Section 13- 
21-15; the Dixie Oil Co. is rigging up 
to drill No. 7 Caddo L. B., Section 23- 
21-15, and is down 2,575 feet in No. 4 
Robertshaw. The Gulf Refining Co. 
tested No. 16 Lane dry at 1,575 feet, 
with a small show of oil, and is now 
waiting orders, Section 13-21-15. The 
Myra Oil Co. is drilling at 1,560 feet 
in No. 1 Robinson, Section 34-23-15. 
The Muslow Oil Co. is down 1,310 feet 
in No. 2 Muslow, Section 32-21-15. The 
Old Settlers Oil Co. shot formation and 
casing collapsed at 1,749 feet in No. 2 
Como, Section 13-21-15. The Texas Co. 
is drilling at 2,415 feet in No. 44 Caddo 
Mineral Lands Co., Section 23-21-15. 
Busey and associates are drilling at 890 
feet in No. 1 Croom, Section 35-20-16. 
Clark & Greer are going back into No. 2 
Noel at 2,726 feet and will drill deeper. 
The well was completed a year ago as 
a 10-bbl. pumper and now has 1,800 feet 
of oil in the hole, Section 19-21-14. The 
Caddo Central Oil & Refining Co. has 
set liner to bail No. 40 State fee at 2,720 
feet, Section 13-21-16. The Gulf Re- 
fining Co. is drilling at 2,983 feet in No. 
8 Herndon, Section 15-21-15. The In- 


tegrity Oil Co. is down 3,415 feet in No. 
1 Spence, Section 4-15-13, 8 miles south 
of Shreveport. Rowe and associates are 
down 3,132 feet in No. 1 Kendrick, Sec- 
tion 33-23-16. The Simms Oil Co. is 
rigging up to drill No. 1 W. E. Noel, 
Section 7-21-14. The Texas Co. is drill- 
ing chalk rock at 1,248 feet in No. 56 
Caddo Lumber Co., Section 33-21-16, and 
the Standard Oil Co. is down 2,494 feet 
in No. 84 Stiles, Section 21-21-16, an old 
well they are drilling deeper. 
Bellevue District 

Bossier Parish.—R. L. Autrey and as- 
sociates junked the first hole of No. 2 
Smith at 350 feet and are moving over 
to drill new hole, Section 26-19-11. 

De Soto Parish 

No wells were completed in De Soto 
(Parish the past week and very few are 
drilling. Barry and associates’ No. 1 
Bice is blowing approximately 1,000,000 
cubic feet of gas at 2,720 feet and ar- 
rangements are being made to drill 
deeper, Section 31-12-11. The Fortuna 
Oil Co. is down 1,153 feet in No. 10 
Giauque, Section 33-12-11. A. H. Tar- 
ver and others’ No. 3 Rock is blowing 
2,000,00 ecubie feet of gas and a little 
oil and salt water at 2,740 feet; their 
No. 4 is down 25 feet, Section 32-12-11. 
In the same section, they have set 10- 
inch casing at 195 feet in No. 1 Mat- 
thews. The Texas Co. is drilling chalk 
rock at 1,160 feet in No. 1 Lanier Land 
& Oil Co., Section 33-12-11. 

Red River Parish 

Armistead, trustee, has 6-inch casing 
set at 2,300 feet in No, 1 Armistead, Sec- 
tion 24-12-11. The Fortuna Oil Co. is 
drilling at 2,350 feet in No. 56 Pugh, 
Section 12-12-11. 

Haynesville 

Three wells were put on the beam, the 
past week in the Haynesville Field, with 
a combined daily production of 215 bbls. 
The Ohio Oil Co.’s No. 21 Hunt, Section 
16-23-8, pumping 50 bbls. at 2,845 feet; 
No. 7 J. R. Sherman, Section 23-23-8, 
pumping 125 bbls. at 2,830 feet, and No. 
8, same section and lease, pumping 140 
bbls. at 2,805 feet. 

Most of the wells being drilled in 
this district at present are located in 
the proven area of the field. The Gilli- 
land Oil Co. is testing Nos. 5 and 6 
T. W. Sherman, Section 10-23-8. The 
Louisiana Oil Refining Corporation tested 
salt water at 2,810 feet in No. 5 T. W. 
Sherman and is waiting standard rig to 
pump No. 6 at 2,805 fect, Section 10-23- 
8. The Ohio Oil Co. has set 6-inch cas- 
ing at 2,770 feet in No. 25 Garrett and 
others, Section 24-23-8; has 6-inch casing 
set at 2,770 feet in No. 6 Seegers, Sec- 
tion 9-23-8, and has two rigs going on the 
J. R. Sherman lease, Section 23-23-8. 
Smitherman & McDonald are down 3,205 
feet in No. 4 Winn, Section 8-23-8. Ful- 
lenweider and associates are waiting or- 
ders for No. 2 Fullenweider at 1,950 
feet, Section 8-23-6, several miles east 
of production. Morris and associates are 
rigging up to drill a test on the W. L. 
Fields lease, in Section 22-19-5, on the 
east edge of the parish. Tigner and 
others are down 2,650 feet in their test 
on the Moseley lease, 7 miles southeast 
of the Homer production, in Section 
14-20-6. Zeigen & Bender are moving 
over 200 feet to start a new hole for 
No. 1 Hamiter after drilling the old 
one to 1,426 feet, where the 44-inch 
easing did not hold and salt water broke 
in. The well is located in Section 13- 
20-8, near the Homer production. 

Louisiana Wildcats 

Bienville Parish—In the southwest 
corner of the parish, the Acadia Syndi- 
cate is drilling at 1,630 feet in No. 1 
Anderson, Section 29-18-5, and is down 
2,200 feet in No. 1 McGuire, Section 
30-18-5. Wadley and associates are drill- 
ing at 2,240 feet in No. 1 Lawhorn, Sec- 
tion 8-16-8. 

Bossier Parish—In the Elm Grove 
district, the.Gulf Refining Co. completed 
No. 14 Hodges, Section 24-16-12, pump- 
ing 15 bbls. at 1,555 feet. In the same 
territory, it has 10-inch casing set at 
200 feet in No. 15 Hodges, Section 24- 
16-12. The Brannon Oil Co. is rigging 
up to drill No. 1 Bollinger, Section 18- 
22-11. Collins and others are down 3,180 


feet in their deep test on the Gray lease, 
Section 28-19-13, 12 miles south of the 
Bellevue production and 2 miles east of 
Vanceville. Davis & Burch are down 325 
feet in their test on the Simson | 
Section 14-16-12. Skannell and Aggo- 
ciates are drilling at 592 feet in No, 2 
McDade, Section 22-17-12, and Sales & 
Walker have set 10-inch casing at 299 
feet in No. 1 Bollinger, Section 32-23-11, 
on the east edge of the parsh. 

Morehouse Parish.—Ladell and aggo. 
ciates are drilling at 2,315 feet in No. 
3 fee, and have two other rigs running 
on the same lease, in Section 27-20.5¢ 
The Mohawk Oil Co. has shut down No, 
1 Marlett at 2,160 feet, Section 19-206. 
Morris, trustee, is arranging to drill jp 
No. 11 Crossett Lumber Co. at 2.219 
feet, Section 30-21-5e. The Ouachita Nat. 
ural Gas Co. is reaming to set 6-ineh 
easing at 1,220 feet in No. 6 Allison, 
Section 7-20-5e. The Richland Oil % 
Gas Co. is down 3,400 feet in No, 1 
West, Section 10-18-6. The Texas Qo, 
is down 3,412 feet in No. 3 Tensas Delta 
Co., Section 10-20-4e, and is drilling at 
2,065 feet in No. 1 Atkins, Section 27. 
20-5e. 

Natchitoches Parish—H. A. Cook, 
trustee, is drilling at 1,840 feet in No, 
1 Lofton, Section 37-9-8, 4 miles west of 
Natchitoches. 

Ouachita Parish—The Southern Car. 
bon Co. has completed No. 1 Edelen, 
Section 5-18-5e, with an estimated pro- 
duction of 7,500,000 cubic feet of gas 
at 2,258 feet. The Atlas Oil Co. is down 
2,060 feet in No. 1 Walker, Section 
32-19-5e, and has set 15%-inch casing 
at 185 feet in No. 2 West Virginia Tim- 
ber Co., Section 3-18-5e. Easterling, 
trustee, is drilling at 2,155 feet in No. 1 
Bogh, Section 28-19-5e. The Texas- 
Louisiana Producing & Carbon (Co. has 
set 6-inch casing at 2,230 feet in No. 1 
Scott, Section 2-19-5e. The Union Gas 
& Power Co. is down 1,900 feet in No. 1 
Daughtie, Section 35-19-5e. The Z & B 
Drilling Co. is drilling rock at 850 feet 
in No. 1 Meuch, Section 28-19-5e. 

Sabine Parish—Brown and associates 
are drilling at 2,582 feet in No. 1 Bow- 
man-Hicks Lumber Co., Section 7-7-12. 
Collins an dothers are down 320 feet 
in No. 1 Antony, Section 12-4-13. The 
Gladys Belle Belmont Oil Co. tested No. 
1 Raines dry, with a small, show of gas, 
at 3,581 feet, and is now drilling rock at 
2,605 feet, Section 33-9-11. Tarver and 
associates have a fishing job at 3,385 
feet in No. 1 Long-Bell Lumber (Co., 
Section 8-8-13., 

Union Parish.—Clark and associates 
have derrick built for No. 1 Clarke, See- 
tion 17-23-le. 

Webster Parish—The Brothers Syndi- 
eate is down 1,510 feet in No. 1 Cox, 
Section 14-22-10. The Fortuna Oil Co. 
is down 2,640 feet in a well near the 
Lloyd Harris producer. The Fortuna 
well is No. 1 J. R. Baker, down 2,640 
feet, in Section 35-23-11. Snyder and 
associates have completed No. 1 Hodges, 
Section 15-21-10, making 35,000,000 cu- 
bie feet of dry gas at 2,510 feet. They 
have shut down No. 1 Sidney Buck at 
2,589 feet waiting orders, Section 16 
21-10. The Oilfield Gas Co.'s No. 1 
Camp blew in making 12,000,000 cubic 
feet of gas at 2,753 feet and arrangements 
are being made to go deeper, Section 
25-23-10. 

Arkansas Wildcats 

Calhoun County.—Barnsdall & Foster 
have shut down No. 4 Freeman-Smith at 
1,200 feet, waiting orders, Section 14+ 
15-14. 

Chicot County— The Gladys Belle Oil 
Co. is down 1,250 feet in No. 1 Reed, 
Section 12-18-2., 

Columbia County—The Atlantic Oil 
Production Co. has a fishing job at 2,115 
feet in No. 1 Webfer, Section 25-15-20, 
and is rigging up to drill No. 1 Jackson, 
Section 23-15-20. E. T. Brown and as 
sociates are drilling at 2,000 feet in No. 
1 Robinson, Section 23-18-23, 13 miles 
southwest of Magnolia. Bradstreet and 
associates are bailing 6-inch casing #t 
2,075 feet in No. 1 Miller, Section 2+ 
15-20. Federoff & Magarity have com 
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Casing is Worth Money 





So 1s the Time of Your Drill Crew— 
This Harrisburg Coupling Saves Both’? 


When casing is sunk coupling failures mean lost 
time and wasted effort. When casing is salvaged 
the coupling that can’t stand the strain means 
troublesome “fishing jobs” and costly casing 
losses. 


The Harrisburg special high carbon heat treated 
casing coupling is making new records for high 
recovery throughout the oil country—particular- 
ly in the smaller sizes—because its strength is 
greater than that of the pipe. 


Harrisburg forged seamless steel couplings have 
double strength because of the special oil field 


Manufactured by 
HARRISBURG PIPE AND PIPE BENDING CO. 
HARRISBURG, PENN. 
Producers of Harrisburg Specialty Steele 


in Slabs, Billets, Skelp, Hot Rolled Strips, 
Shapes and Hollow Forgings 





steel from which they are made. Harrisburg 
couplings have no weld—no weakness. Perfect 
thread and perfect taper mean tight, firm hold- 
ing joints—and there is no piping to develop 
leaks. 


Leading supply houses handle Harrisburg forged 
seamless steel oil field products—leading oil oper- 
ators specify Harrisburg as their standard of 
quality. Test out Harrisburg couplings, bull- 
plugs, and swedged nipples and you'll know why. 


Ask your dealer or supply house about Harris- 
burg. 
Sold by 


HARRISBURG PIPE AND PIPE BENDING CU., of Texas, Ine. 
HOUSTON, TEXAS 
and all principal supply houses 


Manufacturers of Forged Seamless Steel 
Couplings and Other Oil Field Products 


HARRISBURG 


High Carbon Heat Treated Casing Couplings 
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pleted No. 1 Milner, Section 26-15-20, 
in the Stephens Field, pumping 5 bbls. 
at 2,112 feet. The Gulf Refining Co. is 
down 1,330 feet in No. 1 Adkins, Sec- 
tion 13-15-20. Haskell and associates 
have set 12%-inch casing at 103 feet in 
No. 1 Price, Section 22-18-19. Hude & 
Aarnes have made location for their 
second test on the Adkins lease, Section 
13-15-20, in the Stephens Field. In the 
same territory, the Magnolia Petroleum 
Co. has a fishing job at 1,825 feet in 
No. 1 Gunter, Section 8-15-20. Mc- 
Daniel and associates are rigging up to 
drili No. 1 Webfer, Section 23-15-20. 
The Wichita Petroleum Co. is bailing 
6-inch casing at 2,100 feet in No. 1 





Jackson, Section 23-15-20. Murphy and 
associates are drilling at 1,810 feet in 
No. 1 Booth, Section 34-16-9, and are 
down 1,840 feet in No. 1 Wilson, Sec- 
tion 17-16-19. The Shaffer Oil Co. is 
waiting on standard rig to pump No, 1 
Atkins and is rigging up to drill No. 2. 
Section 13-15-19. Two miles south of 
Stephens, the Transcontinental Oil Co. 
is drilling at 3,200 feet in No. 1 Curry, 
Section 5-16-19. 

Dallas County.— West, Peterson & Lat- 
imer are drilling at 350 feet in No. 1 
Eagle Lumber Co., Section 12-10-16. 

Miller County.—L. I. Dodwell is drill- 
ing at 2,780 feet in No. 1 Miller Land & 
Lumber Co., Section 29-18-27. The Mag- 


nolia Petroleum Co.’s No. 1 Westmore- 
land is caving and they are mixing mud 
at 3,470 feet, Section 9-19-27. 

Nevada County.—Nine miles northwest 
of Stephens, Gierson & Davis are drilling 
at 1,600 feet in No. 1 Williams, Section 
12-14-20. Six miles northwest of Ste- 
phens, Haskell and associates are drill- 
ing at 2,420 feet in No. 1 Phillips, Sec- 
tion 30-14-20, and in Section 19-14-22, 
they are rigging up to drill No. 1 Me- 
Kenzie. Steele & Sandlin are rigging up 
to drill No. 1 Warmack, Section 10-14- 
20. J. L. Bullock is drilling at 1,450 
feet in No. 1 Groves Land & Lumber 
Co. after a shut down of several months, 
Section 12-14-21. 
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Fields of the Central West 


By WHIT 






Of nine completions, reported from old Lima Field in Ohio, six were drilled 
in advance of production, without a dry hole being reported; nearest to this 


being 500,000-foot gasser and 2-barrel pumper. 


Bay Shore Oil Company 


completed 40-barrel pumper on south shore of Maumee Bay, near Toledo. 
Centralia, Illinois, reports usual 100-barrel producer. 


Finbtay, Ohio, 
Feb. 5. 

Little of interest developed in any 
section of the Central West fields dur- 
ing the week, especially in the old Lima 
Field of northwestern Ohio. A few scat- 
tered completions were reported, and out 
of the nine completions, six were drilled 
in advance of production, without a dry 
hole being completed. The nearest to a 
dry hole was a 500,000-foot gas well drill- 
ed by the Neely-Clover Co., on the A. 
Fox, in Section 27, Gibson Township, 
Mercer County, and the June Oil Co.'s 
second test on the George Hellworth, 
Section 28, Hopewell Township, Mercer 
County, that is credited with 2 bbls. 
These two wells are north from the Darke 
County development and were drilled in 
hopes of finding a connection between 
the old Reservoir Field west and south 
of St. Marys and the new field in north- 
ern Darke County, in Mississinewa and 
Allen Townships. 

A test drilled by the Wheeler Oil Co. 
on the A. B. Jones Section 22, York 
Township, Van Wert County, extends 
the producing area of that field some lit- 
tle distance. The well pumped 40 bbls. 
and is above the average producer in that 
area. On the south shore of Maumee 
Bay, in Oregon Township, Lucas County, 
a field that was supposed to be practic- 
ally all drilled up a number of years 
ago, an important well was completed 
by the Bay Shore Oil Co., on the Christ 
Joehlin, in Section 26, and only a few 
miles outside of Toledo to the eastward. 
It pumped 40 bbls. and will encourage 
more development work as soon as the 
weather is such that work can be done 
to an advantage. The increase in the 
crude price will also encourage more op- 
erators in all sections of the Lima 
field. 

Near Elmore, in Harris Township, 
advanced a short distance from produc- 
tion in Section 20, and drilled a ‘test on 
the Edward Dielermaer, Section 23, get- 
ting a 7-bbl pumper at a depth of 1,290 
feet, a rather shallow depth for that field 
and may lead to a more productive area 
than that drilled the past couple of 
years proved to be. In Woodville Town- 
ship, Sandusky County, Ricker & Blau- 
sey drilled a test on the H. Baker, ‘Sec- 
tion 21, and secured a 10-bbl. pumper at 
1,270 feet. In Eagle. Townshig,..Han- 
cock County, Byram B. -Porter:-and=oth- 





ers report the completion of a 50-bbl. 
flush producer in No. 11 J. M. Haley, 
Section 5. The B. S. and M. J. Oil Co.’s 
No. 4 Thomas Youngpeter, Section 24, 
Spencer. Township, Allen County, is re- 
ported as a 10-bbl. pumper. 

‘Only two completions are reported for 
the week from the Mississinewa Town- 
ship, Darke County field, Wentthorp & 
Mandell’s No. 4 on the Frank Siebring, 
Section 2, is reported as 75 bbls., and B. 
G. Henderson and others’ No. 1 J. Mil- 
ler, same section at 25 bbls. 


Indiana Field 


Three completions are reported from 
the southwestern Indiana fields, the old 
Trenton Rock area failing to report any 
new wells. In Harrison Township, Knox 
County, an important test has been drill- 
ed in by the Intuck Oil Co., on the W. 
E. Harris, Section 30, that means an 
extension of the old development. The 
well shows 15 bbls. and the oil was found 
at a depth of 1,492 feet. In Turman 
Township, Sullivan County, V. S. Welch 
drilled in a 4-bbl. pumper in No. 3 Jesse 
Chastin, Section 14, at 809 feet. In 
Clay Township, Pike County, the Mur- 
phy Oil Co.’s No. 18, on the Alice Fred- 
ericks, Section 5, pumped 10 bbls. Top 
of sand was found at 696 feet and bot- 
tom of sand at 702 feet and drilled to a 
total depth of 770 feet. In Madison 
Township, Pike County, the Logan Oil 
Corporation abandoned No. 1 Jenkins, 
Section 6, and the Ohio did the same 
with No. 2 P. C. Gladish, Section 6. In 
Washington Township, Gibson County, 
in the Princeton district, the Indian Re- 
fining Co. pulled aut old No. 1 well on 
hte Jones & Cunningham, lo t116. 


Illinois Field 


Conditions are said to be improving in 
the Ava Field and the outlook is for con- 
siderable development work with the 
opening of the spring season. There have 
been, so far, three oil wells found in the 
fieldthat h as been producing gas for a 
few years, the oil wells having been 
found within the past four months. This 
field is now getting a market for its oil 
and a pipe line is being constructed from 
the three producing wells on the Ditch 
lease, in Bradley Township, to the rail- 
road switch at Ava, a distance of about 
3 miles,. As.soon as the line is complet- 
ed, the crude will be shipped by tank 


ears to some refining plant. The three 
wells are reported to be doing around 20 
to 30 bbls. a day. These wells are own- 
ed by the Mid-Egypt Oil & Gas Co., and 
No. 5 is being drilled on the Ditch, No. 4 
being a dry hole. 

In Centralia Township, Marion Coun- 
ty, the Mt. Carmel Oil Syndicate’s No. 
4 William Kent, Section 19, showed a 
flush of 100 bbls. at 779 feet and No. 1 
G. 8S. Clark Section 3. has been aban- 
doned as a dry hole. The Big Muddy 
Development Co.’s No. 1 Veach-Fisher 
lots, Section 19, reported at 15 bbls. at 
781 feet. In Parker Township, Clark 
County, the Mumford Oil Co.’s No. 6 C. 
H. Hammond, Section 16, pumped 15 
bbls. at 450 feet. 

Eastern Kentucky 

Quiet prevails over the eastern’ Ken- 
tucky fields, in fact, in all parts of Ken- 
tucky, at this time as the excessive rains 
the past couple of weeks have worked 
hardships on the operators in all quar- 
ters. One of the interesting spots at 
this time is centered around Pilot P. O., 
a hamlet along the Powell-Estill County 
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line, brought about by the fingj 
deeper pay sand in the old terrj 
veloped u few years ago, that js 

to rejuvenate the old field ang briag 
about an active drilling campaign, j 
the area referred to, the White Oil Cop. 
poration drilled deeper its No, 3 On the 
J. M. Ashley into the second sand 
got a 14-bbl. pumper, and, while hot 
prolific as were the first sand wells » 
few years ago, it will eventually ; 
a paying proposition as all the big leases 
have power plants to hang on the well 
at a little cost. In the same areg the 
Southwestern Petroleum Co. drilled in 4 
16-bbl. well from the same formation on 
the John Helvenstein, a mile west of the 
big 4,200-acre lease of the Petroleum Rr. 
ploration Co., on the Miller-Prewett-Gog 

The Southwestern Petroleum (y 
thinks so well of this second pay that ; 
purchased several old leases within th 
second pay area and will redril] then 
This company landed a dry hole recently 
on the Bell Campbell that does not Speak 
well for that immediate section, for the 
lower pay sand, and only a short djs 
tance away from the Kinzer farm, thy 
was in its day, a big producer and js 
still doing its quota of oil every day, 
Unknown parties drilled a well on th 
Curtis Baker, a couple of miles west ¢ 
the Miller-Prewitt-Goff block and foun 
the pay right on top of the sand, but pot 
in commercial quantities. On Barke 
Creek, Hupp, Duff and others drilled ing 
very light pumper on the Charles My. 
lins, and are reported to be drilling No 
2. The Powell Oil Co. is drilling a teg 
on the Sam Hall and just east of Pilg 
postoffice a short distance. 

In Lee County, C. Sepple’s No. 9, 
the A. A. Warner is reported at 20 bbls 
with No. 10 drilling. The Petroleum Br. 
ploration Co. has been delayed with s 
fishing job at around 400 feet at its No, 
8 Jones Goosey. In Johnson-Magofin. 
Lawrence Counties, the Petroleum Er. 
ploration Co.’s No. 16 W. S. Adams, + 
reported at 25 bbls. and No. 17 at 2 bbl 
with No. 18 drilling. The same company’s 
No. 23 Abe Caudill is reported at 15 
bbls. and No. 24 drilling, while No. 6 o 
the Wiser Oil Co., on the Sam Collins 
is reported at 8 bbls. The Carter dil 
Co.’s No. 4 Paris Long has a showig 
for 4 bbls. Unknown parties drilled s 
gas well on the J. D. Bend, estimated st 
around 2,000,000 feet. J. E. McIntyre 
and others are drilling No. 2 C. H. Wi 
liams. 

In Owsley County, Combs Bros. at 
reported to have drilled a dry hole a 
the George Porter and a 5-bbl. well a 
the Fred Evans. No completions at 
reported from the Cumberland Couy 
Field, but the Bushong Palmers, well # 
the Smith in the Kettle Creek Field # 
reported making an excellent showing. 





























Pennsylvania-West Virginia 


By D. 8. WAKENIGHT 


PITTSBURGH, Pa.. 


Fe. 5. 
The price of crude in the DBastern 
fields has now advanced to a point 


where operators are beginning to look 
around with a view to starting new work. 
The first move in that direction will be 
to go back to the old districts and start 
tests where there is still room for new 
locations. Work of this kind, when com- 
pleted, will show an increase in opera- 


. tions but a very smal! volume of new 


production. About the only result will 
be to get some of the production from 
old wells that have been producing for 
many years, and by so doing, hasten the 
end. 

The same conditions obtain in south- 
eastern Ohio. In a number of counties, 
the territory has been so closely drilled 
over as to not leave room for any new 
work. Last year’s new pool in Knox 
County, has-sbeen fully defined and all 





that remains is drilling a few inside low 
tions. The deep sand territory has bea 
fully defined but not fully developed 
When the market reaches a higher poist 
there will be a revival of operations ® 
these districts, The deep territory 
been the mainstay of production in & 
southeastern Ohio fields for a srt#l 
many years. During the first month @ 
the current year, southeastern Ohio ft 
nished almost twice as much new pf 
duction as West Virginia and southwet 
Pennsylvania. 

West Virginia made a little beti# 
showing in January than in 
In the list of 106 completions, te 
were 45 oil wells. Exclusive of ™ 
wells in Sherman district, the new P* 
duction would have amounted to 
bbls., an average of less than 5 bbls. I 
can readily be seen that the West 
ginia operator is up against a stiff 
sition when he tries to increase 
duction. The new wells have not sa 
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. Melntyre Be it a small or large size line for low or high pressures 
C. H. Wit and temperatures, there is a Lunkenheimer Valve especially 
suited to the purpose. Every type is designed to give maxi- 

_ “2 mum service under extreme operating conditions, and with 

bL waa the line complete, standardization throughout the plant, with 

letions ar many advantages, is easily accomplished. 

nd County 

ors, well 02 With seating surfaces regrindable and all parts made to gauge 
ek Field * § and renewable, the installation of Lunkenheimer Valves 
— means permanence in the line with a minimum expense for 

maintenance and repairs. 


> Cur catalog No. 58-JA illustrates and describes the various 
(na vpes in detail. A copy will be sent on request. If you have 
a valve problem, we will help you—no obligation. 
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cient new production to supplant the 
decline in the old wells. 
Market the Big Feature 

The thing of most importance to pro- 
ducers and operators in the eastern fields 
during the past week was the advance 
in the crecit balance market. The first 
advance came on Monday and the sec 
ond on Thursday, and with it a reclassi- 
fication of crude. The two advances 
were of 10 cents each and applied to 
what was formerly Pennsylvania, em- 
bracing all of Pennsylvania, West Vir- 
ginia, (except Cabell), and the Somer- 
set (Ky.), two grades. Under the new 
classification, oil produced is now desig- 
nated in the north, as Northern Pipe 
Line Co., (Allegany, N. Y. field and 
Bradford district). Both grades were 
advanced to $3.80, and on Saturday to 


$3.99. Other grades of Pennsylvania 
crude, including southeastern. Ohio, 
Macksburg division, will be hereafter 


known as National Transit. Southwest 
.Pennsylvania Pipe Line, Eureka Pipe 
Line oils, each now quoted at $3.65. 
Corning, Cabell, Ragland and the two 
Somerset grades, retain their previous 
identity and all but Corning and Rag- 
land shared in’ two 10-cent advances. 
The differential in the quotation for 
New York Transit and Bradford district, 
as compared with other districts, it is 
claimed, is due to the fact the oil pro- 
duced in these two districts is nearer 
the Hastern refineries, making the trans- 
portation charges as much less: as the 
difference between the prices quoted. 

Producers are not so much concerned 
about the reclassification so long as the 
market continues to advance uniforuly. 
In a little more than one month the 
eredit balance market has advanced 65 
ecnts a bbl. in five districts, and 90 cents 
for the two northern districts. 


Field Developments 


During the past week, light wells were 
the rule in nearly all sections of the 
eastern fields. In the entire list of com- 
pletions, there was but one fair producer. 
Neither southwest Pennsylvania nor 
West Virginia had any and southeastern 
Ohio but one. It is in Section 13, Hope- 
well Township, Licking County, and is 
the Pure Oil Co.’s second test on the 
John EB. McCracken farm. After a shot 
in the Clinton sand the company swab- 
bed 55 bbls. from it the first 24 hours, 
Another completion owned by the same 


company and located on the Harry Car- 
penter farm, in the Bloomfield district, 
Clarke Township, Coshocton County, 
formerly a gas well, was shot and pro- 
duced 25 bbls. the ensuing 24 hours. 
Nearly one-third of the completions in 
the southeastern Ohio fields during the 
month of January came in dry holes and 
gassers, 

Development work in the West Vir- 
ginia fields was almost uneventful dur- 
ing the week. There were tests complet- 
ed but none important as to location. 
Nearly all of the work under way is 
located in the old districts. The only 
well that attracted any attention is 
Cain & Bros.’ test on the Matheney-Gum 
lot. located in the village of Churchvi'le, 
Freeman’s Creek district, Lewis County. 
When the well was drilled into the fifth 
sand the hole filled up with fluid, 50 bbls. 
being swabbed the first 24 hours. It will 
not be drilled any deeper at the present 
time. There is no production in the 
immediate vicinity of this well. If it 
proves as good as indicated, it may start 
a town lot development. For several 
months, operations in Lewis County 
have been increasing. The same is true 
of Gilmer County. Other shallow sand 
districts continue fairly active in Wood, 
Ritchie and Pleasants Counties. 

Week-End Completions 

The last day of the week’s develop- 
ment work in the West Virginia fields 
brought light oil producers and many gas 
wells. On Laurel Creek, Union district, 
Wood County, the Crumley Oil Co.’s No. 
7 on the G. A. Elliott farm is a very 
light pumper in the second Cow Run 
sand. In Troy district, Gilmer County, 
the McCall Oil & Gas Co., has a gasser 
good for 3,000,000 feet a day at a test 
on the Ray Stalnaker farm. In Birch 
district, Braxton County, the Star Basin 
Oil Co.’s test on the J. E. Hale farm is 
a duster at a depth of 2,030 feet. It 
will be abandoned. In the same district, 
the same company has the rig completed 
for a test on the W. A. Ramsey farm. 

In McClelland district, Doddridge 
County, Trainer & Ash are now through 
the Gordon sand at their test on the 
Freeman-Smith farm, and have a gasser. 
In Ellsworth district, Tyler County, the 
Manufacturers Light & Heat Co.’s test 
on the L. L. Stealey farm is a gasser in 
the same formation. In Center district 
Wetzel County, the Hope Natural Gas 


Co. drilled its test on the Mary Cain 
farm through the Big Injun sand and 
found it barren. It is a light gasser in 
the Maxon sand. In the same district, 
the Carnegie Natural Gas Co.’s second 
test on the J. A. Jelliffe farm is showing 
for a producer in the Gordon sand. 

The Orlando Oil & Gas Co.’s second 
test on the Sarah Plumley farm, located 
in Union district, Lincoln County is a 
gasser in the Big Injun sand. In Car- 
roll district, C. C. Wolf & Co. have a 
Weir sand gasser at No, 3 on the W. W. 
Ray farm.. In Battelle district, Monon- 
galia County, the Hope Natural Gas 
Co.’s test on the Harry Garrison farm, 
is a gasser in the Big Injun sand. 

Drilling Operations 

In Meade district, Tyler County, A. C. 
McCullough is due in the Keener sand 
at a test on the Frank Chisler farm. In 
Pew Paw district, Marion County, the 
Randall Gas Co. has started to drill on 
the W. F. Yost farm. In McClelland 
district, Doddridge County, Godfrey L. 
Cabot is due in the sand at a test on the 
C. M. Keller farm. In Center district, 
Wetzel County, the Hope Natural Gas 
Co. has started to drill on the H. G. 
Richmond farm. In the same district 
the Johns Gas Co. has rig material at 
a keation on the Fear: Burley farw.. 
Ir Carroll district, Lincoln i ounty, Guy 
Merbon bas started to drill .ne:her test 
on C. E. Gillenwater farm. In the same 
district G. T. Ray has rig material at a 
location on the Sweetland-Black farm. 
In Sardis district, Harrison County, J, 
M. Huber is running the 84-inch casing 
at his test on the John Hannah farm. 

Southeastern Ohio 

At the close of the week, the south- 
eastern Ohio fields bad very few com- 
pletions. In Grandview Township, 
Washington County, the Hilltop Oil & 
Gas Co.’s second test on the W. H. Cor- 
dry farm is a light pumper in the Big 
Injun sand. In the same locality, the 
MeVey Oil Co. got a duster on the Ed- 
ward Machethay farm. Holdren, Tuel 
& Co. got a very light pumper in the 
Big Injun sand at No. 3 on the N. W. 
Collins farm. 

On Rufus Creek, Washington County, 
Pa., the Manufacturers Light & Heat 
Co., has drilled No. 8 on the J. W. 
Closser farm through all sands and dry. 
The Closser farm adjoins the J. F. Brown 
farm, on which the late Tim Ross drilled 
in a gusher early last year. 











West Kentucky- Tennessee 


By VERN T. WHITNEY 






Martsolf Syndicate completed No. 1 Mel Reeves 200 acres, on Barren River: 
and 2 miles west of line of northeast extension of Davenport Pool, Warren 
County, with flush production of 100 barrels. On property developed by J. E. 
Howse and O. J. Daugherty, in Browning section, Warren County, No. 2 
Van Meter was completed and is making better than 100 barrels daily. 


Row.ine GREEN, Ky., 

Feb. 5. 
Two conflicting elements are in evi- 
dence in this field just now: Determina- 
tion on the part of the operator to speed 
up his development to take advantage 
of the recent advances~in oil prices and, 
seemingly, determination on the part of 
the weather mar to drown him out. 
However, it takes more than rain to 
stop the oil man, more than a road 
turned into a river to keep him in town 
and a number of rigs are running and 
several completions were reported dur- 
ing the past few days in Western Ken- 
tucky. Although not as many wells 
were brought in as usual, those reported 

are important. 


On the Mel Reeves farm, the Martsolf 
Syndicate brought in a producer in the 
deep pay, showing for better than 100 
bbls. flush, which either widens the Dav- 
enport northeast extension or opens an- 
other pool parallel to the extension as 
now known, probably the latter, as the 
well is 2 miles west of the older produc- 
tion. 

There is no doubt that a new 
and apparently a very good producing 
area is being developed in the Browning 
neighborhood. Late completions are do- 
ing all that was claimed for them and 
as a result a number of rigs have been 
set up and a number of new locations 
staked. Although the wells in the new 
area mentioned have not been at all spec- 


tacular, they are very encouraging to 
the operators seeking to broaden and ex- 
tend the old Davenport Pool, for the sand 
is the deep pay below the black shale 
that has proven to be a steady, consistent 
producer in contrast to the shallow Mis- 
sissippi lime where the big gushers are 
found, but which has been dissappoint- 
ing in staying quality. 

It is apparent to one closely observ- 
ing the field, that a different class of 
operators has gradually superceded the 
boomers and amateurs who were attract- 
ed to Western Kentucky by the big 
flush producers and $4 oil of the open- 
ing days. That the enthusiasm and 
gambling spirit of the boomer opened 
the field and proved producing areas and 


i 


dry territory too, cannot be denied, but 
it has been the old line companies and 
the experienced producers that stoog 
gaff during the discouraging days of low 
priced oil and are now reaping the tp. 
ward. The most encouraging feature of 
the situation is the steadiness of the pro- 
duction after it has settled to norma) 
production, the wells will Continue to 
produce seemingly indefinitely. 

Well Flows Naturally 


Since the bringing in of the Kuyken 
dall well in the Browning section short 
time ago, several other large completions 
have been registered, the feature wel] be- 
ing No. 2 Van Meter, 1 mile northwest 


of the Kuykendall. This well is flowing 


naturally, and is averaging hetter than 
100 bbls. per day with no equipment 
in the hole. In spite of the fact it jg 
capped in some of the time. owing to 


lack of storage, 364 bbls. were rp 
through the pipe line in four days’ time 
The shale was found from 925 to 1,005 
feet and the sand from 1,052 to 1,065 
feet. This property is being developed 


by J. E. Howse and.O. J. Daugherty, 
No. 1 Allen Gregory, 1,000 feet north 
of the Kuykendall, is pumping 30 bbls, 
daily at a total depth of 1,108 feet aftoy 
shooting. Shale was from {23 to 10 
feet and the sand from 1.7) to 1,098 


feet. On the Cox 12 acres, Wilson and 
others got a 40-bbl. pumper in their No, 
1 well after shooting. Shale was found 
from 933 to 1,011 feet and the sand from 
1,083 to 1,107 feet. The No. 2 Kuyken. 
dall is showing for a good producer after 
a shot. It is now being cleaned out and 
will soon be tested. 

Probably the most important well of 
the new year is Martsolf Syniicate’s No, 
1 Mel Reeves, 200 acres on the Barren 
River and 2 miles west of the line known 
as the northeast extension of the Dayen- 
port Pool. This well showed rather spec 
tacularly in the shallow sand and on be 


ing drilled to the deep sand and shot with 
40 quarts, started off at betier than 10 
bbls. flush in four and one-half hours, 
The sand was topped at 1,039 feet and 
drilled down nine feet. As there was 


but one 100-bbi. tank on the lease the 
well was shut in awaiting construction of 
tankage and connection with the Paragon 


Development Co.’s pipe line, « short dis- 
tance away. This well is 400 feet south- 
east of No. 2 Reeves 65 acres owned 
by the Scherzinger Syndicate, which is 
a small stripper. 

Allen County continues to show con 
siderable development work, and a good 
year is expected. The Allen Springs dis 
trict, which has been quiet for a long 
time, showed two fair pumpers, one on 


' the Lee Cornwell and the other on the 


W. T. ‘Pearson Farm. In the Keen 
Pool, the Mammoth Oil Syndicate got 
the best producer for the week in its 
No. 13 S. E. Hinton which made 30 
bbls. naturally at 234 feet. In the Petro 
leum district, the Kenlatex Oi! Co.’s No. 
16 Sarver came in making 25 bbls. nat- 
urally at 165 feet, immediately below the 
shale. 

It is stated that Barren County is to 
receive several tests to the Trenton Rock 
by Leidecker and Pollock. ‘This devel- 
opment will be watched with a great deal 


of interest for many of the old heads 
feel that there is more than an even 
chance that the Sunnybrook and Upper 
Trenton sands of Monroe and Cumber 
land Counties may prove productive 2 
Barren County. If this should be true 
Kentucky will probably see the greatest 


drilling activity in its history. 
Tennessee News 
From McMinnville, Warren County, 
Tennessee, comes the report that the No 
1 on the W. H. Martin farm being op 
ated by the Barnsdall Oil Corporation 
is dry and that the company has 8 
its second test. 
Late Kentucky Wells 
In Warren County, Davenport Poo 
Clark-Jones Syndicates’ No. 10 Hobso, 
20 bbls. at 360 feet; Crump Oil Os 
Nos. 10 and 11 R. Rodes, 2 bbls. 
at 350 and 354 feet, respectively; No 
13 on the Rodes farm, dry at 1,200 feeti 
the same company’s No. 10 J. Brish 
45 bbls. at 1,264 feet after a 1 
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EIGHT DOLLARS A WELL! 


Patent Structural Derricks and Drilling Rigs 


Producers of Oil and Gas, 


Gentlemen: 


In our judgment, the time has arrived 
for the sellers of drilling equipment of all 
kinds’ to come out in the open—that is to 
say, treat all their patrons alike, and the 
only way this can be done is to make pub- 
lic their prices; therefore, right here is 
where we set the pace. 


Fourteen years ago, our common 81-ft. 
Standard Drilling Derrick and Base, 
weighed about 15,000 pounds; the bottom 
legs of the Derrick were 5x5x¥% angles 
and 4x4x¥%, to within three sections of the 
top, when the angles were reduced to 5-16 
thick. Today, we send out no Drilling 
Derrick of lighter weight than the follow- 
ing: 6x6x3Z, bottom legs and 5x5x% the 
rest of the way to the top. Our present 
Standard Derrick and Base weighs 17,500 
pounds, and will handle a load of 125 tons 
with ease and safety, and if the Base is 
perfectly level and the four corners under 
it are solid enough to keep it from settling, 
a greater tonnage can be added to the 
above load. 


These derricks including the Base, are 
being erected in six hours and dismantled 
in four hours by all rig builders. All our 
bases are sent out with all Cross Sills, as 
well as Frame Sills, and consist of 13 
pieces of Channel Steel. 







_— 





. +? = ke . 
ee ¥e3: a ey te TN | 
Pe s Vo ASS 
ot rie ages ° . KI 
. ered «bb. 


iZ 





IS 









Ms 


NS 
S47 


i= 










NS 










‘A 


LAW Baw 
/N\ 


Z 


\ 






\4 





M4 


“a 


NA 












Se" 
\j 


E 






¢, 


~™& 


es 






Mi 


al 
uv 





“FOURTEEN YEARS’ SERVICE” 


No nuts or bolts are ever lost in transit because ton Falls, Ohio, for $784, Derrick and Base, and allow 
they always remain in the material. Our old light dealers a commission. 
derricks sold 14 years ago, are still in use and some Just ruminate on this a little; think of getting the 
of them have drilled a hundred wells, ranging indepth _use of a structural steel Derrick and Base, weighing 


from 2,800 to 3000 feet. And now, when these light —_17,500 pounds, to drill a well 3,000 feet deep, for less 
Derricks were capable of doing this amount of work, than $8.00. These are the cold figures, and won't lie. 


what amount will our present derricks do? 


If you are skeptical about the derricks drilling one 


Answer: They will drill beyond question, 200 wells hundred wells, we are ready to come across with the 
and last 50 years, if painted every 8 or 10 years. But proof. 
let us admit for argument’s sake, that if these Der- EIGHT DOLLARS SEEMS REAL CHEAP FOR 
ricks do half the amount of work stated above, they THE USE OF A BRAND NEW STRUCTURAL 
would be cheap at $5,000 each, but we sell them away STEEL DERRICK. AND BASE, TO DRILL A 
below this figure. We load them on the car at New- WELL, DOESN’T IT? 


ITSA 


ASK 


THE OHIO STRUCTURAL STEEL COMPANY, Newton Falls, Ohio 


OR 


YORKE DERRICK COMPANY, Washington, Pa. 


They Will Tell You All About It 








SO ee 
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shot, shale from 1,063 to 1,155 and sand 
from 1,250 to 1,264 feet; Big Bend Pe- 
troleum Co.’s No. 18 H. Johnson, 372 
acres, 5 bbls. at 978 feet. Browning 
district, Howse & Daugherty’s No. 2 
Van Meter, 100 bbls. at 1,065 feet, shale 
from 925 to 1,005 feet and sand from 
1,052 to 1,065 feet; Shira and others’ 
No. 1 A. Gregory, 57 acres, 30 bbls. at 
1,108 feet, shale from 923 to 1,001 feet 
and the sand from 1,070 to 1,096 feet; 
Wilson and Co.’s No. 1 Cox, 12 acres, 
40 bbls. at 1,090 feet, shale from 983 
to 1,011 feet and sand from 1,083 to 
1,090 feet. Reeves district, Martsolf 
Fuel Products Co.’s No. 1 Mel Reeves, 
200 acres, 100 bbls. flush at 1,048 feet, 
shale from 729 to 806 feet and sand from 
1,089 to 1,048 feet. Waller-Runner dis- 
trict, Runner O:1 & Gas Co.’s No. 13 
W. T. Runner, 10 bbls. at 1,055 feet. 
Rockfield district, unknown parties No. 
2 Beam, dry at 510 feet; Eastern War- 
ren County, Wright & Graham’s No. 1 
Hayes, 3 bbls. at 502 feet; Capps and 
others’ No. 2 Warder, dry; Harper & 


‘Co.’s No. 4 Collett, dry. 


Allen County—Sandals & Rand’s No. 


3 Lee Cornwell, 10 bbls. at 388 feet, 


doned 


shale from 287 to 388 feet and sand from 
862 to 372 feet which was shot with 
20 quarts; West Penn Oil Syndicate’s 
No. 3 W. G. Pearson, 12 bbls. at 420 
feet, shale from 331 to 357 feet and sand 
from 405 to 417 feet; Gumm & Co’s 
No. 1 Wheat, dry at 390 feet; Rorark 
& Newells’ No. 1 Ballard, small show 
at 384 feet. This test showed 15 feet 
of oil sand which was very tight. Chi- 
cago parties’ No. 1 Roy Ritchie, dry at 
351 feet; H. A. Kisers’ No. 24 J. IL. 
Shelton, dry at 160 feet below the shale; 
his No. 9 L. J. Hinton, small show at 
223 feet: Kenlatex Oil Co.’s No. 16 
Sarver, 26 bbls. at 165 feet; Mammouth 


’ Oil Syndicate’s No. 13 S. E. Hinton, 


350 bbls. at 234 feet. Hinton & Haugh- 
ton drilled No. 1 Deering deeper and 
it is showing for 30 bbls. The No. 4 
on this property which was drilled in 
some time ago with water is now show- 
ing 10 bbls. 

Simpson County—Flopkas Oil Co.’s 
No. 2 Rorark, 3 bbls. at 600 feet; Meri- 
dian Oil & Gas Co.’s No. 1 C. A. Sloss, 
gas well showing 55 pounds gas pressure 
at 1,100 feet. No. 2 on this farm aban- 
at 900 feet. 





California Field Operations 


By L. P. STOOKMAN 


Los ANGELES, Calif., 
Feb. 5. 

All new production records in the Santa 
Fe Springs Field were broken on Sat- 
urday, when the Petroleum Midway Co. 
completed its No, 1 Baldwin, which start- 
ed off flowing for several hours at the 
rate of 500 bbls. an hour and ending up 
the 24 hours with a production of 9,250 
bbls. of clean oil of 36.5 degrees gravity. 
The total depth of the well is 4,212 feet. 
It is the largest producer the State has 
had in a long time. 

Long Beach 

During the past week six wells were 
completed in the Long Beach Field. The 
largest was that of the Leonard interests, 
No. 4 White, which was drilled to 3,928 
feet. It is flowing 2,010 bbls. of clean 
28 gravity oil. Probably the most re- 
markable well completed during the week 
was No. 1 Butler of the Anchor Oil Co., 
which was drilled to 3,682 feet. When 
within a few feet of the intended com- 
pletion depth. severat hundred feet of 
6-inch drill pipe ‘twisted off. Notwith- 
standing the unfavorable condition of the 
hole, the well is flowing approximately 
1,450 bbls. of 26 gravity oil. The oil is 
cutting less than one-half of 1 per cent 
and the pressure on the casing is approx- 
imately 275 pounds. 

The Dabney Oil Syndicate brought in 
one new well, No. 11, and recompleted 
No. 10 after redrilling and deepening it. 
No. 11 was drilled to 3,800 feet and 
started off flowing 1,600 bbls. a day of 
24 gravity oil. This well, which was 
making an unusual amount of gas, was 
closed in pending the installation of a 
dehydrater, as the oil is cutting better 
than 10 per cent. No. 10, after being 
deepened a little over 600 feet, was re- 
compteted at 3,858 feet, doing 700 bbls. 
of 29.1 gravity oil. The Welton Oil 
Syndicate, a late entrant in the field, com- 
leted its first well during the week at 
8,714 feet. It is producing about 800 
bbls. of clean 25 gravity oil. - No. 1 
Tobin, of the Wylie Oil Co., was brought 
in as a 500-barrel well from 3,795 feet, 
but it later sanded up and ceased flowing. 
After several unsuccessful attempts to 
secure a water shut off, a string of 6%- 
inch casing finally was set at 3,749 feet 
and the unfavorable condition of the 
hole probably is responsible for the small 
flow, 

The near future will see a recomple- 
tion of No. 2 Hilseth, of the Bush- 
Voorhies Oil Co., which is being swabbed 
through the tubing, and a completion of 
No. 16 of the Pacific Corporation, which 
also is being swabbed. Some time ago 
the Henderson Petroleum Syndicate 


agreed to deepen the Fisher Oil Co.’s 
well, which was abandoned about a year 


ago, for half the production secured. It 
was originally drilled to approximately 
4,420 feet, at which depth it was aban- 
doned. Recent developments on the south 
slope of the hill, where the well is located, 
warranted the drilling of an additional 
100 feet or so, but in entering the well 
the Henderson interests found it in bad 
shape and decided to give up the attempt. 
The Fisher Oil Co., original owner of 
the well, has secured some additional cap- 
ital and will deepen the well for its own 
account.” 

The Petroleum Midway Co., as a result 
of an unsuccessful fishing job in No. 1-A 
Beauman at 2,823 feet, is skidding the 
rig for a third attempt. ‘The Republic 
Petroleum Co., instead of completing its 
No. 1, as was expected in view of the 
fact that it was in the oil sand, will 
abandon it at 3,085 feet. Several months 
were spent fishing and endeavoring to 
sidetrack about 300 feet of drill pipe. 
It is reported that the Shell Oil Co. will 
redrill and deepen all wells on the hill 
which are not standing up on production. 
Many former large wells have settled to 
mediocre producers and it is understood 
the company will immediately deepen 
three wells on the Dobbins lease and one 
on the Foster lease. When an indepen- 
dent operator, after securing a lease from 
the officials of the cemetery adjacent to 
the oil field at Long Beach, attempted to 
drill, court proceedings were started by 
residents having relatives buried in the 
cemetery, and at the present time the 
company is restrained from drilling. Drill- 
ing restrictions also are asked to pro- 
hibit drilling in the vicinity of the pro- 
posed community hospital, and in ail 
probability the county supervisors will 
create a restricted district in this vicinity. 

Santa Fe Springs 

The most important completion in the 
Santa Fe Springs Field during the past 
week, outside of the Petroleum Midway 
Co.’s big well already mentioned, was 
that of the Elliott Petroleum Corporation. 
This company brought in No. 1 Clark, 
a 1,200-bbl. well, from 4,336 feet. The 
flow was accompanied by a heavy gas 
pressure, and although it is making a 
good showing it was the intention of the 
company to put in a 44-inch oil string 
and drill about 100 feet deeper into the 
sand. The well, however, began flowing 
as soon as the cement was drilled out, 
and in all nrcbability it will be killed and 
deepened. This new well, located on a 
five-acre tract, is of extreme importance 
because it extends the west line of the 
field about a half mile and proves con- 
clusively the presence of the Meyer sand 
at this point. It proves up several hun- 
dred acres of land leased by the Standard 
Oil Co. and leaves the western limits of 


the field still undefined. The Bell View 
Oil Co. completed No. 1-A Grohs as a 
1,500-bb}I. well from 3,910 feet. It is 
producing 31.5 gravity oil and is the com- 
pany’s second attempt to secure produc- 
tion, the first hole being lost. It is re- 
ported that the company intends drilling 
a second well through to the Meyer sand 
on the same lease, well No. 1-A produc- 
ing from the Bell sand. 

George F. Getty completed two wells 
during the week, No. 5 Baker and No. 
6 Shafer. The former, the larger of the 
two, is a 4,000-bbl. producer of 32.8 
gravity oit from 4,610 feet. No. 6 Shafer 
was making 400 bbls. of 28 gravity oil, 
and in as much as it was only drilled 
to 4,120 feet it probably will be deepened. 
The Petroleum Midway Co. added another 
well to its list of producers during the 
week in well No. 1, Mattern No. 2, which 
came in doing 900 bbls. from a depth, of 
3,782 feet. The well came in as a water 
test was being made, and the oil, which 
is testing 29 gravity, was accompanied 
by a good gas pressure, that on the casing 
being 750 pounds. The Turman Oil Syn- 
dicate expected a good producer in No. 
1, but the best it would do from 3,825 
feet was 110 bbls. of 30 gravity oil. It 
will be cleaned and deepened. 

The Schaff-Noble Oil Syndicate failed 
to secure a commercial preducer in No. 
1-A from the Bell sand and it is under- 
stood it will be deepened to the Meyer 
sand. The Union Oil Co.’s No. 5 Bell, 
an offset to the Amalgamated Oil Co.’s 
No. 1 Dalugge, was put on a production 
test at 3,125 feet and produced 1,105 
bb!s. of 30 gravity oil under a small gas 
pressure from the Bell sand. This well 
is interesting in view of the fect that 
the Amalgamated was unable to produce 
from the Bell sand in its No. 1 Dallugge, 
near by. ‘The inability of the Amal- 
gamated Oil Co. to produce from the Bell 
sand in the Dallugge well, which is not 
far from the Standard Oil Co.’s two Hep- 
ler wells, which have been showing ap 
increasing amount of water of late, prob- 
ably establishes the deadline for the Bell 
sand at this point. It is understood the 
wells in question will be deepened to 
the Meyer sand. 

Huntington Beach 

Completions in the Huntington Beach 
Fie.d during the past week were at a 
premium. ‘lhe only semblance of a new 
well was the recompletion by the Moore 
Syndicate of No. 1-B, which was redrilied 
and deepened to 4,608 feet. This well, 
a former small producer from the shallow 
sand, after being deepened, came back as 
a 1,550-bbl. well producing 25.8 gravity 
oil. The hell Oil -Co.’s No. J Ashton, 
completed last week as a, 3,350-bbl. well. 
is reported to be the largest individual 
producer in the field. If the reported 
maximum production attained by the 
weli—5,300 bbls. a day—is correct, it 
establishes a new record for the fie'd. 
The well has been pinched back to about 
4,000 bbls. a day. No. 3 Asnton, which 
has been redrilled and deepened to within 
a few feet of the depth of No. 1, prob- 
aubiy will be another iarge well, as it is 
but a short distance away. 

Miscellaneous 

No headway has been made in the 
Union Oil Co.’s wildcat well being drilled 
in the vicinity of Athens, progress being 
held up by a fishing job. In the Bell- 
flower district, No. 1 of the Cal-Petro 
Oil Producer Syndicate has reached a 
depth of 2,789 feet and is drilling in a 
sandy shale formation with a slight 
showing of gas. The company’s second 
we:l was recently spudded in and is down 
450 feet. The Doike-Thomas Syndicate, 
drilling in the Coyote Hiils, has encoun- 
tered an extremely hard, sandy shale and 
only about 50 feet of hole was made dur- 
ing the past week, bringing the depth to 
2,600 feet. In the Bandini district, the 
Fullerton Oil Co. has reached a depth 
of 3,765 feet and the formation is a 
hard, sandy shale. The Are-Bee Oil 
Syndicate’s (No. 2) No. 1, and the M. & 
H. Oil Co., both drilling in the imme- 
diate vicinity, are down 1,000 feet and 
1,900 feet, respectively. The Oakridge 
Oil Co. is down 1,100 feet, while the 
Co-operative Petroleum Syndicate, the 
Santa Fe Chief Oil Co. and the South- 


western. Petroleum Syndicate haye 
yet spudded in. The Union Ojj Co.’ 
Callender test, being drilled near Cons 
ton, is down 3,782 feet, while the pr 
company’s wildcat, near Downey has 
reached a depth of 4,904 feet without 
showing any encouragement. 


In the Puente Hills, the Chino-¢ 
United Oil Co. is drilling in a hola 
at 4,435 feet, while the Mahala Qjj Co.'s 
two tests are still idle, due to the lack 
of finances. In the San Jose Hills, No, 1 
Garnier, of the St. Helens Petroleum Co 
is standing cemented at 3,470 feet ; the 
Mascot Oil Co.’s No. 1 Stanton is dy. 
ing at 1,400 feet, and the Crittendon Oil 
Co.’s test has been recemented after ryp. 
ning into bottom water at 2,710 feet. No 
progress has been made in the two tests 
at Seal Beach or the three tests being 
drilled in the San Joaquin Hills. 


(Oil field operations reported to the 
State oil and gas supervisor show 32 
new tests started, as compared with 28 
during the previous week. The following 
tests, located in the three most actiye 
fields, are three-fourths of the entire num 
ber started during the week: 

Long Beach 

Location and company— Well 
19-4-12 Casa Blanca Oil Co. (Barteau). 
19-4-12 Commonwealth Trust wear 
29-4-12 
29-4-12 
30-4-12 
30-4-12 
20-4-12 
30-4-12 


1 
Golden West Syndicate...... “7 
Interstate Oi! Corp. (Goddard).. 3 
B. @. Bowte......... 1 
L. H. Mitchel & Sons 1 
Pan-Pacjfic Cons. Oil (Cy, ’ 
Petroleum Midway Co 
(Nelson) eer 
Shell Co. (Marcellus Com.)... 
Shell Co. (Connett)... wae 
Superior Oil Co. (Swaffield) 
Tay Bar Syndicate. RR 
E. D. Taylor Oil Co. (No. 1).. 
Union Oil Co. (Long Beach Com.) 
Windemere Oil Co. oseal 
Santa Fe Springs 
Amalgamated Oil Cy 
worth) : oomeatn 
Ambassador Petr. Corp. (Baker) | 
Coalinggq Mohawk Oil Co. (Park- 
rT ee ee o-:ee eine 
11 Industrial Oil Syndjcate (No. 5) 1 
-11 Santa Fe Dome Oil Co. (Meyer) | 
11 Shell Co. (Slusher).. sac 
Hutington Beach 
-11 Catalina View Qjil Co 7 
-11 Miley Keck Oil Co.. 33 


(Ltd.) 
20-4-12 
28-4-12 
29-4-12 
30-4-12 
19-4-12 
30-4-12 
19-4-12 
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PROPOSE TO GIVE STATE 
HALF OF GASOLINE TAX 





MONTGOMERY, Ala., Feb. “3. --One-half 
of the revenue to be derived from the 
gasoline tax will go to the general fund 
of the State treasury and one-half to the 
counties, if the Senate and House accept 
an amendment of the gasoline tax bill 
proposed by the Senate finance and tax- 
ation committee today. The committee 
voted to report the bill favorably, but 
with the amendment. 

As passed by the House Wednesday, 
all revenue derived from the tax would 
be apportioned equally among the 67 
counties for use in road construction. The 
original bill provided that one-half should 
go to the State Highway Department for 
road construction and one-half to the 
counties for road construction. 

The decision of the committee to give 
one-half to the general fund probably 
resulted from a financial statement put 
before it by the Executive Department, « 
a representative of the Executive Depart- 
ment at the time the committee was con- 
sidering the bill. This statemnt indicated 
a deficit in the general fund of the treas 
ury. 





COUNTY HAS LARGE SUM 
TO CREDIT FROM OIL TAX 





OKLAHOMA City, Okla., Feb. 5.—Tilk 
man County has to its credit, for publie 
school purposes, about $12.000 that is 
now in the hands of Frederick A. Delano. 
United States Supreme Court receiver of 
property in the bed of the Red River, 
according to an estimate made by Clay 
W. Kerr, county superintendent of 
schools. When the money is released 
distribution it will amount to $10 pe 
capita of school children and the poorest 
district in teh county will get no les 
than $500. This money was © 


under the gross-production tax law frm | 


the proceeds of oil produced north of the 
middle of the stream in the Delano 
ceivership area. EK 





Thursday, 


\> 











8 drill. 
ion Qi 
er run- 
et. No 
0 tests 
> being 


to the 
ow 32 
ith 28 
llowing 
active 
e num 


Ltd.) 


oe ee ee eo ~ 


som.) § 


utter- 


aker) | 
Park- 


0. 5) 1 
eyer) | 
’ 


| TAX 


ne-half 
m the 
il fund 
to the 
accept 
ax bill 
id tax 
amittee 
ly, but 


nesday, 
would 
the 67 
mn. The 
should 
ent for 
to the 


to give 
robably 
nt put 
ent, ar 
Depart: 
as con- 
dicated 
> treas- 


, TAX 


—Till- 
publie 
that is 
Delano. 
iver of 
River, 
y Clay 
nt of 


THE OIL AND GAS JOURNAL 








Genuine Wrought Iron Pipe 


Deserves Genuine Wrought Iron Couplings 


Reading Iron Couplings are not manufactured for 
general use, but only to accompany each length 
of Reading Genuine Wrought Iron Pipe. And 
Reading Couplings are well worthy of the pipe 
for which they are made—supremely capable 
of resisting the same shocks and strains which 
every String of “Reading” so successfully with- 
stands. 


Reading Genuine Wrought Iron Pipe for oil-field 


use is double welded. Reading Couplings are 
steam hammered—instead of rolled—from the 
best quality of genuine wrought iron, made by 
ourselves. This steam-hammered process (and 
it costs more, although we do not add an extra 
cent to the selling price) gives stronger welds 
and insurance against failure. It means total ab- 
sence of crystallization from tip to tip of any 
string of Reading Genuine Wrought Iron Pipe. 


READING IRON COMPANY, Reading, Penna. 


Largest Producers of Genuine Wrought Iron Pipe in the World 


Oil Well Supply Company, Distributors 
: Stores in All Important Oil Fields : 






” STEAM HAMMERED 
‘WROUGHT IRON COUPLINGS 
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Tampico, Mexico, 
Feb. 1. 


Mexican Sinclair Petroleum Corpora- 
tion’s No. 2, Lot 2, Cacalilao, in the 
Panuco district, which had the tools stuck 
in the hole and bridged, is clear and is 
believed good for 20,000 bbls., which will 
not only materially strengthen Mexican 
Sinclair Petroleum Corporation’s status 
here but will also add a status to the 
Doherty interests, upon whose property 
the well was drilled. The depth of the 
well is 2,112 feet. It was finished in 
the Tamasopa limestones and has all the 
earmarks of being a producer worth 
while. 

As ap index of how closely the older 
companies are combing these fields now, 
over in the Tanchicuin the Mexican Gulf 
Oil Co.’s No. 8, Lot 21, is called com- 
plete at 1,740 feet, rated at 400 bbls. 
It is a San Felipe formation well, but 
it has got down to the point now in 
these older fields, where the salt water 
rises so quickly, that a smaller flowing 
well from the San Felipe is accepted 
rather than a deeper one from the Tam- 
usopa. The only other two completions 
since the last report have been Nos. 7 
ond 8 Lopez, both of the’ Gulf, both of 
them being reasonably shallow wells, one 
at 1,870 and one at 1,900 feet, and each 
rated 250 bbls. 

The La Corona Petroleum Co.’s Royal 
Dutch-Shell No. 2, Lot 1 in Cacaiilao 
(previously reported), is located in the 
southwestern corner of the lot. I think 
that the fairest comment that could be 
made on it would be this: That this ex- 
tension of the Panuco Field, towit, Ca- 
calilao, is running rather true to the 
murk, because we have a broken forma- 
tion in the older Panuco that causes 
salt water wells sometimes in close prox- 
imity to producers. Wherefore, this salt 
water well of the Corona might possibly 
bear out a general argument on the 
Panuco Field—that here you are, and 
there you are not. 

In the South Fields, takng the Mexi- 
can Eagle Oil Co.’s No. 12 San Ger- 
onimo that has been reported already at 
a rating of 25,000 bblis., suffices that 
this well bears up at a gravity of 15 
degrees Baume plus, which shows it to 
be in line with the production from 
other San Geronimo wells. One thing 
about this San Geronimo well of the 
Mexican Wagle is that it is on the north 
part of the property and directly south 
of the old famous Dos Bocas No. 4. 
Incidentally, it is 200 feet shallower, 
sub-sea levels considered, than are the 
other San Geronimo wells of the Mexican 


Eagle. 
General Fields 

In the South Fields, Huasteca Petro- 
leum Co. (Mexican Petroleum) is cen- 
tering its exploration on Juan Felipe. 
In its No. 2, it is now drilling in brown 
shale at 1,280 feet; No. 8 continues a 
derrick; No. 4 is drillng at 155 feet in 
blue shale; No. 5 is re-drilling at 869 
feet in basalt; No. 6 is drilling at 2,253 
feet in gray shale; No. 7 is drilling at 
2,230 feet in brown shale, having had 
a basalt sheet at 2,205-7 feet; No. 8 is 
drilling in brown shale at 599 feet. Out- 
side of this, the company’s operations 


News of Mexican Oil Fields 


are rather at a standstill. It has ce- 
mented 10-inch in No. 10 Tierra Blanca 
at 2,028 feet in gray shale. In Cerro 
Azul No. 28 it has tested successfully 
the cementation of the 10-inch at 1,996 
feet in brown shale. Up in Tres Her- 
manos, its No. 1-A is drilling in gray 
shale at 2,885 feet; No. 2 is drilling 
at 1,395 feet. 

Speaking of the South Fields in gen- 
eral, about the best that can be said 
is that operations are rout:ne. Thus the 
Cia. Pet. Inversiones’ (Buckley inter- 
ests) No. 9, Lot 206 is drilling along 
at 2,115 feet in the San Felipe. Island 
Oil & Transport Corporation's No. 1, 
Lot 177 Amatlan is drilling at 2,122 
feet in the same formation. Neither of 
them has much chance for production; 
they are both in stripper territory. The 
Agwi Co.’s No. 16, Lot 247 Tepezintla 
is drilling at 1,012 feet in what should 
be a San Felipe formation although it 


“is described as a Calcaria sandy shale, 


but it is a forlorn hope at that depth 
no matter the formation. Taking up 
the Mexican Eagle Oil Co., its No. 4 
Palma Sola is drilling at 2,911 feet in 
gray shale; No. 6, same, is drilling at 
2,174 feet in gray shale. Up in Alazan, 
No. 23 is drilling at 629 feet in blue 
shale, and just below there in Potrero 
del Llano No. 5 is drilling at 1,900 feet 
in gray lime. 
Panuco District 

As usuai the only interest in Panuco 
outside of some routine wells, is the 
Cacalilao sector. Thus we may sum- 
marize the wells drilling there now as 
follows: La Corona Petroleum Co.’s 


By GEORGE BLARDONE 








Mexican Sinclair Petroleum Corporation’s No. 2, Lot 2, Cacalilao, in Panuco 
district, cleared and good for about 20,000 barrels. Older companies combing 
fields more closely and satisfied with less initial production, with less danger 
of salt water. Mexican Gulf Oil Company’s No. 8, Lot 21, Tanchicuin, rated 
at 400 barrels, at 1,740 feet. 


(Royal Dutch-Shell) No. 8, Lot 4 in 
a lime shell at 1,570 feet; No. 9 rigging 
up; No. 10 drilling at 1,990 feet and 
showing by heads; International Petro- 
leum Co.’s No. 16, Lot 4 at 365 feet. 
West of Cacalilao, its No. 13 Nacata is 
drilling at 1,865 feet in San Felipe for- 
mation and its No. 14 is drilling at 
1,000 feet in shale. Mexican Sinclair 
Petroleum Corporation’s No. 1, Lot 2 
Cacalilao is drilling now at 1,837 feet, 
still in the San Felipe and continuing 
its showing by heads; its No. 5, Lot 3 
is drilling at 1,370 feet in the same 
formation with a showing of gas. Trans- 
continental’s No. 5, Lot 4 Cacalilao looks 
a little deep for hope, as it is drilling 
at 2,220 feet in a San Felipe lime; its 
No. 9, same lot, is drilling at 1,450 feet 
in the San Felipe formation: No. 17, 
same lot, is drilling at 525 feet in shale. 

The other drilling operations in Panuco 
in the older area are simply of such a 
routine nature that detailed reports of 
them are of little moment. 

In our miscellaneous tests, activity in 
the Topila Field will be manifested 
around The Texas Co.’s Paciencia de 
Aguacate sector, where its remarkable 
well—considered remarkable at 2,084 
feet—is an excellent producer around 
6,500 bbls., and where there are half a 
dozen people getting ready to offset it 
in all directions. In fact, it is the real 
sensational find of the Mexican pools. 
There is practically nothing new in the 
El Barco sector, and this also applies 
to Corcovado, where only a few feet 
have been made with no new develop- 
ments. 











News of Canadian Fields 


By VICTOR LAURISTON 


CHATHAM, Ont., Feb. 5.—In_ the 
Okotoks Field, southwest of Calgary, the 
test of the INinois-Alberta Oil & Refining 
Co. in Section 12-20-3-5 has drilled itself 
in with a large flow of gas and some oil. 
The test had been carried to 3,040 feet 
with casing to 3,025 feet and the drillers 
were fishing for a lost bit when the well 
came in. 

Careful measuremenis indicated an 
initial open flow of 3,312,756 feet per 
day with 820 pounds rock pressure, but 
it is thought the production is increas- 
ing, bringing with it increasing quantities 
of a greenish oil. The gas is a wet gas, 
estimated to yield one gallon of gasoline 
per 1,000 feet. The well was at once 
capped, but later allowed to blow partly 
owing to the heavy pressure until a high 
pressure valve could be installed. 

The Illinois-Alberta Oil & Refining Co., 
which was financed partly by Chicago 
capital, has been drilling intermittently 
for the past five or six years. More 
than two years ago, a small production 
of light oil, estimated from 5 to 10 bbls. 
a day, was developed around 2,300 feet. 
Later, the company was tied up for a 
year or more owing to litigation, but 
since then drilling has been continued 
under considerable difficulties. The cam- 


pany is headed by A. O. Jennings, of 
Calgary. Arrangements are being made 
by the Jennings Refining Co., a sub- 
sidiary, to construct a gasoline absorp- 
tion plant, and the residual gas will 
probably be sold to the Canadian Western 
Natural Gas Co. for distribution to Cal- 
gary. The Canadian Western now has a 
pipe line connecting its main line near 
Okotoks with the Royalite Oil Co. wells 
in the field. 

The Illinois-Alberta is 144 miles north- 
west of the Royalite No. 1 (Dingman) 
well on Section 6-20-2-5, and a half mile 
north of the Southern Alberta flowing 
well. The 820 pounds pressure is by far 
the heaviest yet struck in the Okotoks 
Field, where the pressures generally run 
around 115 to 125 pounds, and the gas 
is stated to lack the sulphur content 
present in the other wells, indicating that 
a new sand has been tapped. The tests 
for pressure and capacity were made by 
Charles Dingman, Government engineer, 
and P. D. Mellon, engineer of the 
Canadian Western Natural Gas Co: of 
Calgary. The Illinois-Alberta’s well is the 
largest gasser yet drilled in the Okotoks 
Field. 

The McLeod Oil Co., headed by W. B. 
McLeod, of Calgary, has located its No. 





1 on Subdivision 16, Section 1-20-86, 
has timbers and some drilling equipaes 
on the ground. 

In Sweetgrass district, southern 4) 
berta, Coutts-Sweetgrass Oils (Ltd.), fee 
tion 1-1-15-4, is again fishing, the | 
having broken and dropped a string 
tools in the hole at 2,760 feet, The ¢ 
inch casing is hanging at 2,655 feet wi 
2,000 feet of water in the hole. The griy 
has previously passed through al 
seam of coal. The log of the wel] is pur. 
zling to operators who looked for 
Sweetgrass district on the Alberta Side of 
the boundary to duplicate the formations 
and performance of the Sunburst Field 
in Montana. 

Small but increasing shows of oj 
gas are reported, apparently from about 
2,730 feet. 

New Work to Start 

Border Oils (Ltd.), Section 6-1-1444 
after several weeks’ shut down, has a 
heavier drilling outfit on the ground, Ty 
casing has been pulled and the hole wij 
be reamed down to below 1,000 feet Dre. 
paratory to deeper drilling. J. H. N 
of Calgary, who is starting two diamond 
drill tests near Shelby, Mont., will, it js 
reported, also drill a test on the Canadian 
side. It is reported the Canadian-J, 
Oil & Refining Co. will start a new tes 
near the Imperial Red Coulee well, Sm 
tion 5-1-16-4, west of Coutts. The Ip. 
perial well at Red Coulee is down abou 
1,400 feet, but having considerable 
trouble and the outfit may be moved to, 
new location. It is reported that Leth 
bridge Oils’ (Baalim) test, Section 12-1. 
15-4, which is to be completed by the 
Gladys Belle interests, will not resume 
work till the spring. The [llinois Pipe 
Line Co.’s new line from Sunburst to 
Coutts is practically complete and is ex. 
pected to start delivering oil to Imperial 
Oil (Ltd.) at Coutts early this month, 

In Many Island Lake district, near 
Medicine Hat, Community Oil Wels 
(Ltd.), Section 19-14-1-4, is drilling bt 
low 2,015 feet and running double tower. 
The test is expected to finish between 
2,500 and 2,700 feet. Imperial Oil 
(Ltd.), Misty Hills, Section 29-8244 
south of Monitor, recently discontinued 
below 3,200 feet, has pulled its casing 
and is shipping out its drilling equipment. 
West Regent Oil & Gas Co., Section 1} 
34-4-4, will resume work in the spring. 

In Irma-Viking-Wainwright  distriet, 
British Petroleum’s No. 1, Section 36-45 
7-4, has resumed drilling at 1,400 feet 
and reports small gas showings in a dark 
shale formation. In Athabaska district, 
northern Alberta, Dr. S. C. Ells and 7. 
W. Dalkin of the Geological Survey of 
Canada have commenced survey work 
the tar sand deposits at Wheeler's Place, 
55 miles downstream from McMurray. Dr. 
G. A. Ings, of MeMurray, is carrying o 
some tar sand experiments in Hanginstone 
Creek. 

The city of Edmonton is applying to 
the Department of the Interior for a lex 
of 1,920 acres of tar sand deposits i 
the McMurray district, free of rentals 
for the purpose of supplying raw material 
for pavement and sidewalk constructions 
Experiments along this line are now beilg 
conducted at the University of Alberta # 
Edmonton. 

Northern Alberta Natural Gas Develop 
ment Co. has paid over to the city d 
Edmonton the $50,000 required under tht 
terms of the recent natural gas 
It is understood the company will pw 
ceed this spring with the construction 
the pipe line and distributing system ® 
deliver gas to Edmonton from the Viki 


Field. 
Ontario Crude Production 

Official figures of the Ontario oil pt 
duction for 1922 have been made 
by Capt. J. ©. Waddell, of Petrolis 
supervisor of crude petroleum bounties 
These figures show an aggregate produ 
tion from all the Ontario pools for 1% 
of 164,731 bbls. 17 gallons, compart 
with a production in 1921 of 172.88 
bbls. 32 gallons; or a decline of 8,127 bs 
15 gallons from the previous pre 
duction. The aggregate for 1922 is s 
what better than had been expected 
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Westinghouse squirrel cage 
induction motors driving a 
two-stage Compresser and 
two vacuum pumps in one 
of the largest gasoline 
plants in the country. 


Dependable and efficient operation. Low maintenance and attendance cost. 
Power always available and is easily controlled. Relatively small space requirements. 
Safety around gas and gasoline. Neatness of installation. 


These are some of the features that have caused the steadily increasing use of electricity in oil refining. 


Westinghouse Equipment for Oil Refineries 


Motors for pumps, compressors and condensers. Motors for machine shops. 


Turbine units, furnishing power and using exhause Steam-driven turbo-generator units and belt-driven 
steam in stills. generators for lighting where other electric 


Power house equipment and line material. power is not available. 
Electric Arc Welding Equipment. Lighting fixtures and lamps. 


Westinghouse Electric & Manufacturing Company 
East Pittsburgh, Pa. 


Offices in All Large American Cities 


Westinghouse 
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paid on the Ontario and New Brunswick 
though there was some slight recovery 
in Oil Springs and Mosa. Practically 
The detailed figures for the various pro- 
ducing areas for 1922 are as follows: 





1922 

Pool— Bbis. Gals. 
Petrolia-Enniskillen ........+. 64,934 32 
Of] BprinGS .ncececcsscccccsces 43,213 19 
Daweh DeOweelp ....ccccccccce 216 34 
Moore Township ..........+++ 1,274 20 
Sernia Township ...........+. 3,223 26 
Plympton Township ........-+ 696 oe 
DE pShaccédeascavecceune 34 
. Se eee 1 32 
Dover West .........csseeeeee 11 
Raleigh Township 14 
WIURREM cede ccccccccce 27 
Onondaga ......... 15 
Mosa Township .... 14 
Thamesvillg ......-cscessseee 19 
Ce bEcoeserersevesésses 164,731 17 


in production, as in 


previous years, is small but steady, 


production, but not on the oil produced 
all this production, except the Trenton 
lime production of Dover West, comes 
from the Onondaga or Corniferous lime- 
stone. Most of these producing fields 
have been yielding oil for from 20 to 60 
years, the present Petrolia Field having 
first come in about 1860 and the produc- 
tion from the lower horizons of the Onon- 
daga has been singularly lasting. 

The small production from Ontario 
represents the major part of the 
Canadian crude production. There is a 
small nominal production in the New 
Brunswick gas fields and a small produc- 
tion of light oil in the Okotoks Field, 
southeast of Calgary, as well as a maxi- 
mum production of 60 to 70 bbls. a day 
from the Imperial Oil (Ltd.) discovery 
well below Fort Norman. Bounties are 





in the Canadian West. The bounty of 
52% cents per barrel supplements the 
present ruling price in Ontario of $2.58 
for Petrolia and $2.65 for Oil Springs 
crude. 

In the Ontario fields there is relatively 
little activity. In Bssex County, the 
Eagle Oi1 & Gas Co. near Arner is still 
fishing for damaged casing, with a spear 
also lost in the hole. In Elgin County, 
the Medina Natural Gas Co.’s No. 29 
in the northern part of Vienna village, 
50 feet from the east line of Lot 13, 
Concession 3 Bayham Township, has a 
fishing job at 1,200 feet with the tools in 
the hole. Medina No. 30 is rigging up 
on the Saxon farm, Lot 12, Concession 
2 Bayham, west of Vienna, the location 
being 1,000 feet from the north and 250 
feet from the east line of the lot. 











Wyoming Field Operations 


By F. B. TAYLOR 






Four good wells completed in the Lost Soldier and Rock River Fields. The 
Bair Oil Company’s Lost Soldier completion started at 2,500 barrels. Coming 
Royalty Oil award interests Wyoming oil men. Proposed legislation putting 


a tax on oil production meets with protest. 


Legal fight for Teapot Dome 


acreage. South Dakota attracting attention as possible oil country. 


CaspPrEr, Wyo., 
Feb. 3. 

Although the oil fields are rather in- 
active due to weather and commercial 
conditions, the oil men are busy with 
legislation and plans for future opera- 
tions. The last rise in the price of crude 
advanced the market for Salt Creek oil 
to $1.45 and this presages an extra effort 
on the part of the wildcatters to find 
more fields the coming spring. 

The Wyoming Legislature had the bill 
te tax oil production referred to the Com- 
mittee on Revenue and last week a hear- 
ing was held by this committee to hear 
the oil operators’ side. The bill also 
takes in coal production and the output 
of iron mines and a large delegation from 
these interest was present with the 
oi! men from the different districts. 

Archibald Campbell of the Derby Dome 
Wyoming Oil Co., with headquarters at 
Lander; Mike Foley, supervisor of the 
Salt Creek Field; R. BE. Wertz, manager 
of the Producers & Refiners Corporation ; 
Sid Keovghan, Mutual Oil Co.; Gradus 
R. Hagens, representing the Standard in- 
terests, and many other prominent oil 
men attended the hearing to protest 
against the measure. The consensus of 
opinion was that while the oil men of 
the State would not object to a tax on 
oil, the Dalton bill places too heavy a 
burden upon the operators and will hold 
back development, ‘ 

The hearing lasted about four hours 
and the representatives of the different 
interests were quizzed by the committee 
relative to different phases of the 
measure, 

Section 29-39-78, in the northwest of 
the Teapot Dome, is again coming into 
the limelight. This is the section in 
which the Mutual Oil Co. and allied in- 
terests claim the southwest quarter is 
their property through an old placer 
claim. The Mammoth Oil Co. claims the 
entire section under the lease from the 
Government through Secretary Fall.’ 

‘Last spring the Mutual started a well 
drilling on the land and the Government 
sent a squad of marines to the field who 
stopped the work and sealed the well with 
the Government ‘seal. 

The Mutual obtained its title to the 
tract from R. G. Taylor and John F 
Champion, who in turn took the tract 
ever from the original locators. The 


Taylor and Champion interests have now 
brought suit in the District Court against 
the Mammoth Oil Co., which is now drill- 
ing on the tract, and asks a restraining 
injunction against the Mammoth Oil Co. 

The basis of the suit is the placer 
claim made in December, 1890, by a group 
of eight locators. President Wilson's 
order withdrawing this tract went into 
effect April 30, 1915. If the locators’ 
claims can be substantiated, there is no 
question but that the Taylor and Cham- 
pion and the Mutual interests have a 
valid title to the tract. This same group 
of original locators is also reported to 
have filed upon other tracts in this struc- 
ture and which claims were settled by 
the Government paying nearly $1,000,000 
to the claimants for the tracts, but this 
southwest quarter of Section 20-39-78 was 
not one of the claims included in the 
Government settlement. 

Under the old placer laws, the locators 
of claims would drill a shallow well until 
a showing of shale oil was found and then 
file an affidavit of discovery and do cer- 
tain amounts of assessment work for a 
specified time, after which the tract would 
become the property of the claim holders. 
The Taylor and Champion interests state 
that all the assessment work was com- 
plied with according to law and that the 
Mutual drilled a well to a depth of 2,388 
feet when the work was stopped by the 
marines. The Mutual Oil Co. is stated 
to have expended the sum of $30,000 in 
the drilling of this well. 

Prospects in South Dakota 

Lemmon, South Dakota, is a point of 
interest for the oil operators of this 
region and some more developnent work 
is expected there this spring. 

Near Lemmon, a well was drilled last 
year by A. D. Keeney and others. Mr. 
Keeney was formerly general counsel for 
the Roxana Petroleum Co., but whether 
that firm or the Dutch-Shell interests 
that controlled the Roxana, have any in- 
terest in the well is not positively known. 
Mr. Keeney is an,attorney from Shreve- 
port, La. 

The well was put down on a tract of 
approximately 150,000 acres secured by 
leasing from the landholders and a rotary 
outfit was used. The same parties have 
about 25,000 acres on what is known as 
the Weedman Dome in the southern part 
of Perkins County. 


This well struck a sand last October 
that held a heavy gas pressure, so heavy 
that it flowed the hole clean shortly after 
being struck and the depth is not known 
as the operators immediately shut down 
and stopped all work after shutting in 
the gas pressure. Since then the well 
has remained capped and a high fence 
built around the whole rig to keep people 
away. Nothing was given out regarding 
the depth or sand and only reports of 
people who saw the flow are authority 
for the statements regarding same. 

Two abstractors have been working on 
the Keeney leases during the winter at 
the county seat examining the records 
there relative to the titles of the different 
tracts and the impression is that in the 
spring there will be a general develop- 
ment over the area about Lemmon. 

Southeast of Lemmon, about 3% miles, 
the Davis well, being drilled by local peo- 
ple, is down 1,475 feet. A strong flow 
of gas was found at 600 feet. The well 
is shut down in what is thought to 
be the Shannon sandstone which outcrops 
in Salt Creek. This Shannon sand is also 
showing gas. This well is expected to 
be drilling again next month if weather 
conditions are favorable. At present the 


_cold and snow prevent any work. 


The area under operation is located 
close to the State line between North 
and South Dakota and in the northern 
part of Perkins County of the latter 
State. Lemmon capitalists have raised 
enough money to insure the drilling of 
the Davis well to a depth sufficient to 
make a complete test of all possible com- 
mercial horizons. 

Baxter Basin Gas 

Another point of interest as a prob- 
able oil field of this region is the Baxter 
Basin in Sweetwater County, Wyoming. 
This area was proven to hold a large 
amount of gas last summer when the 
Midwest drilled in its discovery well there 
and following that strike several of the 
larger firms took up acreage in the 
structure. 

Although only gas has shown up so 
far in the drilling, there are several sands 
lying below the depth to which the wells 
have been drilled and these are consid- 
ered likely as holding oil. However, 
should the field turn out to be gas pro- 
ducing only, its development is considered 


assured for that product as a fuel to 
domestic use in cities. 

The Ohio Oil Co. has completed g sur 
vey for a gas line from the Baxter Basin 
to Salt Lake City and Ogden, Utah, ang 
work is expected to start on this enter. 
prise in the spring. Some difficulty was 
encountered in the opposition of many. 
factured gas companies that are now Sup- 
plying gas to these cities, but this ig oy. 
pected to be cleared up so that the nat- 
ural product, can be utilized also. 4 re. 
cent innovation by the Iroquois Natura 
Gas Co., serving Buffalo and other points 
in New York State, enables the cities 
having both natural gas and manufae. 
tured gas, to combine the two Satisfae- 
torily for domestic and power service. 

This combination was worked out by 
the former president of the Iroquois Ng. 
ural Gas Co., Mr. Oliphant, and it ap- 
pears to be succeeding very well in that 
region. 

Field Reports 

Wildcat operations are preparing to 
start up near the Osage Field in Weston 
County. East of the city of Newcastle 
local parties have leased a block of 4,009 
acres of deeded land on Salt Creek and 
will start drilling as soon as the mate. 
rial is moved in. 

This operation will be north of the 
L-A-K ranch, where a water well ma. 
chine found a showing of black oil last 
year and the Salt Creek well is expected 
to find production in the sand that held 
the oil at the L-A-K ranch. 

On Fiddlers’ Creek, west of Newcastle, 
the Union Oil Co. has blocked up a trae 
of leases and will start a well in the 
spring. 

In the Osage Field, the Newcastle (ji! 
Co. is drilling at 650 feet on Section 31- 
46-63 and this well is to be drilled to the 
rented sand, which is expected at 1,700 
eet. 

The Tom Don Oil Co. is drilling about 


. 2,000 feet on Section 7-46-62 and expects 


to reach the Muddy sand at 2,100 feet. 
The Rawson Brothers drilled in a pro- 
ducer good for 40 bbls. on Section 22. 
46-63 on the Sheridan Syndicate holdings. 

The Ohio Oil Co. has commenced drill- 
ing on two wells in the Lance Creek 
Field in Niobrara County, one is on See- 
tion 5-35-65 and the other on Section 32 
35-65. The Buck Creek Oil Co. is down 
1,240 feet in its No. 4, Section 3-35-66, 
and is spudding in on a new well on See- 
tion 27-35-65. 

Fifteen miles north and west of Salt 
Creek, Newcomb & Maxwell are drilling 
a wildeat well on Section 9-41-80. 

Big Wells in Lost Soldier 

Southern Wyoming saw the completion 
of four good wells the past week. The 
Bair Oil.Co. drilled in a gusher in the 
northwest part of the Lost Soldier Field 
that started off at 2,500 bbls. and fol- 
lowed that completion with another a few 
days later of the same size. The first 
well found the Frontier sand at 1,725 feet 
and the location is on Section 11-26-00 
and the second well was brought in at 
1,760 feet and is located on Section 
3-26-90. 

The Ohio Oil Co. drilled in a good pro 
ducer that started off at 140 bbls. on the 
State land lease in the Rock River Field 
in Albany County, but has a fishing job 
with the well flowing. The tools wert 
lost while swabbing and this is making 
trouble. The depth of this producer 
3,173 feet. In the same field the samt 
company drilled in its No. 7 on the Dixon 
ranch and this well is making about 280 
bbls. Both wells are on Section 342028 

Didn’t Stop for Cold Weather — 

The Producers & Refiners Corporation 
is not permitting the winter weather t0 
interfere with the field work and al 
winter this firm has kept its operations 
going. The refinery under construction 
at Grenville, east of Rawlins, is nea 
ing completion and will be ready to ru 
oil in the near future. The firm be 
laid a pipe line to the North Platte 
River, about 6 miles away,.and bas about 
finished a pumping station there that 
will furnish an ample supply of wate 
for the refinery. The pipe line to 
Ferris Field is practically completed 
the work of building the pumping 
nearly s0. 
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The Wilson 


“Perfection” Underreamer 


Actually REAMS MORE HOLE at each stroke of the tools 
than any reamer on the market. This not only enables faster 
reaming, but guarantees a properly reamed hole. 





Py ete cuts are reproductions of actual photographs of a 65-in. Wilson “Perfection” Underream- 
er. Note the GREAT WIDTH of the CUTTERS and their ENORMOUS EXPANSION. All oth- 


er sizes are made in proportion. 


This in plain figures explains why a “keyseated hole” or a “spear job” is practically an un- 
known occurrence with users of Wilson “Perfection” Underreamers. Their extraordinary 
cutting capacity produces a perfectly reamed hole in which the casing never fails to follow. 
The Wilson “Perfection” Underreamer actually cuts 4 of the hole at each stroke of the 
tools, against % of the hole as cut by other underreamers. 


SATISFACTION IS ALWAYS ASSURED—IF 


‘ITS A WILSON’ 


CARRIED IN STOCK BY 


THE CONTINENTAL SUPPLY CO.—FRICK-REID SUPPLY CO.—REPUBLIC SUPPLY CO.—OIL WELL SUPPLY 
CO.—PRODUCERS SUPPLY & TOOL CO.—OKLAHOMA TOOL & SUPPLY CO. 


MANUFACTURED EXCLUSIVELY BY 


WILSON & WILLARD MFG. CO. 








LOS ANGELES, CAL. 
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The company completed a good pro- 
ducer on Section 14-39-79 in the Salt 
Creek Field, but has not made any test 
of the production. This well found the 
sand at 2,625 feet. 

At the Wertz Dome in the Lost Sol- 
dier Field, the Producers & Refiners has 
mudded off the gas flow that was struck 
at 3,718 feet and is drilling again. In 
the Grass Creek Field the well being 
drilled there is 1,440° feet and drilling. 

It is reported at Rawlins that the 
Producers & Refiners will not stop con- 
struction work on the refinery when it 
reaches completion as a €000-bbl. plant, 
but that plans are now ready to keep 
on construction work to make the plant 
have a capacity of 25,000 bbls. 

The work in Baxter Basin is going 
along slowly. The Ohio Oil Co.’s well 
there is shut down waiting for cement 
to set after a second trial. This well 
is on Section 21-16-104 and the water 
has broken in twice after the éasing has 
been set and cemented. The hole is 2,350 
feet deep. 

The Ohio Oi! Co.’s well on the Mercer 
Dome, a wildeat venture in the Big Horn 

































Basin, is down 1,350 feet and drilling. 
This tocation is on Section 33-15-95 and 
is the first well to be drilled on the 


structure. s 

The Ohio Oil Co. has also started a 
well in the Oregon Basin, where a num- 
ber of gas wells have been drilled and 
Which supplies some of the gas for the 
line to Billings, Mont. This well is now 


410 feet deep and is located on Section 
8-51-1060. 

The oil men of Wyoming and Mon- 
tana are interested in the coming award 
cf royalty oil from Wyoming State owned 
jands. In one section in the Salt Creek 
Field which the state State owns, the 
Midwest has had a contract up to the 
first of the year, and is now carrying on 
the contract until the award is made, by 
which the State receives a royalty of one- 
third of all oi! produced and saved from 
the premises at a straight price of $1.50 
per barrel. This price, however, advances 
automatically if the field price goes above 
that figure. 


This section has been producing about 
5,000 bbls. daily and of this the State 
iakes 1,666 bbls., or an income of $1,000 
per day. Besides this section the State 
of Wyoming has an even larger amount 
of royalty oil from the other fieids of 
Wyoming and ail this royalty oil is to 
be soid to the highest bidder next March 
when the awards are to be made. 

The Midwest Refining Co. and The 
Texas Co. are expected to be the main 
bidders for the royalty oil, although the 
Producers & iXcfirers, the Mutual Oil 
Co. and the Ohiu Oi! Co. are expec.ed to 
give the first twe a close run. 





Late News from the Fields 


Tusa, Okla., 

Feb. 7. 
In the Burbank Pool, Osage County, 
Oklahoma, the Skelly Oil Co. and Phil- 
lips Petroleum Co. have four rigs up in 
NE NW, Section 22-27-5, and four ad- 
ditional rigs up and building in NW 
NW, same section. Same companies’ No. 
5 Thompson, NE cor. SW NW, Section 
22-27-5, is a rig on the ground and same 
companies’ No. 6 Thompson, NW cor. 

SW NW, same section, is a location. 
The Sinclair Oil & Gas Co. has made 
five locations, all in NE Section 19-27-6 


for Nos. 7, 8, 9, 10, and 11, on this 
160-acre tract. 

In Garfield County, Hopper and oth- 
ers have a rig up for No. 1 Seaman, SE 
cor. SE SW, Section 1-22-4w. 

In Noble County, Nelson & Harden 
have a rig up for No. 1 Briggs, NW cor. 
NW SE, Section 32-20-le. 

In Stephens County, Champlin & Win- 
kler’s No. 4 Funk, CWL SW SW SW 
Section 19-1n-Sw, was drilling at 456 
feet. The Carter Oil Co. was rigging up 
a rotary at No. 5 Hardin, CEL NE SW 
NW, Section 30-1n-8w. 


In the Bristow Field, the Wolg Oil 
Co.’s No. 1 Barnett, C NW NE gy 
Section 25-16-9, was dry and abandoned 
at 3,485 feet. The Wilcox Oj] & Gas 
Co.’s No. 1 Barnett, SW cor. sw NW 
Section 25-16-9, found 10,000,009 feet 
of gas in sand from 2,912-22 feet and 
450 bbls. of oil during the first 24 hoy. 
from sand at 2,930-41 feet. The (og. 
den Oil & Gas Co.’s No. 8 Houstin, CNI 
NW SE, Section 26-16-9, was completed 
for 350 bbls. during the first 24 hours 
from sand at 2,929-31 feet. Total depth 
was 2,937 feet. The Transcontinenta} 
Oil Co.’s No. 1 Cloud, NE cor. SE gp 
Section 26-16-9, made 250 bbls. the firs, 
24 hours from sand at 2,S897-98 fee. 
Lewis and others’ No. 1 Henry, NE ¢oy. 
NW NW, Section 32-16-9, was abandon. 
ed at 2,508 feet. O’Rourke and others 
had a hole full of oil at No. 7 Vaughn, 
NW cor. NW SW, Sectoin 33-15-9, fron, 
sand at 2,939-41 feet. H. ©. Witson's 
No. 1 McIntosh, SE cor. SE NE, Section 
7-16-10, was abandoned at 2,390 feet. 
The Hiram Oil & Gas Co.’s No. 1 Proy. 
ence, SW cor. SW NW, Section 8-16-10, 
was dry and abandoned at 3.205 fer. 
The Texas Co.’s No. S Hawkins, sw 
cor, NE NW, Section 4-15-4, found the 
sand at 2.975 92 fet and gauged 9400 
bbls. natural flow during the first 24 
hours. The Jomac Oil Co.'s No. 1 Mar- 
shall, NE cor. Section 5-15-9, stopped 
flowing after starting off at 70 bbls. an 
(Continued on page 64) 
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of other oils. 


operations to the bureau. 


**Daily average consumption 


*On account of the new 


last July. : 
than for the same month in 1921. 


increase of 1.37 per cent over the previous month. 
ber showed an increase of 2.86 per cent as compared with October. 
Seven refineries believed to be operating during the month failed to report their 


Rocks firat of mMontN.....ccccscccccccevecs 
DEIN. cccceccvectcvoscceneereseeeeses sae 
rr rerrrercririrrr. oC ee ee 

TREE ik. b.6 0-0 h 0606 00p nas OS ORS EORSE 649 5-0.6.9.0 
DEONPENS 4. o. 0:05.08 0:00:04 p00 6 CRO Rede eR Ki Ses 
tShipments to Insular Possessions.......... 
Domestic consumption .......+e66.% biasaaes ee 
Stocks end Of MONTH. ... 2... cccccccesscccese 

| A ae eee eee ee eee Pore 
Daily average production .....ccececccecsees 


Excess production over consumption........ 


Compiled by W. C. Hill, Petroleum 


Economist of the Bureau of Mines. 


(Unit of Gallons) 


During November 306 refineries in the United States were operating, running 
through their stills a daily average of 1,473,449 bbls. of crude oil and 157,922 bbls. 
The da‘ly indicated capacity of these refineries was 1,869,820 bbls., an 


Total oils run to stills in Novem- 


Gasoline 





Nov., 1922 Oct., 1922 Nov., 1921 
-«+ 723,684,062 690,050,809 456,269,659 
..» 667,100,921 566,278,689 431,886,845 
vite Meeeneanes Waskekensn 6,719,373 
. .+1,290,684,983 1,256,329,498 893,875,877 
-+» 41,085,149 42,651,973 45,866,693 
aeea 2,833,042 421,134 1,870,644 
... £70,043,173 489,672,329 350,548,481 
--- 776,723,619 723,584,062 495,590,059 
....1,290,684,983 1,256,329,498 893,875,877 
— 18,903,364 18,267,054 $14,586,874 
- en 17,132,045 17,185,337 13,276,194 
eee 1,771,319 1,081,717 1,310,680 


import classification with the necessary changes in the cus- 
toms records, figures on United States imports for October and November are not yet avail- 
tIncluding Philippine Islands, 
Import figures not available for October and November, 


Alaska, Hawali anil 


able. tExcluding Philippine Islands. 
Porto Rico §Including imports. 
1922. **Including exports and shipments to Insular Possessions, 


The production of gasoline in November was about 1,000,000 gallons above the 
October output and lacked only about 2,600,000 gallons of the record production of 
The gasoline output during November, 1922, was 31.31 per cent greater 
Domestic consumption showed a corresponding in- 
crease of 34.09 per cent and stocks an increase of 56.73 per cent. 
Nov., 1921 
Nov., 1922 


Sept., 1921 
Sept., 1922 


Aug., 1921 
Aug., 1922 


Oct., 1921 
Oct., 1922 


REFINERY STATISTICS FOR NOVEMBER 1922 


*Increase in domestic prod. and imports 29.59% 27.57% 27.38 % 26.59% 
Increase in domestic consumption, exports 
BOE GIPTROMS cic cv vcvasctscccctiecesss 29.04% 5.92% 16.28 % 12.42% 
Increase in domestic stocks................ 66.73% 58.59% 33.91% 23.97% 
*As no import figures are available for October and November, 1922, the production 
alone is compared in the above table with the total of production and imports for the 
months of October and November, 1921, and show increases of 27.57 and 29.59 per cent 
respectively. 
Kerosene 
Nov., 1922 Oct., 1922 Nov., 1921 
Production § ..... 0 cs eeeeecsecsesecnccceesecses 234,436,275 215,203,459 175,240,466 
DOREY QVETEMS PCORUSCIOR 2. 6s ccccvcccvcccccece 7,814,543 6,942,047 5,841,349 
OGG GRE OE CUOMO 0c ccc cccwscocescciveceesaes 257,878,898 256,259,432 340,026,007 


Kerosene daily average production in November, 1922, 
over the October output and 33.78 per cent as compared with November, 1921. 


on hand end of November, 1922, were only 


increased 12.57 per cent 
Stocks 
about 1,600,000 gallons above the stocks 


at the end of October, but were about 82,000,000 gallons less than at the end of No- 
vember, 1921, showing a decrease of 24.16 per cent. 
Gas and Fuel Oils 


Production 
Daily average production 
Stocks end of month 





Production of gas and fuel oils in November, decreased slightly. 


creased about 14,000,000 gallons during the 


Nov., 1922 Oct., 1922 Nov., 1921 
891,590,171 921,606,114 799,256,607 
29,719,672 29,729,229 26,641,887 
1,362,347,667 1,368,748,880 1, 279,450,548 


Stocks de 
month. 


Lubricating Oils 


a, rT eT er ; 
Daily average production 
Stocks end of month 


Nov., 1922 Oct., 1922 Nov., 1921 
89,270,847 87,340,814 77,005,042 
2,975,695 2,817,446 2,566,835 


226,429,537 217,775,124 228,037,890 


The daily average output of lubricating oils in November, 1922, was 5.62 pet 
cent above the October figure and 15.93 per cent above the output for November 


1921. 


Stocks increased about 9,000,000 gallons during the month 


put are slightly 



































Increase in domestic production............ 31.31% 28.42% 28.68% 27.43% 
Increase in domestic consumption.......... 34.09% 7.62% 15.94% 15.92% below the figure for November, 1921. 
CRUDE OIL RUN THROUGH STILLS IN NOVEMBER, 1922 
East Coast Pa., N. ¥. W.Ohio, Ind. Oklahoma Louisiana Colorado 
(N. Y., Phila. East Ohio Ill., Ky. and and and —Daily Average 
1922-—— and Balto.) and W.Va. and Tenn. Kansas Texas Arkansas Wyoming California Total 1922 1921 
is OM CRORSOIED ocd dcccesasvucesces 8,753,576 1,871,393 4,075,828 6,827,000 8,520,364 2,546,088 2,166,336 9,442,886 44,203,471 1.473.449 1,240,384 
Oe eer 855,398 112,859 370,078 528,156 857,667 192,788 1,197,828 623,225 4,737,999 "157.933 98,54 
TD 616 5 4-5. ¥aveesieei nine mame 105,254,163 26,287,054 79,150,352 112,443,445 96,376,230 32,092,110 50,911,339 64,586,228 567,100,921 18,903,364 14,396,228 
Weeemene UBAUONS) «...-cccceccccsseces 61,982,072 13,672,891 18,373,673  29.550.770 62,090,840 23,621,675 7,131,562 18,012,792 234,436,275 7.814.543 5,841,349 
Mad Bd PEGE CERUGRS) 2.6. ccc ccocceces 163,867,331 17,782,986 58,838,305 127,242,547 180,133,089 32,601,764 48,130,133 262,994,016 891,590,171 29719672 26,641,887 
Lubricating (gallons) .........e.eeeeees 27,155,604 14,674,706 7,053,215 9,648,100 18,542,208 4,352,179 1,370,501 6,474,334 89,270,847 ”2°975,695 2,566,835 
ES Ry Perey Tm 17,016,867 7,077,877 3,903,532 2,863,009 3,010,952 161,644 et a eee 37,290,773 1.243.026 1,385,908 
i CE cece reeacataresnetececencsas 15,400 1,716 18,164 1,893 8,436 7,104 SS are 58,850 1962 1,811 
Asphalt (tons) ....cccececscceccesecece 72,131 161 ae 28,897 | Se ee 27,367 156.722 5 224 3,461 
Miscellaneous (gallons) ........sseeeees 7,136,483 4,396,156 9,381,625 17,848,374 11,500,986 15,137,092 27,236,187 57,023,826 149,660,629 4 988 688 2,884,157 
Losses (barrels) .....-+-sescccessscecees 373,405 117,983 145,331 267,005 393,193 38,179 101,552 171,703 1,608,351 "53.612 57.402 
STOCKS ON HAND AT THE REFINERIES, NOVEMBER 30, 1922 
East Coast Pa., N. ¥. W.Ohio, Ind. Oklahoma Louisiana Colorado 
(N. Y.,Phila. East Ohio Ill., Ky. and and and —To'l Stocks End of Nov 
1922— and Balto.) and W.Va. and Tenn Kansas Texas Arkansas Wyoming California 1922 1921 

A MN ass nog ab eradepeadhess dbeeieda 9,767,740 1,196,139 863,072 2,405,952 7,491,259 4,464,017 3,121,115 3,456,068 32 362 21,856,185 
(ge ee, ree ae Mean: ee 191,154 35,134 226,691 Re sR are 164,058 530,423 1, ‘ 873,324 
ES EN ee, Se ee See 2° 146,706,083 17,359,336 92,359,728 146,485,035 105,135,477 92,761,273 92,653,282 83,263,405 776.723.619 495,590,059 
8 ER EGE I EE Seer nr SF 85,365,015 12,660,847 31,563,281 30,464,113 54,281,162 15,244,353 5,546,424 22,753,703 257,878,898 340,026,007 
eg ee ee re eee 302,239,507 26,457,732 33,327,587 116,017,132 322,003,104 217,185,385 30,011,666 306,105,554  1,352,347.667 1,279,450.58 
ee oct eee anak ak eed baees eae 95,488,646 35,896,073 17,956,877 13,814,436 44,100,487 2,619,461 3,081,131 13,472,426 "226,429,537 228,037,589 
IN ea io ne dig Ete sw wc te die 51,879,566 28,031,576 21,819,791 5,313,774 11,118,413 80,641,210 2,853,766 426,134 202,084,230 216,515,861 
Eo ae Aon a eats 5.5 Pawan hess ewer i 14,094 316 5,194 2,934 mae ¢ | ccamnion ae Tee "31.750 59,07 
EER Sea 8 ania db hitb cws Naw Sos 59.476 2,898 8,812 201 11,406 14,405 249 12,582 110,029 130,81 
Miscellaneous (gallons) ........6sveeveteeeweee ween 177,106,566 40,368,165 67,672,062 65,891,068 211,797,991 98,477,201 68,656,731 168,831,321 878,801,095 679,654.79 
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E \ 1. Quality of Fibre 
; | 2. Skill in Manufacture 


[HE fibre which goes into Columbian Tape-Marked 
Pure Manila Drilling Cables is specially selected by 
our representatives in the Philippine Islands. This in- 
sures superior quality fibre of uniform strength, length 
and lustre. 


The world’s most up-to-date cable machines, with ex- 
clusive Columbian features, convert this tough fibre 
into Cables which have the proper construction to give 
greater drilllng speed, service and economy. 


Columbian Cables have established an enviable repu- 
tation through sheer merit. Ask the old, experienc 

driller, and he’ll tell you that the Columbian Rope 
Company knows how to make “‘the serviceable cables.”’ 


Columbian Cables are sold at all 


National Supply Company Stores 
“Drill With Manila” 


COLUMBIAN ROPE COMPANY 
342-70 Genesee Street 


AUBURN ‘“‘Tzhe Cordage City’’ N. Y. 
BRANCHES: NEW YORK BOSTON CHICAGO 
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Group 3 Refined Market Marking Time 


Larger Refiners Showing Little Concern Over Dearth of Orders 





as Tank Wagon Advance Indicates Turning Point in Situation. 


While Mid-Continent refiners see in 
the tank wagon advance of gasoline by 
the Standard of Indiana, which was 
followed by increases in the New Jersey, 
Louisiana, New York and Kentucky dis- 
tricts, the turning points in the Mid- 
Continent refined oil situation and be- 
lieve that from this point on control of 
prices will rest largely in their hands, 
there is a wide divergence of opinion as 
to the most practical application of this 
control in respect to the present mar- 
ket. The larger organizations which 
have recently dominated the situation in 
this territory declare motor fuel prices 
are still too low and have consequently 
marked up their New Navy quotations 
from ¥%, to 1 cent per gallon, whereas 
some of the smaller concerns who are 
anxious to market their output currently 
feel that the advance has already been 
discounted and favor passing the in- 
crease on to the jobber. 

The net result of such a condition is 
that there is very little business being 
transacted. The large caqncerns which 
have ample storage facilities and money 
to operate without an eye to immediate 
sales are showing very little concern 
over the present dearth of orders. Most 
of them admit that they do not expect 
to do any great volume of business on 
present quotations unless the second tank 
wagon advance expected materializes, 
but expressed themselves as content to 
store their products against the spring 
and summer demand. As they see it, 
every gallon of gasoline stored today will 
return a handsome profit 30 days hence. 

Apparently this is a logical inference. 
The industry as a whole is confident that 
further advances in crude in this terri- 
tory are imminent. If this is so, it is 
reasonable to expect that other tank 
wagon advances will be forthcoming. 

Interested in Spot Market 

On the other hand, there is much to 
be said from the standpoint of the small- 
er refiner. Practically none of these 
organizations is in a position to carry its 
finished products over an extended period 
of time, consequently, they are interested 
solely in the development of an active 
spot market, which will permit them to 
show a narrow margin of profit and hold 
on to their existing crude connections 
until such time as the spring demand 
wil! warrant higher prices. 

There is another angle that enters into 
this question which is not always taken 
into consideration—the matter of con- 
tracts. The majority of contracts in 
force in the Mid-Continent Fie!d are held 
by the large refiners, as these concerns 
are the only ones in this territory in a 
position to guarantee delivery over such 
a period as a year. This enables such 
companies to secure relief from a source 
not ordinarily open to the smaller plants. 

An example of this may be seen in 
the present situation. ‘The advance in 
the Indiana tank wagon has to date fail- 
ed to stimulate spot buying as was an- 
ticipated, but those jobbers who have 
contracts on the tank wagon are taking 
out their maximum requirements, as the 
Indiana increase removes the last possi- 
bility of lower tank wagon prices. As 
there are more marginal contracts in ef- 
fect in this district this year than ever 
before these shipments are to a great 

extent responsible for the refiners’ abil- 
ity to maintain prices. 

While this outlet furnishes a great 
measure of relief to the larger concerns 
who can well afford to store the rest 


of their output, it is of very little help 


By J. B. GAMBRELL 


REFINED MARKET BAROMETER 


Tank wagon advances in various parts of the country during the past week are 
causing refiners in the different districts to believe that at last these price structures 
will move forward to the point where both the manufacturer and distributor will 
have a fair margin of profit. Trading of the past month has been seriously hampered 
by the several general increases in the posted price of crude without a corresponding 
advance in tank wagon. This situation is now expected to work itself out and an 
active market is predicted in many quarters by March 1. In the meantime business 


is spotted. 


The outstanding feature of the Group 3 and Kansas market has been the ad- 


vance of 1 cent in the tank wagon of the Standard of Indiana territory. 


Refiners 


are divided on whether they should absorb any of this increase or pass it on to the 
jobber, whose margin is uncomfortably close. Larger organizations, which dominate 


territory, however, have advanced New Navy quotations % to 1 cent. 


There are 


practically no sales at top prices, but refiners are content to store products in antici- 
ration of a stronger market in the near future. Blends and natural gasolines ad- 


vanced. Fuel oil about the same as last week, with kerosene weaker. 


tions marked up. 


In Pennsylvania, the refined oil market is still seriously handicapped by 
Embargoes are still in effect on the D. L. & W., Lehigh Valley, 


railroad situation. 


Central Railroad of New Jersey, and New York, New Haven & Hartford. 


Neutral quota- 
the 
Other 


carriers are handling petroleum products. but below normal. Chief concern, of refiners 
of that territory, however, at the present time is the question of securing an adequta 


supply of crude for spring’ and summer operations. 


For the first time in the history 


of that district premiums are being openly offered above the price posted by the Seep 


Agency. 


The. Tide Water Pipe Co. established the precedent, which was followed by 
several of the largest independent refiners. 


The advance of 1 cent by the Indiana Company, effective Monday, February 5, 
proved rather a disappointment to refiners and jobbers of the Chicago district and 


other increases are expected. Spot quotationsare showing wide range, 
Leading sellers offer this product at 13% cents plus 


Navy quoted at 13% to 14 cents. 


with New 


any other tank wagon advances during the month, but so far purchasing has not 
been stimulated and February is not expected to show any heavy buying unless 


weather improves. 
tendency to weaken. 


Other products are unchanged, with kerosene displaying further 


With comparatively no gasoline stocks on hand, North Texas refiners seem to 
be in a good position to capitalize on the big business which is expected to come with 


the opening up of spring. 


Several refiners have shut down their plants and are over- 


hauling them with a view to estting in shape to meet the anticipated demand. 
North Louisiana is experiencing its first snow in five years, and local consump- 


tion is off. Market conditions are about the same. 


Refiners have advanced all motor 


fuel quotations, but as the bulk of the output of this territory ordinarily goes to ex- 
port, prices are purely nominal as none of the large exporters are buying except the 


'"nion Petroleum Co., which purchased 2,000,000 gallons of kerosene. 


While stocks 


ove not heavy, gasoline storage is increasing to the point where refiners are looking 


for business. 


The outstanding feature of the Hastern refined oil market was the advance of 
10 cents in the price of bunker fuel oil, dve to higher prices and growing scarcity 


of ernde. 
weather. is off 40 to 50 per cent. 
last week. 

Export markets of New 
domestic conditions. 
prices same in Gulf Coast. 


Targe shipments of fuel oil made from New Orleans. 


Consumption of gasoline in New York trade territory, due to unfavorable 
Demand for lubs steady. 


Kerosene not as firm as 


Orleans and Gulf Coast sections reflect strength of 


Lub 








to the small plants, and it is these organ- 
izations which are now suffering most. 
It makes very little difference to the 
companies of the Cosden, Marland, Em- 
nire caliber whether they sell their gaso- 
line today or a month later, but this 
difference may spell disaster for the 
smaller fellow. 
Gasoline and Naphtha 

With a range of 1 cent in the price 
asked for New Navy, quotations are 
largely nominal. Many refiners were dis- 
tinctly disappointed in the Indiana ad- 
vance. They expected at least a 2 cent 
raise and feel that a healthy market 
condition demanded at least this much. 
While it is too early yet to forecast what 
will be the ultimate outcome, jobbers in- 
terviewed on the subject declare they 
cannot afford to pay 14 cents for New 
Navy and continue in business, and un- 
less there is another tank wagon ad- 
vance shortly, it is anticipated February 
will be a rather dull month. 

Naphtha has been advanced by leading 
refiners in keeping with straight run 
prices but very little is moving at current 
quotations. The action of high gravity 
gasoline is most peculiar. While New 
Navy has been marked up roughly 3 
cents during the past six weeks, the 
higher grade motor fuels have reflected 
none of this strength, and are little, if 
any stronger. The Union Petroleum Co. 





has bonght a little #4-46 for export 
during the past week, but not eno: 
materially strengthen prices though this 
concern is understood to be paying a half 
cent per gallon more than two weeks 
ago. 

Natural Gasoline and Blends 

Natural gasolines are up from % to 
1 cent per gallon, and manufacturers re- 
port a fair demand. The most interest- 
ing phase of the present natural gaso- 
line situation is the attitude of the 
Standard of New Jersey. This com- 
pany, which is the largest single pur- 
chaser of natural gasoline, in the terri- 
tory since the withdrawal of the Stand- 
ard of Indiana, a couple of years ago, 
is now out of the market, which has 
opened up a wide field of speculation in 
natural gasoline circles. Representa- 
tives of the New Jersey company have 
made no statement on the subject other 
than that they are not in the market at 
the present time, but many of the trade 
are wondering whether this company 
will follow in the footsteps of the Indi- 
ana organization and cease to be a Mid- 
Continent market factor. 

While this belief is not held in well in- 
formed circles, some observers point out 
that with the rapid decline in Mexican 
crude, of which the New Jersey company 
has been a large user, and its replace- 
ment by California oil of higher gasoline 


content would indicate that this eon. 
cern would not require as much natural 
gasoline in the future as in the past. 
It is also pointed out in this connection 
that the increasing volume of Mid-Cop. 
tinent crude moved to the Bayonne plant 
by the Prairie will reduce the amount of 
natural gasoline required for blending 
purposes. The New Jersey company did 
not really become a factor in the Mid- 
Continent situation until last May, put 
since that time it has bought heavily 
both on spot market and through ¢op- 
tracts, and is known to have had as 
many as 800 cars roll into its Bayonne 
piant in a month. from its purchases and 
subsidiaries. Manufacturers on _ the 
whole, however, are not disposed to at- 
tach any particular significance to the 
New Jersey’s present attitude and feel 
that its lack of interest in natural gaso- 
line is only temporary. The tank wagon 
advance in New Jersey territory was 
welcomed by manufacturers having con- 
tracts with this company, as all of their 
contracts are based upon a _ percentage 
of the tank wagon. 

Because of the advance in both nat- 
ural gasoline and naphtha, blenders have 
been forced to raise their prices from \ 
to % cent but demand is light and there 


does not seem to be a_ great volume 
moving. 
Burning Oils 
Tank wagon reductions of kerosene 


have had a further depressing effect on 
this product which has been exception- 
ally weak and several refiners are re- 
ported to have made price concessions 
to move their products. One of the large 
exporters is understood to have bought 
a small quantity at a ridicu‘ously low 
price but as there is no domestic demand 
of consequence, refiners do not care to 
take.the chance of having to carry it over 
until next season. 
Neutrals 
Practically all of the leading manu- 
facturers of lubs have advanced their 
quotations from % to 1 cent per gal- 
lon. The.demand for Inbs has been ex- 
tremely good and refiners say they have 
all the business they can conveniently 
handle. Bright stocks are also stronger, 
one concern recently sold 60 cars for 
shipment to the Pacific Coast where the 
Mid-Continent product is coming to be 
used extensively. Heretofore, it has 
been almost impossible for refiners of 
this territory to interest California deal- 
ers in bright stocks made from Mid- 
Continent crudes despite their superior- 
ity in many respects. 
* Fuel 
Fuel and gas oil show very little 
change. There seems to be a pretty 
good demand for fuel oil for those con- 
cerns whose plants are located on the 
Katy or Frisco lines as a number of re 
finers who have contracts with these 
roads are behind on their shipments and 
are buying in the open market. Mid 
Continent refiners have not as yet reach 
ed any definite adjustment with the car 
riers but are still conducting negotia 
tions. In the meantime, most of them 
have some tentative arrangement. 
Road Oil 
About the most active product of the 
Group 3 market at the present time * 
road oil, judging by the inquiries. Cout 
ty commissioners throughout the Mid 
dle West are now busily engaged in a 
cepting bids for 1923 and marketers are 
keeping the wires hot asking for quot 
tions from refiners in a position to fur 
(Continued on page 74) 
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Bell Five-Inch Pumping Outfit 


CAPACITY 


2,000 Barrels Per Day 


5-in. x 8-ft. Steel Working Barrel 

4%/,-in. All Steel Traveling and Standing Valves 
114-in. Polish Rod and Stuffing Box 

Special Anchor Packer 











6 boy equipment is being used with wonder- 
ful results in the Burns-Peabody and Flor- 
ence, Kansas, fields, including such well known 
producers as the Phillips Petroleum Company, 
Atlantic Oil Producing Company, and others. 


Having a capacity of over 2,000 barrels of 
fluid per day, the Bell Five-Inch Pumping Out- 
fit is proving the salvation of wells which pro- 
duce large quantities of water, and also those 
wells which have to be agitated to make them 
flow, but which flow with such great pressure 
that they cut the oil, when equipped with ordi- 
nary working barrel and valves. 


The effect of the operation of this outfit on the 
well is one of continuous swabbing, but at the 
cost of pumping only. 





Write us for full Instructions Relative 
to Installation and Operation. 


MANUFACTURED BY 


BELL PUMP COMPANY 


BARTLESVILLE, OKLAHOMA 
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Pipe Line Financial Statements Healthy 


First Reports Received for 1922 Show Marked Improvement Over 
Those of Previous Year. Standard {Dividends Attract Interest 


By N. O. FANNING 


New York, Feb. 5.—The Standard 

Oil Co. of New York last Friday declared 

a dividend of 35 cents 

per share on the new 

25 par value stock, 

payable March 15 to 

stockho!ders of record 

February 3. This is 

an increase over the 

rate pa‘d on the old 

$100 par stock before 

the declaration of a 

$200 stock dividend, 

and thus proves inac- 

curate the impression generally held in 

Wall Street that the Standard Oil units 

which had declared stock dividends re- 

cently would stick to the policy of mak- 

ing no change in aggregate dividend pay- 
ments. 

The rate of 35 cents quarterly on the 
$25 par stock is equivalent to $16.80 per 
per annum on the old $100 par 
The company has paid on the old 
stock $16 per annum during recent 
years. Wal! Street is looking forward to 
the time for dividend action of the Stan- 
dard Oil Co. of New Jersey, which late 
last year paid a stock dividend of 400 
per cent on the common stock. Dividend 
action is expected within the next few 
weeks. 

Another feature of the oil stock market 
during the past week was the publica- 
tion of the financial reports of the Stan- 
dard Oil pipe lines of the southern group 
for 1922. ‘These are the first important 
financial statements of oil companies to 
make their appearance. In the case of 
the big refining, marketing and producing 
companies, the financial statements are 
not completed until March, April or May, 
due to the necessity of fixing deprecia- 
tion, tax charges, ete. 

The financial statements of the pipe 
lines showed marked improvement over 
those for the prévious year, which was 
natural in view of the all-around improve- 
ment in the petroleum situation. The 
Cumberland Pipe Line Co. increased its 
net earnings five-fold, and showed a sur- 
plus at the close of 1922 of $768,538 even 
after allowing for the stock dividend, 
amounting to $1,500,000 in par value. 
The Eureka Pipe Line Co. increased its 
net almost 50 per, cent, while the Svuth- 
west Pennsylvania approximately doubled 
its net earnings. Al! but Cumberland, 
which paid a stock dividend of 100 per 
cent, added to their surp.us during 1922, 
as their earnings more than covered divi- 
dend payments. 

The pipe line reports ure, generally re- 
garded as the forerunner of a series of 
financial reports of oil companies showing 
much improvement over those for 1921. 
To what extent oil stocks have discounted 
this improvement remains to be seen, 

Financial Notes 

The Anglo-Persian Oil Co., recently 
made a public offering of 850,000 ordin- 
ary shares of stock of a par value of 
Ib1, at Ib3 15s. each. This offering is 
said to have been greatly oversubscribed. 
The sale netted the company approxi- 
mately $15,000,000. The Oil and Gas 
Journal of July 27, 1922, published an 
article which revealed to the public for 
the first time the remarkable strides 
made by the company in oil production 
in Persia, which success is believed to be 
largely responsible for the hearty public 
response to the recent stock offering. 

'The Cumberland Pipe Line Co. reports 
for the year ended December 31, 1922, 
net profits of $728,605, equivalent to 
$24.12 per share on the $3,000,000 capi- 
tal stock, as compared with net profits 
of $301,013, or: $20.06 . per. share on 


share 
stock. 


Room 734, 


$1,500,000 stock outstanding in the pre- 
ceding year. ‘The income account for 
the year, 1922, compares with the previ- 
ous year as follows: 
1921 
301,013 
180,000 


1922 
723,605 
180,000 
543,605 
1,724,933 


Net profits 
Dividends 


Surplus 
Previous surplus 
2,268,538 
1,500,000 


Total surplus 
Stock dividend 





Profit and loss 

surplus 768,538 1,724,933 

The balance sheet of the Cumberland 
Pipe Line Co., as of December 31, 1922, 
compares with 1921, as follows: 


No. 30 Church St., 


New York. 


Assets 
1921 
$4,245,687 
909,682 
105,270 
348,197 


Other investments 
Accounts receivable 
167,330 





$6,548,093 $5,608,836 
Liabilities 
$3,000,000 
1,926,336 
12,029 


$1,500,000 
1,565,133 
85,045 


Capital stock 
Depreciation 
Accounts payable 
Oil purchased and sale 
contingency 
Surplus 


733,725 


768,538 1,724,933 





$6,548,093 $5,608,836 

The Eureka Pipe Line Co., reports for 
the year ended December 31, 1922, sur- 
plus after dividends of $232,603, com- 





NEW YORK STOCK EXCHANGE—LIST OF ACTIVE STOCKS 


Stock— Par 
Associated Oil e 100 
Atlantic Refining, common .. 100 
Barnsdall “A” 26 
. Caddo Central Oil 
. California Petroleum, 
. Cosden & Co., common 
General American Tank 
. General Asphalt 
. Houston Oil 
. Indiahoma Refining 
. Indian Refining 
2. Invincible Oil 
. Island Oil & Transport 
. Kansas & Gulf 
. Marland Oil 
}. Mexican Seaboard 
. Middle States Oil 
. Oklahoma Producing & Refining... 
. Pacifie Oil 
. Pan-American, common 
. Pan-American “B” 
2. Panhandle Producing & Refining.. 
3. Phillips Petroleum 
- Pierce Oil, common 
. Producers & Refiners 
5. Pure Oil Co., common 
27. Royal Dutch, N. Y., sh 
. Shell Transport 
. Shell Union, common 
. Sinclair Consolidated, 
. Skelly Oli 
2. Standard of California 
3. Standard Oil of N. J. 5 
. Standard of New Jersey, preferred 100 
. Superior Oil os 
. The Texas Co. 
. Texas & Pacific 
. Tide Water Oil 
. Transcontinental 
. Union Tank, preferred 
. White Eagle Oil & Refining 
2. White Oil ations 


common. 


Sarma % 


common 


Coal & 


. Anglo-American Oil 
. Borne Scrymser 
. Buckeye Pipe Line 
. Chesebrough Manufacturing, 
. Continental Oil 
. Crescent Pipe Line 
. Cumberland Pipe Line 
. Eureka Pipe Line 
. Galena-Signal, common 
. Illinois Pipe Line 
3. Indiana Pipe Line 
. National Transit 
. New York Transit 
5. Northern Pipe Line ... 
« Glo Cll CO, .oce.n. 
. Penn-Mex. Fuel . 
. Prairie Oil & Gas 
60. Prairie Pipe Line 
. Solar Refining Co. 
. Southern Pipe Line 
. South Penn Oil 
64. South West Pa. Line 
65. Standard of Indiana 
6. Standard of Kansas 
. Standard of Kentucky 
. Standard of Nebraska 
. Standard Oil of N. ¥. 
. Standara of Ohio, common. 
. Swan & Finch 
. Vacuum Oil 
. Washington Oil 1 


com.. 


. Cities Service, banker's shares 4 

. Gulf Oil Corporation of Pa. 

. §Humble Oil & Refining 

. §Imperial Oil (Ltd.) 

. §International Petroleum 

. §Magnolia Petroleum 

. Mammoth Oil “A” 

*Bid, no sales. fIn dollars. 

clared; now being paid in scrip. 
xCents per share. 


Annual Closing Quotations Range, 
Dividend Feb. 6 
6 *125% 
4 142 
31% 


1922 
L 


i oo 
Cat aR ar 


ee 


va Ten woe 
NOP eR ROM DDH Mets 
2 Po 

FEF ¥ 


0 20 
Miscellaneous Stocks 
$21 


4.8 


55% 53% 44 40 


t6 per cent in cash and 15 per cent stock dividend de- 
$Quotations furnished by Carl H. Pforzheimer & Co. 


The Oil and Gas Journal’s weekly average price of 20 representative petroleum stocks 
listed on the New York Stock Exchange weekly was as follows: 


December 
December 
December 
December 
November 
November 


Jan. 
Jan. 
Jan. 
Jan. 
Jan. 


November 14 
November 5 
October 31 
October 24 
October 17 
October 10 


pared with deficit after dividends y 
$73,662 in 1921. Income account for 
the twelve months ended December 31, 
1922, compares with 1921 as follows: 
$ 632,60 on 
32,603 
400,000 : Pr 


6 ————. 
$ 232.603 * 13,662 


Profits sa 
Dividends 
Surplus 
*Deficit. 
The balance sheet of the Eureka Pipe 
Line Co., as of December 31, 1922, gop. 
pares with 1921 as follows: 
Assets 
1922 1921 
. «$10,813,420 $10,799,495 
1,895,160 1,167,619 
251,302 260,241 


99,855 
591,206 


———— 
$12,911,407 


Investments 
Accounts receivable 
Oil purchase and sales 


contingencies 190,243 


346,612 

$13,496,737 
Liabilities 

$ 5,000,000 $ 5,000,099 

4,322,616 3.988.511 

395,150 431,527 

3,778,971 3,546,969 
$13,496,737 $12,911,407 

Frank Phillips, head of the Phillips 
(Petroleum Co., has denied reports re 
cently current to the effect that the 
company contemplated some new finane 
ing in the way of a bond issue. 

The Southwest Pennsylvania Pip 
Lines Co., reports for the year ended 
December 31, 1922, net profit of $315,871, 
equivalent to $9.02 per share earned on 
the $3,500,000 capital stock, compared 
with profit of $161,970, or $4.63 per 
share, in 1921. The income account for 
1922, compares with 1921 as follows: 

1922 1921 


315,871 $ 161,91 
245,000 210,000 


*$ 48,030 
750,073 


Capital stock 
Depreciation 
Accounts payable 
Surplus 


Net profit 
Dividends 


70,871 
702,043 


Surplus 
Previous surplus 


Profit 
surplus 
‘Deficit. 

The balance sheet of the Southwest 
Pennsylvania Pipe Lines Co., as of De 
cember 31, 1922, compares with 1921 a 
follows: 


and loss 


772,914 $ TORO 


Assets 
1921 
$4,142,682 
Other investments 
Accounts receivable 
Oil purchase and 
contingencies 


$5,704,654 
$3,500,000 


1,286,156 
214,588 


$5,881,581 
Liabilities 


Total 


Capital stock 

Depreciation reserve 

Accounts payable 

Oil purchased and 
contingencies 

Profit and loss surplus 


1,385,603 


2,267 

772,914 708,04 

Total $5,881,581 $5,704,654 

The preliminary financial report @ 
the White Eagle Oil & Refining Co., fw 
the final quarter of 1922, shows ea 
ings of approximately $740,000, as cm 
pared with $533,580 in the same quartet 
1921. Earnings for the year, 1922, wet 
approximately $3,400,000 before depretit 
tion, depletion, federal income taxes 
bock adjustments, compared will 
$1,528,417 in 1921. Gross sales a 
to $13,834,818 and consisted of 13722) 
358 gallons of oil. 

{The Ohio Oil Co., has declared a quit 
terly dividend of 75 cents per share, MF 
able March 31, to stock of record, 
ary 24. 

It is reported in financial circles t# 
the Sinclair Crude Oil Purchasing 
plans to offer to the public $20, 
5% per cent three-year notes. A 
ago the initial offering amounting ® 
$20,000,000, was made out of a 
thorized issue of $50,000,000. The 
pose of the issue is said to be to 
the organization. 
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rge refinery 


insures unifor 
in Marland Oils 


Marland Oils are always the same—always 
good. Every process—from the arrival of 
our choice Oklahoma paraffin crude through 
our own pipe lines, to the shipping of fin- 
ished products in Marland tank cars, drums 
or cans—is centralized in the ONE large 
Marland Refinery, under direct Marland 
supervision. Marland Oils will please you 
and your trade—not once in awhile, but 
EVERY time. Write, wire, or ‘phone us 
now for samples, specifications and prices. 


MARLAND REFINING CO. 


General Offices and Refinery, Ponca City, Okla. 
Division Sales Offices: 
208 S. LaSalle, Chicago 11 Broadway, New York 
321-2 Finance Bldg., Kansas City 
Cable Address: “Marlanoil, Newyork” 











Marland Bright 

Stock is ideal 

for blending 

high grade 

motor oils. ee 2-44 
Send for : 

sample. 


MAR LAND D OILS 


always the Same~ always good 
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Building With 
Steel_and Men 


The big task in any business ts to 
bring cold, actual facts and stern 
realities into conformity with the 
high ideals of its founders. This 
is properly the problem of an in- 
telligent executive personnel oper- 
ating efficiently through sound 
organization. Good steel plate 
construction can result only after 
their patient adjustment and care- 
ful correlation of interdependent 
factors. 

















COLD STEEL is one factor. It 
must be moulded, riveted and 
forgedintoa useful form. It must 
become compliant to the designers. 





M EN—with their reasoning 
power, weaknesses and errors— 
are a more important human fac- 
tor. Their dominating passion for 
achievement and orderly progress 
constitutes the saving leaven for 
any enterprise. 


It has been our recognition of 
these basic truths which has con- 
tributed so largely to the high 
standing of P. I. W. Steel Plate 
Products in many American indus- 
tries. 


‘‘The TANK BUILDERS Build ’em Right’’ 






THE PETROLEUM IRON WORKS 
COMPANY 


Sharon, Pennsylvania 
Sf. LGUIS TULSA HOUSTON 
CASPER SAN FRANCISCO 


NEW YORK 
TAMPICO 





























TANK WAGON ADVANCES RELIEVE 
NORTH TEXAS REFINED MARKET 


By Staff Correspondent. 


Fort Wortu, Tex., Keb. 6—With 
tank wagon advances yesterday coming 
simultaneously in Standard of Indiana, 
Louisiana and New Jersey territories, all 
of which are profitable trade zones for 
north Texas refined products, refiners of 
this district are momentarily relieved 
from the precarious industrial position of 
the past month when constantly mount- 
ing raw material costs and stationary 
retail price structures jeopardized the 
continuation of operations. 

During the entire month of January 
it was practically impossible to reach a 
definite conclusion as to refinery markets, 
as there were three advances in the 
posted price of crude oil without any 
corresponding general increase in the 
tank wagon markets of the country. As 
a consequence, it has been and is still 
to a certain degree, a rather difficult 
matter for refiners and buyers to agree 
on the matter of price, as the refiners 
have had the cost of their raw material 
advanced all the way from 30 cents to 
70 cents per barrel—depending upon the 
grade of crude being used—which natural- 
ly necessitated a proportionate increase 
in the price at which they must sell 
their finished products, while the buyers 
on the other hand, particularly the 
domestic jobbers, have had few if any in- 
creases in tank wagons which has com- 
pelled them to purchase at as low a price 
as possible unless they were willing to 
do business for nothing. 

ordination the Question 

The grave question in the minds of 
refiners in this territory at the present 
time is whether now that tank wagons 
show a disposition tv increase will some 
degree of co-ordination be developed be- 
tween these advances and future crude 
increases. Refiners are selling only such 
material as they are compelled to dispose 
of for financial reasons or lack of storage, 
as they believe that the advances in the 
price of crude oil are but the forerun- 
ners of further increases and, conse- 
quently, they should be able to secure 
a higher price for their gasoline later on. 

A number of north Texas refiners are 
taking advantage of this period of re- 
adjustment to repair and overhaul their 
plants. Two or three are closed and ex- 
pect to remain down nearly all of this 
month, while others. expect to reduce their 
crude runs considerably in the near 
future. The experience of the past 60 
days in the north Texas refining area 
has demonstrated conclusively one thing 
—the growing stability of the refining 
industry in this district. Had such a 
condition as the one confronting the 
north Texas refining industry during the 
past two months occurred a year or 80 
ago, it would have spelled disaster for 
practically every concern in the business. 
Now, however, due to the elimination of 
the great majority of financially weak 
companies and the better co-operation 
which prevails among the remaining ones, 
the industry in this district has been 
able to pull through in pretty good shape. 

The outstanding feature of the north 
Texas market at present and during the 
past month is the way in which New 
Navy gasoline prices have stood up. A 
close investigation, however, develops the 
fact that in the first place there is very 
little gasoline in storage in this district 
and in the second place, sales managers 
have figured that with crude oil con- 
stantly on the advance they had to in- 
crease gasoline prices if they expected to 
operate. Asa result of these two factors, 
gasoline prices in north Texas during the 
past 60 days have been higher than in 
Oklahoma, a condition which is usually 
the reverse. 

The placing of north Texas on a freight 
rate basis of 2% cents per hundred over 
Group 3 when, heretofore, it has been 
as high as 10 cents per hundred, has 
also been a contributing factor, as it has 
enabled sales managers in this district to 









compete with Oklahoma refiners op 3 
very satisfactory basis, although to date 
few plants have taken advantage of this 
opportunity because they were abie to 
get better prices in their own trade te. 
ritory. 

Natural Gasoline Stronger 


Natural gasoline, which for a time rp. 
mained stationry, even in the face of aq. 
vances in the price of straight rup prod: 
ucts, has recently shown a little strength 
prices having been advanced approyi. 
mately one-half cent per gallon during 
the week. The improvement seems ty 
be seasonal and due to the demand fo, 
higher gravities and lower initia] fo 
motoring during the cold weather rather 
than a desire on the part of refiners ty 
increase their gasoline output, or an ip. 
provement in the demand for blends. With 
blending naphtha and natural gasoline 
commanding prices almost on a Parity 
with New Navy, blenders are finding 
their product moving very slowly and 
many natural gasoline manufacturers 
who ordinarily blend are selling their 
product raw. 

Kerosene is still very weak and with 


the reduction in burning oil tank wagons 
there is little indication of an improve 
ment. The chief trouble with this prod- 


uct apparently lies in the lack of export 
business. Exporters are now beginning 
to purchase small quantities at around 
3% to 4 cents per gallon and if refiners 
are willing to sacrifice their kerosene at 
this figure will probably clean out surplus 
stocks, which will enable refiners to ad- 
vance their domestic quotations to a level 
comparing more favorably with the price 
they are now paying for crude. Spot 
prices have declined approximately one. 
quarter of a cent per gallon during the 
past 10 days, 


Gas oil is commanding almost as good 
a price in this territory as in Oklahoma, 
another condition which is rather w- 
common. It is probably due to the fact 
that many Oklahoma refiners are now 
cracking their own gas oil and others are 
storing it in anticipation of utilizing it 
in this manner in the near future. Many 
buyers accustomed to cover their require 
ments in Oklahoma and Kansas are now 
coming to Texas refiners, especially since 
the reduction in the freight differential. 
Stocks are light and sales managers de 
clare they have no trouble in moving 
their current output. 

Although there is very little demand 
for fuel oil in large quantities, inquiries 
for small amounts are plentiful and re 
finers are moving a large share of their 
current output. Stocks have been heavy 
all winter and are still slowly increasing, 
but not fast enough to warrant conctes 
sions in prices as is evidenced by the 
fact that there is little difference betwee 
quotations in this and the Group 3 
district. 


ERECTING WAREHOUSE 








CasSPER. Wyo., Feb. 5.—The Frick- 
Reid Supply Co. has commenced erection 
of a large warehouse and storage plant 
for 9il well supplies here. This compaly 
is represented here by George D. Payne 
The Northwestern Supply Co. is now the 
agent for a new type of contro! head that 
appears to be well received in this regidl. 
This control head has a three-way outlet 
and gives absolute control over a for 
ing well either with the tools in the 
or out. 


INQUIRIES FOR THRITY-TWO & 








The Sinclair Pipe Line Co. has ® 
quiries out for thirty-two 55,000 
tanks to be erected at the 16 pumpim 
stations of the line. It is expected te 
contracts for these tanks, pumps so 
other supplies and equipment for the lis 
will be let within the next week. 
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‘ Producing 1,200 bbis. 

McIntosh Lease, Beggs, Okla., ; 
pa | , Well No, 1 es seeioed Over 2,000,000 bbis. of Crude Since August, 1919 
‘is prod- 
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— — “P & R” ONE OF WORLD’S LARGEST 
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= _ PRODUCERS OF PETROLEUM 
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ahem compan that state. This company now ide unquestioned 
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he a Mountain Field. 


“gb lnegest pro- 
“yf ucers and Refiners Corporation is among the 

in donc Ciene cede Clos, and is Seeine Sere 
yaa activities on an maportenit scalein several other leading 
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” refineri inghead lente and tank cars 
iu heen this en Ne i og that hip ctr — 
ore fl leum Products remain under the company’s psy care 
en beat throughout their journey from well to buyer. Rocky mage 
ese _. Mid-Continent and Chicago sales offices assure painstaking a 
oe tention te the needs of buyers in every section. 
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REFINERY AND CRUDE PRICES 


Quotations on Principal Refined 
Petroleum Markets in All the American Oil Fields 


Products and Crude 








A... cad a sinks caw ks.quew seaman 


CHICAGO DIST. (Based on Group 3)— Pe: 6 
50-52 450 end point (Naphtha)..... epeeees 12% 
56-58 450 end point............+.. sete 12% 13 
58-60 437 end point (New Navy)......... 138% 18% 
60-62 400 end point........cccccccsesees: 15% 15% 
0 Bee ee ere err 16% 16% 
eT TP OOPUe TT ee re 18% .18% 

OKLAHOMA (Group 3)— 

50-52 450 end point (Naphtha)............ 12 12% 
56-58 450 end point. .......cccccccrvecces 12% .12% 
56-58 437 end point (New Navy).......... 12% 13 
58-60 437 end point (New Navy)......... 13% 13% 
- 60-62 400 end point........ccceeccecveens cr 15 
64-66 375 end podnt......ccccccccccsecesi 15% 16 
68-70 350-365 end point......-..-eeeeeees 17% 

KANSAS— 

58-60 437 end point (New Navy)........- 13% .14 

NORTH TEXAS— 

48-52 450 end point (Naphtha)..........+. ot 12% 
50-52 440 end point (Naphtha)............ 12% 13 
BEES 450 ond point...ccecccvccccccccecets 12% roe 
58-60 487 end point (New Navy)......-.> 13% .138% 
60-62 400 end point.......ccccccccccccees ‘14% 15 
64-66 390 end point.......ccccccccccceces 15 15% 

NORTH LOUISIANA-ARKANSAS— 

50-52 450 end point.......++.eeeeeeeeeeee 12 
56-58 450 end point...--....ssecceecesees 13 

58-60 437 end point (New Navy)........+. 13% .14 
60-62 400 end point. .......ccccccccccceee 16 

64-66 875 end point.....ccccccccccccccces 18% 
64-66 300 end point. ....ccccccccccccccecs 18 

ROCKY MOUNTAIN STATES— 

58-60 487 end point (New Navy).......-- 16 

PENNSYLVANIA— 
ee ET Pee Tee TT LT Te 14% 
ee Wr rrter ert Ce 14% 
ND. ks can danvesed ase sesh eeeena 15 
NR So osc kewaneank eéReam maaan te 15% 
NR oc wale wating eleeee gh aw eeen 16% 
IR... so ce cetebeowneds Capen <aee 17% 
CE. ccnckadeceades eee heme gene 18% 
NE, ccicbe chee caeees ee tA eGeeieee ton 


GASOLINE AND NAPHTHA 


* 


NATURAL GASOLINE 


CHICAGO DIST. (Based on Group 3)— = Feb. 6 
80-84 compression, 330 end point.......... 11% .11% 
72-76 absorption, 375 end point............ 12% .13 

OKL: AHOMA (Group 3)— 

Grade A, 72-76, under 375 e.p., rec. 90%.. .18% .14% 
Grade B, 76-80, 875 end point, rec. 88%.. 18% .18% 
Grade CG, 80-84, 375 end point, rec. 85%.., .13 13% 
Grade D, 80-84, 330 end point, rec. 80%.. .12% 13% 
Grade BE, 84-87, 330 end point...........+. 12% 13% 
Grade F, 87-90, 330 end point............ 12% .13% 

NORTH TEXAS— 

80-84 compression... .-++++eeereeeeeeeeeees 12% 12% 
84-90 compression. .....-.-ceeeeeececeerer. 12% .12% 
TEED GROOMER. 0.5 Socc cvccescosasvcseess 12% 13% 
76-82 SEO «.c.adg dete cendaensadeeree @ 12% .18 

NORTH LOUISIANA-ARKANSAS— 

80-88 compression. ........+eccccesesesces 12% .12 
BURNING OILS 

CHICAGO DIST. (Based on Group 3)— = Feb. 6 
41-48 water white Kerosene........+.....6) 04%, .05 
42-43 water white Kerosene............i0 05 .05% 

OKLAHOMA (Group 3)— 

41-43 water white Kerosene............+- 04% 04% 
42-43 water white Kerosene............+6 04% .04% 
44-46 Kerosene Distillate..............+.. 06 06% 
45-47 Kerosene Distillate (500 end point). .07% .08 
46-48 Kerosene Distillate (480 end point). .07% .08. 

KANSAS— 

41-43 water white Kerosene.............. 04% .05 

NORTH TEXAS— 

41-43 water white Kerosene............ ++. 04 04% 
41-43 prime white Kerosene.............. 03% .04 
40-42 prime white Distillate.............. 03% .04 

NORTH LOUISIANA-ARKANSAS— 

41-483 water white Kerosene.............. 04% 

ROCKY MOUNTAIN STATES— 

40-42 prime white Kerosene............... 07%, 

PENNSYLVANIA— 

43 Kerosene prime white................. 07% 
45 Kerosene water white................. 07% 
46 Kerosene water white.......-......... 09 
EEE TOPO PCC OEE 10 


.16 


14%, 


12% 


04% 
03% +0414 


Jan. 30 
12 
12% . 
: a 


18 


<> 
12% . 
12% .13 
13 


15% . 
16% . 


13% . 
11%. 
11% . 
12 


13% . 
15% .16 


05 


05 


044% 
07% 
07% 


07% 
09 


10 








LONDON 
Feb. 6 Jan. 30 Tan, 28 
Bunker Fuel Oil, delivered, ton (shillings). .60 60 60 
FUEL OILS 
CHICAGO DIST. (Based on Group 3)— Feb.6 Jan. 30 Jan, 23 
24- 26 Fuel Oil (sellers’ cars, Group 3)....105 1.15 105 115 1.05 145 
22-24 Fuel Oil (Arkansas)............... 85 90 .70 ‘ .70 80 
Re ere 03% .038% .03 03% 03% 03% 
KANSAS (Group 3)— 
a co sin aesksa- one bn wae aaikioue ees 105 110 1.05 110 110 135 
2 CS Cede akubnne sae eedowene a 084% .03% 08% .03% 02% 
36.38 RS pid ne oemdieae seat na siete e 4% 08% 038% 08, 03% 03% 08% 
OKLAHOMA (Group 3)— 
24-26 uel Oil (buyers’ cars)............ 9 100 9 100 9% 19 
24-26 Fuel Oil (sellers’ cars)............. 1.00 105 1.00 1.05 100 16 
28-30 Fuel Oil (sellers’ cars)............. 1.10 115 110 115 110 135 
OS a ae 034% .08% .08 08% 038 . 
38-40 Straw Distillate.................06. 08% 08% 08% 08% .03% 08% 
NORTH TEXAS— 
a eh dea ray Stee a ah auriok'v 0s 9 10 9 10 99 10 
NE aod bags thowisinad ar Ccamouel 100 1.10 100 110 99 16 
ERR A ae eee eran we 02% .038 02% 03 02% 
oc beg a cdvin sais alSdéeneses i 02% .08% .02% .03% .02% By 
38-40 Straw Distillate................... 03 03% .03 03% 03 08% 
NORTH LOUISIANA-ARKANSAS— — 
Sa a Se Sia 1.05 1.15 1.05 1.00 
. J... <a ee eee 03 08% .0381%4 03 
38-40 light straw distillate................ 03% 08% 03% 
GULF COAST (SOUTH TEXAS)— 
eS arc atic tauiiaSEe lt aeticale od 04 04% . 0414, 04 04 
NE No ig i caninadeadcucacd 135 140 1. 35 140 1.35 19" 
Pe ey pam 
IE a cae ee 06% 06% .06 
NR css) wansinsoinepnsainlnerach 08% 06% 06% 
ES i's d5e-d 00S vee ecdoSecawa nasa .08 07% 07% 
NEUTRAL OILS 
OKLAHOMA (Group 3)— Feb. 6 Jan. 30 Jan. 23 
Pate Neutrals: 
5 vis., 2% color, 20-25 cold test....... 05% 05% 0 0% 0 05% 
00 vis., 2 color, 20-25 cold test.......... 07% 07% 06% 061, .06% 06% 
100 vis., 3 color, 20-25 cold test.......... 06% .07 05% .06 — 05% 06 
150 vis., 3 color, 20-25 cold test...... eee 10% 11 09% 10 09% .10 
150 vis., 4 color, 20-25 cold test.......... 10% .10% 09% .09%, .09%4 .00% 
180 vis., 4 color, 23-28 cold test.......... 11% 12% 10% 114% 10% 14 
180 vis., 3 color, 23-28 cold test.......... 12% .13 11% .12 11% 12 
200 vis., 3 colour, 23-28 cold test.......... 13 13% 12 12% 412 «1% 
200 vis., 4 color, 23-28 cold test.......... 12% 12% .10% 114% 10% 1y 
220 vis., 3 color, 25-30 cold test........... 14 14% 13 138% 138 13% 
220 vis., 4 color, 25-30 cold test.......... 13% .13% 12% .12% 12% 12% 
240 vis., 4 colur, 25-30 culd test.......... 14% .14% 13% .13%% 13% .13% 
280 vis., 3 color, 25-30 cold test.......... 17% .18 16% .17 16% 17 
280 vis., 4 color, 25-30 cold test.......... 16% .17 15% 16 = 15% 16 
800 vis., 3 color, 25-30 cold test........... 18 .18% 17% 18 17% 18 
Red Neutrals: 
180 vis., 5 color, 23-28 cold test.......... 2 11% 4.10 10% #410 «10% 
180 vis., 6 color, 23-28 cold test.......... 10% 10% .09 09% .09 00% 
200 vis., 5 color, 23-28 cold test.......... 11% .12 10% .11 10% 
200 vis., 6 color, 23-28 cold test.......... 0% .11% .09% 10% .09% 104 
220 vis., 5 color, 25-30 cold test.......... 12% .13 11% .12 11% 22 
220 vis., 6 color, 25-30 cold test.......... 11% 124% 10% .11 10% 11 
240 vis., 5 color, 25-30 cold test.......... 13% .14 12% .13 12% 1B 
240 vis., 6 color, 25-30 cold test........... 13% 11% 124% 1% 12Y 
280 vis., 5 color, 25-30 cold test.......... 14% .15 14% .15 14% 1 
2380 vis., 6 color, 25-30 cold test.......... 13% .14 13% .14 13% .14 
300 vis., 5 color, 25-30 cold test.......... 14% .15 ae 317% 2 2 
150-160 vis., 1 color, 40-50 cold test........ 06% 07% 06% 07% .06% 07% 
190-200 dark green, 40-50 cold test........ 0544 .06 05% .06 05% .06 
EN SS A ey ee rere 16 a 15% .16 15% 16 
—_ Bright ER re eee marr 27 26 .28 26 DB 
a 
124-126 White Crude Scale Wax.......... 023% 02% .02% 21% 02% 
PENNSYLVANIA— 
oe Ria aia cua awe waits anes 20 19 19 
giao Aaa ddedss alaraamaieiachae Mahe-aed 24% 24 23 
I AS sa nigid me Maid Se aiins ho UAOE 28 .27 26 
8 Se Pen 30 29 .28 
I nin don dnae begun d wesende 12 1 10% 
NE NL, 5. 6 ki wadedescecawavees 14%. 13% 13 
ae rere 15 15 14% 
600, Pennsylvania flash...............000+. 18 18 17% 
630, Pennsylvania flash..............0..0: .23% .23 22% 
eo SS er ere ore. 16 16 15% 
*600, E filtered........... (eatvecegeass -. 18 18 18 
n.ah.0'60600-06s 8 seme Caed samt 16 15% 15% 
OO rae ae ee wee 20% 22% 22% 
ae peeetcwsaen . 15 13% 13% 
SE I 6.5.66. d Beinn « aan aik'sdeddase 18% 18% 18% 
Pennsylvania Bright Stock..............+. 3A 33% 33% 
7122-124 White Crude Scale Wax........ 02% 08 08 
+124-126 White Crude Scale Wax......... 02% 084% 08% 


*At Warren, Ohio. tAt New York City. 
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REFINERY AND CRUDE PRICES 


.Petroleum Markets in All the American Oil Fields 











COAST (SOUTH TEXAS)— 
Oe otis Stocks : 








fan. 23 RRS Oe err 051%, .06 05% .06 
ge 100 vis., pale oil.........-- .06% 07 06% .07 
No. 2% color, pa vis., oe = seccccccene = 3% — a 
color, Vit, POI Chl... cccccee 4 J 12 
= oe color, 300 vis., pale oil........... 15 16 15 16 
an, 23 Ne 38 color, 500 vis., pale oil........... 18 119 318 19 
= No. 4 color, be vis., - > A * Seal i 2 a. of 
com . 100 vis., pale, filtered....... j 3 
£ 08%, — 2 ait ap vin, pala, Eened........ 12 13 12° 13 
No.2 color, 200 vis., pale, filtered....... 16% 17% .16% .17% 
115 No.2 color, 300 vis., pale, filtered........ 18% 19 18% .19 
; 08% No. 2% color, 500 vis. pale filtered....... 22 2 2 
» 08% No. 214 color, 750 vis., pale, filtered...... 32 33 32 33 
No.5 color, 200 vis., red oil........... 2, 2 10 «11 
1.00 No.5 color. 300 vis., red oil..........-. 12 18 12 18 
5 No. i >) error 15 16 15 16 
1.6 No. 6 color, 500 vis., re 1 
115 No. 5 color, 750 vis., red oil--.....-.-++- 24 2A 
08% MOTOR NATIIRAL GASOLINE (BLENDS) 
| 8% CHICAGO DIST. (Based on Group 3)— Feb. Jan. 30 
© 450 end poimt ...ccccccccccccvccee » 2% .1i 11%. 
1.00 He 450 end point..... occ 13° 18% 11% .12 
1.05 AHOMA (Group 3)— 
, 8 60g 450 Ee Com Sr 12% 12% .11% 12% 
08 GE BONE Gc danesasves cosas cenm 12% .18% .12 .12% 
. = i 13 
0314 68-70 es c rag ee hy eer errr 13 138% $£«&12%. 
_ NORTH ». 
DCE ME cinwscdiesacneesheqee a 124% .12% 11% .12 
ER EE ye 12 12% =<.411% 211% 
PENNSYLVANIA— 
eps. ET IN 15% 14% 
Es bs cinta ERS dene web i = 
aie: gna 6 6kk ek eek a ae © ak ee we Oe 15% J 
io” Tt... ,. 6. ssekstkadeds seesaw niet 15% 15 
*At Sistersville, W. Va. 
NEW YORK DOMESTIC MARKET 
Motor Gasoline: Feb. 6 Jan. 30 
Greater New York, in steel barrels........ R 22 
New York State (outside Greater New a 
York and New England, tank wagon.... .23 22 
an. 23 Bulk, delivered at New York............. 18 18 
05% New Jersey, tamk Wagon......-.....++ee8 + 21% 21% 
05% V.M.P. Naphtha, in steel barrel............ 21 21 
“4 06%, Kerosene : 
% .06 Greater New York, tank wagon........... 15 15 
% .10 New York State (outside Greater New 
% = York and New England, tank wagon... .. 15 15 
oo Bulk, delivered at New York............- 10 10 
py New Jersey, tank wagon...............:- 13% 14 
Bea) Lubricating Oil (industrial) at refinery, 
% 11% Bayonne, N. J.: 
13% Cylinder, light filtered, in barrels......... 37 BT 
% 12% Cylinder, dark filtered, in barrels......... .32 ‘Bc 
% = Oylinder Bright Stock...............0+e0. 45 45 
% - Cylinder, steam refined (600).............. 21% .21% 
eS UI: scmisteadnehckessaninesshs 10 10 
A - Bloomless, white, 30-31 gravity, 170 vis.... .43 43 
404 Bloomless, 885 specific gravity............ 18 18 
| ry Pine al PEN LA Soe ees 19 19 
2 - TR; inccuidenebenahhaunnisn ss 21 21 
4 cr IN. 604s ae 9eesnedesinn pew ahaw aie 23 23 
ki] ‘Ul EES Re ro por 26 26 
tr, 2B Paraffin, 903 specific gravity............. 24 24 
2 ‘toy Mm Spindle, 200 vis. at 100...............--. 2 26 
4 “b Lubricating Oil (motor), discount to dealers : 
Ma 4 et A eee 1.00 1.00 
be) 1% Steam tractors, in barrels.............-++ 1.00 1.00 
os ae nsmission and differential, in barrels... .09% .09% 
i rs a in barrels, pound........... 13 13 
x = Bunker Oil, 14 plus, delivered in barges, bbl. . .1.60 1.50 
a Bunker Oil, 2 plus, at refinery, gallon. ...... 04% 041% 
Y, 02% 3 aging . SS eee .05 05 
xX, fully refined: 
| RR pS Sr ERAS ee oe .03 .08 
) SII. «< cadeeniieacisesene@eale 03% 03% 
ERIS ARR E PO 03%, 03% 
Ss «0 <ntitebaddedcansncewots AY, 04% 
1 *Lighterage, 6.5¢ a barrel -extra. 
y NEW YORK EXPORT PRICES i 
| Feb. 6 an. 
+4 Motor Gasoline, in cases, Ry ee 28% .28% 
3% Nata, Gtsoline CS spec., gallon.. =~ 15% 
’ - ee Re s : 
My Naphtha, 60° F., 63-66 spec. grav.......+. 21 21 
F aeons 60° F., 66-68 spec. grav......... .22 .22 
. ne: 
: Standard white, j 
white, in. bulk, gallon...........: 07 07 
4 Standard white, in pee ng Sere 13% 13% 
women white, in cases, gallon.........-- 16% 16% 
Y T white, in bulk, gallon............-- .08 .08 
ater white in barrels, gallon.........-.- 14% 14% 
Ater white, in cascs, Ros bie i946 6 a9 17% 17% 


"11% .12 
11 #.11% 
10% 
14% 
14% 
14% 
14% 


17% 





Jan. 27.—Prairie Oil & Gas Co. ad- 
vanced all grades of Oklahoma, Kansas 
and North Texas crudes 10 cents. In- 
crease met by all major purchasing mom- 
panies with. exception of Magnolia Pe- 
troleum " 

Jan, 29.—Magnolia Petroleum Co. ad- 
vanced Oklahoma, Kansas and North 
Texas crudes 10 cents with exception of 
Healdton (Okla.) crude of 28° to 30.9° 
gravity which was advanced 5 cents and 
below 28° which was not changed. Ohio 
Oil Co. advanced Grass Creek Elk Basin, 
Lance Creek, Big Muddy, Mule Creek, 
and Sunburst (Montana and Wyoming 
Fields) crudes 10 cents. Midwest Refin- 
ing Co. advanced Salt Creek, Osage and 
other Montana and Wyoming fields in 
which it buys 10 cents. Sepe Purchas- 
ing Agency advanced Pennsylvania, Ca- 
bell and Somerset crudes 10 cents. 

Jan. 30.—Seep Purchasing Agency ad- 
vanced Corning (Eastern)) crude 15 
eents. Standard Oil Co. of Louisiana 
advanced all grades of Northera Louisi- 
ana and Arkansas crudes 10 cents. 

Jan. 31.—Ohio Oil Co. advanced Lima, 
Plymouth and Watrloo crudes 10 cents. 
CaCnadian crude advanced 10 cents. 

Feb. 1.—Seep Purchasing Agency posts 
new price of $3.80 representing a 25-cent 
increase for Bradford-Allegany crudes and 
advanced other Pennsy.vania_ crudes, 
Cabell, and Somerset crudes 10 cents. 
The Texas Co. advanced Currie and 
Mexia crudes 10 cents. 

Feb. 2.—Prairie Oil & Gas Co. ad- 
vanced Oklahoma, Kansas and north 
Texas crudes 10 cents. Advance met by 
all major purchasing companies with ex- 
ception of Magnolia Petroleum Co., 
which met The Texas Co. price of Feb. 
1 for Mexia crude and advanced Corsi- 
eona light (Tex.) 10 cents. Midwest 
Refining Co. advanced Salt Creek, Osage, 
Cat Creek and other Wyoming-Montana 
fields in which it buys, 10 cents. The 
Texas Co. advanced Mexia and Currie 
crudes 10 cents. 

Feb. 3.—Magnolia Petroleum Co. ad- 
vanced all grades of north Texas, Kan- 
sas and Oklahoma crudes 10 cents, with 
the exception of Healdton (Okla.) grades 
of below 28° and from 28° to 30.9° grav- 
ity, which were not changed. Same com- 
pany meets The Texas Co.’s latest price 
for Mexia crude. Standard Oil Co. of 
Louisiana advanced all grades of north 
Louisiana and Arkansas crudes 10 cents. 
Seep Purchasing Agency advanced Brad- 
ford-Allegany crudes 10 cents. Ohio Oil 
Co. advanced Grass Creek, Elk Basin, 
Lance Creek, Big Muddy Mule Creek, 
Rock Creek and Sunburst crudes 10 cents. 

Feb. 5.—Ohio Oil Co. advanced Lima, 
Indiana, Wooster, [llinois, Princeton, 
Plymouth and Waterloo crudes 10 cents. 
Canadian crudes advanced 10 cents. 


Oklahoma and Kansas 


Tb ea eens $1.30 
f= ) eee eee 1.40 
SS a ee ee 1.50 
BO A ry ee 1.65 
od ee 1.80 
he a nk paced 2.00 
oe og a eee 2.20 
Ce Oe a hind bid x ces kweuws cx 2.40 


Magnolia Petroleum Co. 
(Healdton Grade) 


28 
Se Oe hn ok ven ve web wdes ebs<s 90 
iia ek cena ite vias 1.50 
Sinclair Crude Oil Purchasing Co. 


adopted the Magnolia graded scale of 
prices for Healdton crude. The Texas 
Co. continued to post 75 cents flat for 
all Healdton crude it runs. 


Arkansas and Northern Louisiana 


Homer, Caddo, Haynesville, and El 
Dorado Fields: 
i Cae ens é dks bk Beane <ae $1.15 
Te a a oan alte tie 1.50 
OES FC aa 1.65 
St SM ciindcndb oeeadameaea 1.80 
ee ries cea ehereat 2.00 
OP ORO BOs oes cesgences ana 2.20 


Bull Bayou, 38° and above.,.....- 


CRUDE OIL PRICES 





Sr TE ak cee oo» ulcnie wend ote 1.70 
ee EE Jc cace ewes cues (obhee 1.65 
NY RS ooo nil tina a o-0:60 dicta 1.65 
OE SS epee rere 2.00 
CL hits 0.5 dtc @ oi du apie aidan th 1.15 
Smackover, 26° and above......... 1.15 
Cs ova decedaktegur inna .70 
Wyoming and Montana 
Rock Creek (Wyo.)...........0.. $1.55 
an dc eased otters ce 1.45 
i i ee Be ee 1.45 
an ad nes Bee 1.30 
RE Pr re tT Pe 1.90 
OS Sere eee pee 1.90 
NS SRR POET OR re 1.90 
EES ESS TE ern np 1.90 
Cat Creek (Mont.)........ ag teed 1.96 
Sunburst (Mont.) below 28°....... 1.10 
So PAPAS ore 1.20 
er Oe OR. Sk swede te take 1.30 
Greybull and Torchlight.......... 1.90 
I lt bode e's ang ataacd ataebne da 1.65 
TN oo ss sen mained 1.45 
RR sob tbce micas scautela bend 1.10 


North and Central Texas 
Moran. Burkburnett, Electra, Archer 


County, Stephens County, Strawh, 
Ranger, Desdemona, Pioneer and Young 
County. 
i Mi’ tscbeekeeeciace saOne $1.30 
OE Ms cS once chanedesaGee 1.40 
fe ee eS 1.50 
4S =e pee 1.65 
fee eS 1.80 
TE ek ah ie oe ws 2.00 
ee Ob  vcecacnesceegecdscice me 
eT OR So ard a6 arin te tee 2.40 
EE dite snd nak hheedauebhsnks 170 
S| SS EEE aE 1.20 
Corsicana heavy............. ach ae 
ies othe Bite de caenee sO 
Cee, ey WE, wp anwnccce cath 2.00 
ee SNS onan cuenweb’cctlau 2.40 
Gulf Coast 
Sour Lake, Humble, Markham, 
Goose Creek, Vinton, West Co- 
lumbia, Orange, Jennings, Spin- 


dletop, Pierce Junction “A”, and 


NN otters a i che Rate el 1.25 

Pierce Junction “B”...........0%:% 80 
California 
 § BS SRP ee $ .60 
Mn onc aadae ae ea acue 62 
ee ns cose pila nd bcuia nnd 65 
oe eo Doe eda .70 
owt > SRR ER ate 15 
Ok, | RR as Aan Se 80 
ON cic cys th aie b60 08 Red 85 
es on onc nex dane .90 
 UlUl!lUF a 95 
I i a ia a ces 1.00 
SSE eA 1.05 
nd ck ciaw ak een we kad 1.11 
a i ed eae a 1.17 
i rel oa is ong a himiat wig aie 1.24 
4 5 er eer 1.31 
a er ee 1.38 
35° gravity and above............ 1.45 
Eastern States ; 

EELS $3.65 
Bradford-Allegany ............... 3.90 
DiiuicChskeesdcbescneunaxedel 2.51 
dina a me vbwae baud ciieulan 2.25 
ae hx since saa & owas eae 2.38 
ia a6 ghik,d datas oiniedleee tied 2.30 
es acne chad wads Benne 1.00 
Ee ere 
EE RS ae rey ee 2.18 
a is on wh aia i elidl ase ie 2.17 
TS ues nn i alk Mike RE 1.55 
tSomerset, medium............... 2.30 
I: MG onc uk awed ew eee 2.55 
0 aa a 1.65 
CGE, CHIEN 0 oc0.0.0c.000secsds 2.78 
*Oil Springs, Canada............. 3.85 


*Plus Government bounty of 52\%c. 

tSomerset oil commands 6 cents over 
the abvve posted price. 

Mexican Crude 

*Tuxpam (f.o.b. Mexican ports) . .$1.35 

tPanuco (f.o.b. Mexican ports).. .90 
Tuxpam (New York)............. 1, 
Panuco (New York)............. 


*Plus 20.33c tax. tPlus 11.2l1c tax. 
Prices based on contracts. 
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TANK WAGON MARKETS 








Tank wagon quotation for gasoline and kerosene in the United States, 
as furnished by the larger marketing concerns, Feb. 7 





STANDARD OIL CO. (INDIANA) 





Main Service Station Price 


-—Gasoline—. Oil 
Tank Service Tank 
wagon stction weeon 


Chicago district .. 1 i 1.5 
Decatur, Il ..... 198 218 12.0 
RENEE ARES eS 19.0 . 210 123 
Seer 198 218 12.0 
“eee 196 216 118 
Davenport, Iowa .. 20.1 22.1 124 
Des Moines ....... 20.1 221 124 
 * > 20.1 221 124 
Sioux City ...... 19.7 21.7 120 
Duluth, Minn. .. 208 228 18.1 
Minneapolis ... 206 226 18.1 
La Crosse, Wis. ... 208 228 1°° 
Milwaukee. ..... 19.6 216 11.7 
Madison . ....... 19.9 219 120 
Detroit, Mich...... 20.4 224 197 
Grand Rapids..... 203 223 126 
ie 205 225 128 
Evansville, Ind. ... 19.6 216 12.0 
Fort Wayne ..... 20.0 220 124 
Indianapolis . .... 19.8 218 122 
South Bend ...... 200 22.0 124 
Fargo, N. D. ..... 2338 253 15.0 
poem, ©. BR. oe 226 246 1386 
Sioux Falls ...... 221 241 138.1 
Kansas City, Mo... 185 205 108 
Springfield . ..... 19.4 214 11.7 
Te, BOD cccccees 19.5 215 115 
St. Joseph ....... 19.9 219 118 
Wichita, Kans. ... 194 214 113 





SOUTHWESTERN DISTRICT 





Magnolia Petroleum Co. 


-—Gasoline——, Oil 
Tank Service Tank 
wagon stetion w*ron 


Dallas Tex. ...... 18.0 210 120 
Fort Worth ...... 18.0 210 120 
5 000% 0be 18.0 210 12.0 
San Antonio . ... 17.0 200 11.0 
nT octecssee 17.0 220 13.0 
. Muskogee, Okla. .. 180 21.0 11.0 
Oklahoma City - 170 200 11.0 
ay sated aaa aan 18.0 210 11.0 
Fort Smith, Ark. .. 18.0 210 12.0 
Little Rock ....... 18.0 200 140 
Texarkana ....... 17.0 20.0 11.0 





. 
SOUTHEASTERN TERRITORY 





Standard Oil Co. (Kentucky) 


-—Gasoline——, oil 
Tank Service Tank 


Atlanta, Ga. ..... 23.0 15.0 
EE 46 salescbe 0 23.0 15.0 
eb “geanaecee 21.0 238.0 16.0 
Savannah ....... 19.0 210 13.0 
Birmingham, Ala. . 19.0 210 145 
a 18.0 200 135 
Montgomery . .... 19.0 210 15.0 
Clarksdale, Miss, .. 19.5 21.5 13.0 
eee ee 1956 215 125 
i . stwssbee 19.0 210 125 
Vicksburg . ..... 19.0 210 125 
Jacksonville, Fla. .. 19.0 21.0 13.0 
SIRES = 22.0 240 15.5 
Pensacola . ...... 19.0 210 18.5 
|” EES = 19.0 210 13.5 
Covington, Ky. 20.0 220 140 
Lexington . ....... 21.0 23.0 140 
Louisville . ...... 20.0 220 13.0 


Prices in Kentucky, Mississippi and 
Georgia include 5c road tax. 





CHICAGO TANK WAGON 





Gasoline . 
DO. «. -ctsdacsbhecdhe saat 11.5 


Tank wagon prices on Jan. 25, 1921, 
down 2c on g., 8c on k.; Feb. 1, both 
down 2c: April 28, both down 3c; July 
25, g. down 2c; Oct. 15. g. up 1c; Oct. 
28 k. up ic; Nov. 9, g. up 1%c; k. le; 
April 10, 1922, g. up 1%c; May 8, g. up 
le; June 27, both up ic; July 19, g. 
down 2c; k. down 1c; Oct. 10, g. down 
dy Oct. 81, g. down 1c; Feb. 5, g. up 
c, 


ATLANTIC TERRITORY 
Atlantic Refining Co. 


o—Gasvline—, 
Tank Service 





werran 
Pittsburgh, Pa. ... 21.0 
Philadelphia . .... 21.0 
eee 21.0 
Wilmington . .... 21.0 
Providence, R. I. .. 22.0 
Springfield, Mass. . 22.0 
Worcester . ...... 22.0 
Hartford, Conn. .. 22.0 
New Haven ...... 22.0 
ar 22.0 


SRSSSSELLS 
eooosooocecos 





ATLANTIC COAST ZONE 
Standard Oil Co. (New Jersey) 


-—Gasoline——, 
Tank Service 





wrron 
Atlantic City, N. J. 22.5 
SS rere ee 22.5 
Annapolis, Md. ... 23.5 
Baltimore . ..... 22.5 
Cumberland > nao 
Washington, D. C. . 22.0 
Norfolk, Va. ..... 20.5 
Petersburg . ..... 23.0 
Danville . ....... 21.5 
Richmond . ...... 23.0 
ae 23.0 
Charleston, W. Va. 21.5 
De seehestis 23.0 
Parkersburg . 21.0 
eee 21.0 
Charlotte, N. C. .. 21.0 
eee 21.5 
YY eae 21.5 
Salisbury . ...... 21.5 
Charleston, 8. C. .. 20.0 
EOE 6. ncnescs 22.0 


Bj 
a 


MS ASEBEBES ISIS ERIS ER SRS ERIS Ne ste 
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NEW ENGLAND REGION 
Standard Oil Co. (New York) 


-—— Gasoline——, 
Tank Service 





wreron 

Albany, N. Y. .... B 
*New York ...... 23 
Fee 23. 
Providence, R. I. .. 23 
Augusta, Me. ..... 23: 
Manchester, N. H.. 23 
Burlington, Vt. ... 23. 
*Price in steel bbls. 


oo 





ROCKY MOUNTAIN REGION 


Continental Oil Co. 


-——Gasoline—, 
Tank Service 
weron strtion 


Denver, Colo. ..... 20.0 
Glonwood Springs . 25.0 
eer 20.0 


Basin, Wyo. ..... 19.0 
RESP 16.5 
ears 21.0 
Cheyenne . ....... 19.0 
Billings, Mont..... 22.0 
ae 23.5 
Great Falls........ 23.5 
IN ihctins serge vicd uhiees 23.5 
ae 0 


23 
Ogden, Utah....... 2 
Salt Lake City.... 21, 
Boise, Idaho....... 23 
Albuquerque, N. M. 24: 


SREBSRRRKL 
COMNNSAAAS 





CENTRAL SOUTH DISTRICT 


Standard oil Co. (Louisiana) 
-—Gasoline—_, ou 
: Tank Service 





wearon 

New Orleans, La. . 18.0 
Alexandria . ..... 19.0 
Baton Rouge...... 17.5 
Lake Charles ..... 19.0 
Shreveport . ..... 18.0 
Memphis, Tenn. .. 17.5 
Chattanooga . ... 18.0 
OO” eae 19.0 
OS Ses 18.0 
Little Rock, Ark . 19.0 
me a Shabesk< 19.0 





shh 
So 


SESS: 
ooocoouso 


Re 


BUCKEYE DISTRICT 


-—Gasoline—, Oil 
Tank Service Tank 
weron stctien weron 


All Obio points . 19.0 21.0 13.0 








NEBRASKA POINTS 


7-——Gasoline——, Oil 
Tank Service Tank 
weeon stetinn waron 
Ge sc esacend 18% 20% 12% 
Crawford, Neb. ... 19% wie 13% 








PACIFIC COAST TERRITORY 
Standard Oil Co. (California) 


-—Gasvline-—, Oil 
Tank Service Tank 
weeon st*tion wroR 





San Francisco, Cal. 17.0 20.0 15.5 
Los Angeles ...... 17.0 200 15.5 
PS: beens aes 175 205 175 
Reno, Nev. ....... 205 225 19.0 
Portland, Ore. 20.0 23.0 165 
Seattle, Wash. 19.0 220 165 
OS Sere 22.5 255 20.5 
EL 6 aces sas 19.0 220 165 
Phoenix, Ariz. 225 255 21.5 





TANK WAGON CHANGES 





Effective February 5, Standard Oil 
Co. of Indiana advanced gasoline 1 cent 
# entire territory with exception of 

orth Dakota, where increase was % 
cent. Standard Oil Co. of Louisiana ad- 
vanced gasoline 1 cent in Louisiana, Ar- 
kansas and Tennessee. Standard Oil 
Co. of New Jersey advanced gasoline 1 
cent and reduced kerosene % cent 
throughout entire territory. Standard 
Oil Co. of Kentucky advanced gasoline 
2 cents throughout entire territory ex- 
cept Savannah, Ga. and all Kentucky 
points where advance was 1 cent; kero- 
sene reduced 1 cent except no change at 
Jackson, Miss., and Kentucky points, 
and Birmingham, Ala. where reduction 
was \% cent. 

Effective February 6, Standard Oil 
Co. of New York advanced gasoline 1 
cent thorughout entire territory. Stand- 
ard Oil Co. of Louisiana reduced kero- 

ne 1 cent. 

Effective Feb. 7, Continental Oil Co. 
advanced gasoline 1 cent in entire terri- 
tory, with exception of New Mexico. 





NEW BILL IN TEXAS HOUSE 
AFFECTS RIVER BED LEASES 





AusTIN, Tex., Feb. 6—The right to 
drill in public streams is affected by a 
series of bills introduced in the House 
by Representative McFarlane, of Gra- 
ham County. They have been referred 
to the committee on oil, gas and mining. 

(His bill, No. 404, extends for’a period 
of five years all permits to prospect for 
oil and gas and makes all permits here- 
after granted extend for five years. Ten 
eents per acre is the price fixed for the 
leases. Another bill, No. 405, reduces 
the royalty on oil and gas produced in 
river beds and gas produced in river 
beds and channels, from one-eighth to 
one-sixteenth. 





NO EXEMPTION FOR PIPE 
LINES OR OIL COMPANIES 





AUSTIN, Tex., Feb. 7.—The House re- 
fused by an overwhelming vote Wednes- 
day to exempt oil companies and pipe 
lines from the State intangible tax law, 
which is under consideration, with an 
apparent large majority in the House 
for its final passage. 

The vote against the Merriman amend- 
ment to exempt oil concerns was 91 to 
30. The vote against exemption of pipe 
lines was 106 negative to 19 ayes. B. 











LAST MINUTE) 


from OKLAHOMA | 
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The Comar Oil Co.’s No. 1 Blubg 
NW cor. SW, Section 2-24-1w, Tonkaws 
pool, gauged 2,160 bbls. for the 24 hours 
ending at 7 a. m. Wednesday. 

Grimes & Gillespie have a 200-bp), Well 
making high gravity oil in No, 6, OWL 
NW SW, Section 30-21-12, Osage count 
Top of the Mississippi line was found 
at 1,858 feet, with the second break at 
1,923 feet to 1,970 feet total depth, 

The Carter Oil Co.’s No. 12 Allen SW 
cor. SE NW, Section 16-26-6, Burbank 
pool, made 790 bbls. during the first 94 
bours following a 60-quart shot in sang 
from 2,884-2,943 feet. 

The Oklahoma Producing & Refining 
Co. has abandoned No. 1 Sawyer, Csr, x 
half SW, Section 17-10-10, after drilling 


on hard rock for three days without 
making any hole. Total depth was 499 
feet. Sands were passed a‘ 3,700-85 anj 


3,808-50 feet. 
The Ralco Oil Co.’s Now. { Shambaugh, 


C NE NW, Section 22-23-13, Greep. 
wood county, Kansas, has been cm. 
pleted for an initial flow of 800 to 1,0 
bbls., following a shot. ‘Total depth jg 
1,630 feet and production is coming from 
a true sand. 

The Prairie Oil & Gas Co., Withoit 
and others’ No. B-3 Martha Gregory, NZ 
cor. NW SE, Section 5-9-10, was com- 
pleted Tuesday night for :n initial flow 
of 44 bbls. an hour, three feet ip 
sand at a total depth of 3.351 feet. Qi! 
is 41 gravity. Two additional wells 
should be completed on this lease in 
few days. They are No. C-3, C SW NE 


SE, same section and B-2, NE cor, NW 
SE, same section. 

The White Oil Corporation was ex- 
pected to complete No. 3 Emma Ei 
wards, SE cor. NW NE, Section 35-169, 
Bristow Field, on Wednesd:y afternoon 
The same company’s No. 1. NW cor. NE, 


same section, has been con))!cted at two 
feet in the Dutcher sand and made 575 
bbls. during the first 24 hours. The 
same company’s No. 2, NE cor. NE, same 
section, made 490 bbls. during the first 
24 hours at two feet in the Dutcher 
sand. 


Skelly Oil Co., and Phillips Petroleum 
Co.’s No. 10 L. Hickman, SE cor. NW 
NE, Section 25-27-5, Burbank Field, was 
completed for 400 bbls. at a total depth 
of 2,963 feet. 

In the Brock Field, Carter county, Ok- 


lahoma, the Amerada Petroleum Corpo 
ration’s No. 5 Baptiste, CSL NW SW 
NE, Section 20-5s-le, has been completed. 


It is a 65 bbl. well, in sand at 1,700-0) 
1,775-1,800 feet. The same company’ 
No. 6 Baptiste, NE cor. NW SE, Section 
20-5s-le, produced 115 bbls. the first 18 
hours from sand at 1,350-S0 feet and No 
13 Baptiste, SE cor. NW SE, Section 
20-5s-le, was completed for 75 bbls., from 
sand at 1,403-45 feet. 

In the Kansas fields, the Phillips Pe 
troleum Co., has abandoned No. 6 Braé 
ford-Hazlett, CWL E half SE, Sectio 
1-24-4, in Butler county, at a total dep 
of 2,622 feet. The Empire Gas & Fud 
Co., and Paulson’s No. 1 Paulson, 8¥ 
cor. SW NW, Section 1-24-4, found the 
top of the chat at 2,418 feet and reached 
oil sand from 2,436-40 fect. The bole 
filled up 2,000 feet with oil in three 
hours. Very little water was 
The Phillips Petroleum (o.’s No. 1 Wat 
line, NE cor. NE SE, Section 2-244, bs 
300 feet of oil and 1,500 feet of water ® 
the holte after reaching the top of the 
chat at 2,420 feet with oil sand # 
2,434-44 feet. The Empire Gas & Fut 
Co.’s No. 1 McCormick, NW cor. NW SE 
Section 13-31-7, Cowley county, was oO 
pleted for 15 bbls., following @ 
shot in sand from 2,724-44 feet. ‘The 
Emerald Oil Co.’s No. 5 Kukuk © 
NE, Section 24-32-4, flowed 250 bbls 
the first day after a 20-quart ee 
sand from 1,426-56 feet. A lower 
from 1,461-80 feet will be shot. 
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Founded’for Service 


The Imperial Oil Marketing Company occupies an important position between the manufac- 
turer and the distributor. Located at the very heart of the Mid-Continent Field, where the 
oil is produced and refined—with an organization amply financed, and with long experience in 
refining and marketing of petroleum and its products, we are able to offer an unusual service. 


To the Manufacturer, the Imperial Oil Marketing 
Company offers a direct and satisfactory outlet for 
his products, assuring him of the best market price, 
together with the “Cash on the Barrel Head” if he 
needs it. To the Distributor, the Imperial Oil 
Marketing Company offers a dependable source of 
supply and a real service that can only come through 
practical experience and close contact with the 
producing and manufacturing end of the industry. 


We have the exclusive sale of the entire output of 
the Imperial Refining Company’s 5,000-barrel plant 
at Ardmore, Oklahoma, from which point freight 
rates have now been reduced to Oklahoma Group 
Three basis. Imperial Navy, Gasoline, Naphtha, 
Kerosene, Distillate, Gas Oil, Black Oil, Fuel Oil 
and Road Oil will meet your requirements. Imperial 
Products and Imperial Service will make your 
business grow. 


IMPERIAL OIL MARKETING COMPANY 


General Offices: Kennedy Bldg., Tulsa, Okla. Branch Office: W.T. Waggoner Bldg., Fort Worth, Texas 


¥F283B 
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It is easier to sell and keep 
customers when you handle 


Emery Petroleum 
Products 


Bradford Pennsylvania Crude is 
used exclusively in the manufac- 
ture of Emery Products. It is 
because of this natural advantage 
we enjoy at the very start of our 
operations, we are able to send you 
petroleum products that are the 
choicest of the market’s offerings. 


Write for Samples 
and Quotations 


EMERY MFG.COMPANY 


PRODUCERS REFINERS § TRANSPORTERS 
BRADFORD, PA. 
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SURVEY’S DECEMBER OIL STATISTICS — 


Production Figures, Which Include Only Oil Transported From 
Lesses, Show Considerable Increase in the United States 
Over the November Tabulation—Consumption Up— 
Stocks of Crude Indicate Decrease of 435,000 Bbls. 





PRODUCTION OF FETROLEUM BY STATES 


The figures given below by the United States Geological Survey for the States 
east of Culifornia, compiled from reports made by pipe line and other companies to 
the United States Geological Survey, show the quantity of petroleum transported from 
producing properties during the months indicated. Petroleum consumed on the leages 
and produced but not transported from the producing properties is not included. Thege 
items are given in the final annual statistics, which show gross production—al] the 
oil brought to the surface. The figures for California prior to August, 1922, are the 
average of those reported by the Standard Oil Co. and by the Independent Oi] Pro. 
ducers’ Agency and show estimated gross production. Figures for California since 
July are those reported by the Pacific Coast office of the American Petroleum Insti. 
tute and are in part estimates. 


(Barrels of 42 United States gallons) 
c-—Nov., 1922°——..__ -———Dec., 1922——.__ ——-Dec., 192]*___ 





























Daily Daily Daily 
State— Total average Total average Total average 
EE, & canimaweehalast dba 14,036,000 467,851 15,427,000 497,639 9,904,000 319,484 
Oklahoma: : 
Cee COMNty ....ccscsens 3,651,900 121,700 3,736,000 120,516 2,162,000 69,419 
Remainder of State ....... 8,832,000 294,417 9,379,000 302,554 7,619,000 245.774 
. Total Oklahoma ....... 12,483,000 416,117 13,115,000 423,070 9,771,000 316,193 
‘exas: : 
Ee Aes ern ee 2,861,000 95,367 2,900,000 93,549 2,806,000 90,516 
Remainder of State ....... 5,815,000 193,833 6,806,000 187,290 7,649,000 243,516 
Total Texas ........ ... 8,676,000 289,200 8,706,000 280,839 10,355,000 334,032 
Wyoming: — 
FER 2,038,000 67,933 2,346,500 75,693 1,508,000 48,645 
oe eee 624,400 20,814 519,000 16,742 438,000 14,129 
Total Wyoming ........ 2,662,400 88,747 2,865,500 92,435 1,946,000 629m 
Louisiana: 
DED Neds os cbdeewtones 2,383,000 79,433 2,302,000 74,258 2,348,000 15,742 
ee eee 148,000 4,933 161,000 5,194 137,000 4.419 
Total Louisiana ........ 2,531,000 84,366 2,463,000 79,452 2,485,000 80,161 
RE “Sdescde eeoesstedécces 2,522,000 84,067 2,433,000 78,484 2,736,000 88,258 
DED ' scibasiuadonendnse 1,020,000 34,000 +1,581,000 51,000 1,228,000 39.613 
DE. <p debedbenecenaeaut 728,000 24,267 724,000 23,3556 809,000 26,097 
ee Sod a cak nhbakh 722,400 24,080 681,000 21,968 767,000 24,748 
a reer 631,000 21,032 599,000 19,322 589,000 19,000 
pny DA. Svtuineeeed eae 543,000 18,100 680,000 18,710 659,000 21,258 
oO: 
Central and Eastern...... 392,000 13,067 396,000 12,774 414,000 13,355 
Northwestern ............ 160,000 5,333 157,000 5,064 173,000 5,580 
ares eee 552,000 18,400 553.000 17,838 687,000 18,936 
DEE.  éedsceccoectbocceess 241,000 8,033 236,000 7,613 158,000 5,097 
Indiana: 
Southwestern ............. 72,000 2,400 67,000 2,161 68,000 2,194 
Northeastern ............. 18,000 600 18,000 581 20,000 645 
Total Indiana .......... 90,000 3,000 85,000 2,742 88,000 2,839 
SE SetbeeedeGenteveess 85,000 2,833 80,000 2,581 81,000 2,613 
Colorado 7,600 263 7,500 242 8,000 258 
Tennessee ceewsewe 600 20 1,000 32 1,000 32 
WEE Se ebecececocancccesese 2¢60e0es “6hucns detuned 65eu0Be 1,000 32 
MEE - HbA G0éedeee nee eoas 47,531,000 1,584,367 60,137,000 1,617,322 42,173,000 1,360,419 
*Revised. tIncludes only petroleum marketed. 
= 
PRODUCTION OF PETROLEUM BY FIELDS 
(Barrels) 
-—Nov., 1922, -——>-Dec., 1922, 
Daily Daily Jan.-Dec. Jan.-Dec. 
Fiela— Total average Total average inc., 1922  inc., 1921* 
pe eee 2,374,000 79,133 2,337,000 76,387 29,204,000 30,451,000 
OS ere ere 178,000 5,933 175,000 5,645 2,256,000 2,404,000 
Illinois and Southwest Ind.. 800,000 26,667 791,000 26,516 10,211,000 10,934,000 
Mid-Comtinemt ....ccsccccece 24,223,000 807,433 25,237,000 814,102 305,789,000 258,461,000 
Rocky Mountain ...... «e+ 2,911,000 97,033 3,109,000 100,290 28,498,000 20,950,000 
Ce CORES ccc ccsetvcoccces 3,009,000 100,317 3,061,000 98,743 35,368,000 36,371,000 
CONTEND oc cccntccsccsvvsess 14,036,000 467,851 15,427,000 497,639 139,671,0001112,600,000 
GE. cn ccdecacdccseddcdacces§ “GGeSCEOS S6600008, BRENESES Seuczaes © 26660008 12,000 
TEE. ckévapetonteuseseds 47,531,000 1,584,367 50,137,000 1,617,322 661,197,000 472,183,000 


*Revised. fCalifornia State Mining Bureau. 
STOCKS 


Stocks of crude petroleum are classified as follows: 

Producers’ stocks—Petroleum held on the producing properties (lease storage). 

Pipe line and tank farm stocks—Petroleum that has been removed from the pro- 
ducing properties but not delivered to refineries or to other consumers and is held on 
tank farms, in tanks along pipe lines, and in the lines. 

Refinery stocks and stocks held by other consumers—Petroleum that has beet 
delivered to refineries or to other consumers. 

Pipe line and tank farm stocks constitute by far the greater part of the petroleum 
held in storage in the United States. For the States east of California such stocks 
are reported monthly to the Geological Survey as gross stocks, including the total 
contents of tanks and pipe lines, and as net stocks, which are gross stocks minus 
B. S. and water. Stocks for California, prior to August, 1922, are those published 
in the Standard Oil Bulletin; since July, stocks for California are those compiled 
by the Pacific Coast office of the American Petroleum Institute and include pro 
ducers’, pipe line and tank farm stocks (see note below). 

STOCKS OF PETROLEUM ON LAST DAY OF MONTH 


(Barrels) 
Nov. 30, Dec. 31, Dee. 31, 
A. Domestic petroleum—Source by fields— 1922° 1922 1921 
East of California—Pipe line and tank farm stocks: 
Appalachian: 
N. Y., Pa., W. Va., Eastern and Central Ohio: 
DEE is oc opangalbeacciiase sede make Shak WRemed 6,201,000 6,200,000 4,933,000 
ge EE ie yey eee 5,940,000 6,941,000 4,670,000 
Kentucky: 
EL  Kntndpeinidaees wen Cee eee eds eudensnwewes 3,058,000 3,041,000 2,264,000 
BE. es Hed eee bOUNSC CCR SR aae Heese eNireren 2,943,000 2,927,000 2,168,000 
Lima-Indiane: 
IT TS hile. dd ante ceieatecpabaerde wave maeubielietaaie 915,000 939,000 1,386,000 
a ini i cae bb aii dibicck @teaiediewdiin enn 661,000 685,000 1,014,000 
Dilinois-Southwest Indiana: 
SE hk coe ene Che Sahin cknekee deen sbnasce 10,532,000 10,641,000 8,066,000 
a as ea iia dala hl cata ace sin teas Reh Wl nceee 4 dete 10,031,000 10,140,000 7,567,000 
Mid-Continent: 
Oklahoma, Kanses, Central and North Texas: on 
GEE ccas cc cdscntestogdcauevetcceaisesyatess 147,612,000 147,627,000 102,018. 
| ee Midas doug capt row ens caceinesevadeas 187,240,000 186,646,000 91,988,000 
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4 yo can best supply the require- ,) CABIN CREEK ( 
r: ments of your customers from CYLINDER 1: 
we this Pure Oil chart. Be as exacting STOCK 1 
mi as you like—Pure Oil products sat- 58.60 1 
a : isfy every demand of quality. They Navy Gasoline ft 
1 will aid you in establishing or main- 56-58 | 
rm taining the high quality standards Straight-Run ! 
F of your house. Gasoline | 
BS The Pure Oil Company has over a <.- | 

. 5000 wells; seven refineries, located Grude ! 
i at most convenient points to serve 
04,000 ° 42-43 H 
tt the large consuming areas; more Pt | 
it than 2000 tank cars and a produc- iE 
= : ca Seah D-COLOR : 
a ing and refining organization un- 45.50—_Cold Test | 

equalled from coast to coast. 
- , ° : FUEL AND GAS 
pe Wire, phone or write your require- OIL 
en ments. Prompt shipment assured in 1 
All Other Grades \ 





eum any quantity. 


: THE PURE OIL COMPANY 
i General Offices : Columbus,Ohio 
BRANCH OFFICES 


Chicago, III. New York, N. Y. Philadelphia, Pa. 
Detroit, Mich. Pittsburg, Pa. Charleston, W. Va. 
Dallas, Texas - Tulsa, Okla. Minneapolis, Minn. 
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North Louisiana and Arkansas: 
. Gross 16,001,000 16,617,000 10,9125 


15,370,000 15,972,000 19 418,09 


27,027,000 27,352,000 17, 
25,431,000 25,736,000 17/gy- 0 









1,488,000 2,002,000 
1,475,000 1,991, 000 Usiaon 











212,834,000 214,319,000 49 193.0% 
199,091,000 199,038,000 137, 061.099 
48,851,000 49,375,000 35,022,099 









reaming cc 
B. Mexican petroleum held in the United States by 
importers 












At Atlantic Coast stations: 
Se SS gaa eS 6,113,000 6,028,001 5,712,099 
Topped oil topped in Mexico ................ 2,508,000 2,642,000 — 1,599 ogg 
At Gulf Coast stations: 
ek a gh ne RP re oe ae 6,990,000 6,059,000 5,413,099 
Topped oil topped in Mexico..... Ry SRE Seen: 1,464,000 1,436,000 816,000 












es 
16,165,000 — 13,540,999 





Ey ey eee sotscoe Bee 















































Total domestic net pipe line, tank farm stocks east of Cali- —— 
fornia, California stocks as defined above, and stocks 
of Mexican petroleum held in the United States by 
Re Be ae an wins Sah wids6< es aedd bale s's Gk os 265,017,000 264,578,000 185.623 oy 
Cc) ES Fe Oe On Lae 147 143 129 
*Revised. tCalifornia stocks, which since July, 1922, have been reported by the Pacific 
Coast office of the American Petroleum Institute, a been revised. From July to No. 
vember, refinery stocks of crude oil were included in the total reported by the ‘Institute 
but, in order to secure uniformity with the statement of stocks as published in the Stand 
ard Oil Bulletin prior to August and with crude oil stocks as published for the States east 
of California, refinery stocks have been segregated by the Institute which now Ports pri 


ducers’, pipe line and tank farm stocks of crude oil separately from refinery stocks 
IMPORTS AND EXPORTS OF “MINERAL CRUDE OIL"* 


(Barrels) 
r——Oct., 1922——, Nov., 1922——..__ ———D« 1922— 
Daily Daily 


Daily 
Total average Total average Tota! average 
Imports into United States: 
tFrom Mexico: 
Crude oil: 
Light (more than 16°) 2,793,000 90,097 2,261,000 75,367 1,972, 0% 63,613 














2,261 

. Heavy (less than 16°) 2,310,000 74,516 2,828,000 94,267 3,026, 01 97,613 

opped in Mexico ..... 2,305,000 74,355 2,275,000 75,833 2,715, 0¢ 87,580 

Better than New Navy artes eee ee ee ee cee = , 

ae re - 7,408,000 238,968 7,364,000 245,467 7,713,00 ; 248.806 
Refined especially for wint A Domestic crude ot 
~ omestic crude oil: 

€ P Cc y or win er use. ssures in Te Caoneda -..:.... 46as 713,000 23,000 591,000 19,700 1,012,004 32,645 

To other countries ... 1,000 32 265,000 8,833 96,00 3,097 

stant starting, quick pick-up, smooth acceler- tForeign crude oil ....... 27,000 871 23,000 ~~ ree 

ation in all kinds of weather. EGE CS ae 741,000 23,903 879,000 29,300 1,108,000 35.70 

*Includes topped oil topped in Mexico. tCompliled from reports of importers to United 

ad an States Geological Survey, preliminary figures pending complete separation of imports of 

M AK E S crude oil and refined products by Bureau of Foreign and Domestic Commerce tNot avai 


able. §Compiled from records of Bureau of Foreign and Domestic Commerce 
INDICATED CONSUMPTION (DELIVERIES TO CONSUMERS) OF DOMESTIC AND IM- 


; PORTED CRUDE PETROLEUM 
(Barrels) 
/ Oct., 1922——. -——Nov., 1922* . ae 1922—— 


Daily Daily Daily 
Total average Total average Total average 








Domestic petroleum: 


Water ite “iene Tested PR A 5 ah pthame mes 2,318,000 74,774 2,346,000 78,167 2,352,00 75,871 





Lima-Indiana .......----. 250,000 8.065 193,000 6,433 151,00 4.311 
Acid Treated Carbon-less Illinois and Southwest Ind. 989,000 31,903 621,000 20,700 682,000 22.000 | 
Mid-Continent ....... - | 24,228,000 781,548 24,424,000 814.133 26,229,00 846,091 
@ule Geet ..........:. : “2'229/000 71,903 2,649,000 88,300 2,756,000 88,903 
° Rocky Mountain ......... 3,076,000 99,226 3,056,000 101,867  2,593.000 83.645 
Service-more NE 5 55 <a n.e 3 _ 12,420,000 400,645 12,926,000 430,866 14,903,000 480,742 
} 
tConsumption and exports.45,510,000 1,468,064 46,214,000 1,540,466 49,666,000 1,602,129 


Exports of domestic crude 
1,108, 0/ 35,742 


OED b Sek Sado 204 Grae erestas 714,000 23,032 856,000 28,533 ‘ . 
Consumption in the United ° 3 | 
States and territories... 44,796,000 1,445,032 45,358,000 1,511,933 48,558.90) 566,38 


Imported petroleum: 
tConsumption in the United 











Choice Butler County Crude from our own States and territories... 8,444,000 272,387 8,714,000 290,467 8.623.000 278.18 | 
wells, transported in our own pipe lines and “ta nd imported petroleum | 
. . J States and ter- | 

refined in our new, modern, up-to-the-minute ee crn 53,240,000 1,717,419 54,073,000 1,802,400 57,181,000 1,844,548 
| 


refiner *Revised. tProduction plus domestic stocks at beginning of month minus domestic 
y: stocks at end of month. {Imports of “mineral crude oil’? minus exports of foreign crude 
oil plus decrease or minus increase of stocks of Mexican petroleum held in the Unite 


States by importers. 


. WELLS MPLETE URDID NTH 
THE GASOLINE THAT BUILDS see na ie eins Mi me, 


1,198 


CONSUMER TRADE ass rab0 eae | 


*For States east of California, from Oil City Derrick; 
ican Petroleum Institute. 





Let us also quote you on your requirements ~) ——— = ———————= 














for kerosene, 38-40 Straw Distillate, 22-26 BARNSDALL TO INSTALL Other improvements have been made dur i 

Fuel Oil. Burn Distilldte in your stove or fur- EIGHT FLEMING STILLS _ing the past year at the Barnsdall plant 

naces—burn fuel in your boilers. Yohn L. Gray, president of Bernedall ppayium FOR BRADFORD CRUDE 
Refining Co., has announced completion 


of negotiations with M. W. Kellogg Co. 
for the purchase of eight Fleming units, BrapForD, Pa., Feb. 7.—The Brat- 
which will be installed at the Barnsdall f rd Refining Co. is paying $4.05 fo 





refinery, Barnsdall, Okla., immediately. Bradford crude, a 15-cent premium ov 
It is expected these stills will be in op- the Seep and the Tide Water = 
Try WICHITA, KANSAS Enjoy eration by June 1. price. G.E) 
° Derby wm. Derby iF. E. Holsten, vice president of Barns- ————____—__—_ 
Service Long Distance Phone 177 Quality dall Refining Co., who returned to Tulsa P. & R. STOCK ISSUE 


Wednesday after several weeks spent at 
se ° yr) San Antonio, Tex., confirmed reports re- 
An Independent Oil Comp ‘any garding the announcement by Mr. Gray. 


Mr. Holsten said the installation of the ; 
Fleming units at this time is for the Refiners Corporation are given the rift 


purpose of taking advantage of the large to subscribe to 150,000 additional sham 
gasoline market which, he said, will pre- of common stock at $50 per share. 
vail throughout the year 1923, and that —- has been underwritten by Blair & 
with the completion of these eight units , C. D. Barney & Co., F. S. Smither 
by June 1 the Barnsdall Refining Co. will . Co., Dominick, Otis & Co., bankers 
be able to secure a greater gasoline yield. N.OF. 


New York, Feb. 7.—Comnion and pit 
ferred stockholders of the Producers 
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This cut oil 
Soe eeeeieneeieer al 


could not be 
handled with 


steam or heat 








Tret-O-litE 





| 

within 6 days 

had recovered 
18;000 

bbls. crude 








This 42-gravity well at Naborton, La., produced emulsion which could not be treated 
by steaming or heat, even at 200 degrees Fahrenheit. 


TRET-O-LITE solved the problem. Within 6 days 18,000 bbls. of 42-gravity crude 
had been treated at 100 degrees Fahrenheit and sold to the pipe line. The oil was 
ready for the pipe line within 5 to 6 hours after treating was begun. Tanks already 
on the ground were utilized, the TRET-O-LITE plant being installed in a few hours. 


This typical instance suggests WHY approximately 75% of the country’s produc- 
tion of “cut oil,” “tank bottoms” and other petroleum emulsions is being treated 
with TRET-O-LITE. 


This patented process offers the simplest, most thorough, and most economical 
method known for recovering ALL the oil. 


Send for our new, fully descriptive book, “TRET-O-LITE.” 


wwe TPOt-O-lit 


Reg. U. 8S. Pat. Off. 
Representatives in All Principal Oil Fields 


Offices and Factory: 
Webster Groves, 
St. Louis County, Mo. 
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Franklin Valveless 
Gas En¢gines 























Have minimum parts; require fewer adjust- 
ments; eliminate valve grinding; construction 
keeps out all sand and grit; saves 75% in 
lubrication costs over other type engines. 





Franklin Type “S”’ Reversible Clutch 


A strong, reliable, self-oiling, quiet-running clutch—requiring 
little or no attention after once installed. 


Well constructed—all parts are interchangeable. Lubrication 
of pulley: bushings and gears automatic and positive in action. 


There is no better clutch made for oil field service than the 
FRANKLYN type “S.” 


Descriptive’ Bulletins on Request ad 





Distributed in Oklahoma, Kansas, Texas, Louisiana and Arkansas by 
Atlas Supply Company, Muskogee, Okla., and Branches 


Ohio end West Virginia by 
New Martinsville Supply Company, New Martinsville, W. Va. 
—— —— 
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FranklinValveless Engine Co. 


Franklin, Pennsylvania 


Late Fields 


(Continued from page 48) 
hour from sand at 2,986-88 feet. It pro- 
duced 1,500 bbls. of oil and was making 
40 per cent sediment when it stopped 
flowing. Same company’s No. 2 Mar- 
shall, SE cor NE NB, same section. got 
the sand at 2,943-44 feet and gauged 
312 bbls. during the first 24 hours. The 
Black Petroleum Co.’s No. 2 Osborne, 
NW cor. SE NE, Section 17-15-14, has 
been abandoned at 2,020 feet. The Mal- 
cona Petroleum Co.’s No. 2 Colbert, CSL 
SW NE, Section 14-14-14, was aban- 
doned at 1,610 feet. William Sack has 
abandoned his No. 1 Colbert, SE cor. 
NE NW, Section 14-14-14, at 200 feet. 

In Muskogee County, W. R. Sommer- 
ville has abandoned his No. 1 Franklin, 
CSL NE NW, Section 25-15-15, at 1,- 
370 feet. W. R. Sommerville and others’ 
No. 4 Brown, SE cor. NW NW, Section 
35-15-15, was dry and abandoned at 2,- 
860 feet. 

In McIntosh County, Prince & Hen- 
derson have a 20-bbl. producer after a 
20-quart shot in No. 2 Butler, SE cor. 
SW SW, Section 21-12-14, from sand 
at 2,203-13 feet. W. B. Pine may drill 
deeper at No. 4 Martin, SW cor. NW 
NW, Section 29-12-14, after finding 5,- 
000,00 feet of gas from 2,775-87 feet. 
The Flesher Petroleum Co. has 10,000,- 
000 feet of gas in No. 1 Edwards, SE 
cor. NE NE, Section 30-12-14, from 
sand at 2,830-32 feet. 

In Garfield County, Crew Heirs Oil 
Co.’s No. 13 Crews, SW cor. SE SW, 
Section 19-22-3w, has been put on the 
pump as a 60-bbl. producer from sand 
at 2,110-13 feet. 

In Stephens County, Crosbie and oth- 
ers have a dry and abandoned hole at 
2,525 feet, in No. 2 Hines, C NW SW, 
Section 25-1n-9w. The Smith-Law Pe- 
troleum Co.’s No. 4 Spears, CEL SW 
NW, Section 32-1n-8w, has been com- 
pleted for a 50-bbl. pumper from sand at 
2,204-24 feet. 

Tonkawa’s Big Increase 

Last week saw a great increase in the 
production of the Tonkawa Field in 
Noble and Kay Counties. Ninety wells 
produced on an average of 52,563 bbls. 
or 584 bbls. a day per well. A week 
previously 83 wells were credited with 
41,828 bbls., an average of 504 bbls. a 








day per well. The production by com- 
pany is as follows: 
No. 

Company— Wells Prod. 
Marland Rfg. Co. & Cosden O. 

B GB. CO. ccccccccescccscess 1,263 
Marland-Roxana (Comar) ... 33 20,354 
T. B. Slick and Comar Oil Co. 3 5,816 
McCaskey & Wentz 2 1,318 
Amerada Pet. Co. .... s 3,532 
Gypsy Oil Co. ....... 6 5,825 
Champlin Rfg. Co. ... aan 2 108 
Blackwell Oil & Gas Co....... 5 4,086 
White Eagle O. & R. Co...... 4 934 
Southwestern Pet. Co. ....... 12 2,659 
Humphreys Pet. Co. ........ 2 9 


oe OE eee 4 
Healdton O. & G. Co. ........ 1 1,643 
4 








Peaiste @ @ G. Go. ..sccccse s 630 
eee ee ee ee - 90 52,563 
De ME, dobeedecageess  -_ 41,828 
a Pee ete ee 7 10,745 


Burbank Production 


Hight hundred and seven wells in the 
Burbank Field in Osage County aver- 
aged 81,751 bbls. a day last week, a 
well average of 101 bbls. a day. Count- 
ing the Sapulpa Refining Co.’s well in 
Kay County as a Burbank completion, 
increases the production to 82,603 bbls., 
and lifts the average to 102 bbls. for the 
entire district. Following are the de- 


tails: 
BURBANK DAILY PRODUCTION 

No. Prod 
Company— Wells in Bblis. 
Carter O§%}- CO, 2.2... cccece 126 6,283 
Cosden Oil & Gas Co. ....... 45 2,268 
Comar Oil Co. ........... . 4 467 
Devonian Oil Co. .......... 16 826 
Friedman and others ...... 11 671 
Gardner Petroleum Co. .... 18 1,848 
Ger GH GO. ecccvccces-«- 128 26,237 
Kewanee Oil & Gas Co. .... 11 413 
Laurel Oil & Gas Co. ...... 13 1,026 
Midland Oil Co. ........... 5 204 
Waite Phillips Co. ..... ... a 1,099 
Phillips-Skelly Co. ........ 97 24,936 
Pepe Het. Ce. .ceccsecces 1 116 
Prairie Oil & Gas Co. ...... 90 4,597 
Producers & Refiners Corp.. 23 932 


Rozana_ Pet. Corp. ......... 51 1 
Simons & Moore ........... 23 Ps 
Sinclair Oil & Gas Co. .....- % 86am 
Tidal-Osage Oil Co. ........ 37 tan 
Twin States Oil Co. ...... 3 - 
NS eee . 07 ‘Seen 
Sapulpa Refining Co. (Kay 51 
3 ees. eo ee 852 
Total for district ........ 808 82,603 


The J. A. Hull Co. is pulling casing 
preparatory to completing No. 2 Wildcat 
SE cor. NE NW, Section 8-15-8, Depew 
district. The Wilcox sand was touched at 
3,783 feet and penetrated four feet. The 
hole filled with oil and slopped over the 
top of the casing. The well extends the 
Wilcox sand a half mile west in this 
territory. Company officials expected to 
complete the weli in a few days, 

The Tidal-Osage Oil Co.’s No. 1 Parks 
NW cor. SW NE, Section 21-16-8, west 
of LCristow in Creek County, is attract. 
ing attention since it filled up with 2,000 
feet of 40.5 gravity oil, following the 
touching of sand at 3,694 feet. Top of 
sand was reached at 3,668 feet. The 
crew was pulling pipe Tuesday and did 
not expect to complete the well until the 
latter part of the week. A good well 
is expected. Drillers found 5,000,000 
feet of gas in the Dutcher sand at 3,186 
feet. This test is 1% miles south of 
the old production of the Redbank, Texo- 
lean and Wolverine oil companies. 

Two important wildcat wells now be- 
ing drilled by the Tidal Oil Co. in Seni. 
nole County, are reaching critical depths, 
The Tidal-Osage Oil Co. and the Tidal 
Oil Co. were drilling at 3,545 feet on 
the test in NW cor. NW, Section 3-9-8, 
Several showings of oil and gas were 
recorded. The Tidal-Osage Oil Co. is 
ready to resume operations on the test 
in the SE cor. NW NE, Section 22-94, 
after setting casing at 3,865 feet. Eighty 
feet of dry sand was passed at 3,785- 
3,865 feet. 

Pipe Line From Cement Fields 

The Magnolia Petroleum Co. is haul- 
ing material for its pipe line from the 
Cement Field in Caddo County to its 
Duncan main line in Stephens County, 
26 miles distant. A pump station will be 
built in the northwest quarter of Section 
24-5-9, near the Grady County line. The 
Magnolia has over 1,500,000 bbls. of 
crude stored in the Cement Field, part 
of it its own production and the balance 
oil that was purchased from other pro- 
ducers. 

. Pipe Line to Kilgore Pool 

Operations in the Kilgore district of 
Stephens County have been given in- 
petus by the completion of the 3-inch 
pipe line from that field by the Mag- 
nolia Petroleum Co. to the main line of 
that company which crosses the Kilgore 
Simpson lease in Section 11-1n-5w. The 
new line is about 1 mile in length. 

The Kilgore district now has eight 
wells, producing about 275 bbls. daily. 
The oil tests 32 to 33 degrees gravity. 
The producing area is about three-quar- 
ters of a mile east and west and 1 mile 
north and south. Sands include a 20- 
foot pay at 1,000 feet, which yields an 
average of 7,000,000 to 10,000,000 feet 
of gas and an oil sand at 1,060 feet, often 
8 feet thick, with small breaks, which 
gives wells with initial production of 20 
to 75 bbls.. 

The long life of the wells is demon- 
strated: by the discovery well of the field, 
Kilgore No. 1 Lena Simpson, NW cor. 
SW NE, Section 11-1n-5w, which was 
completed nearly two years ago for 3 
bbls. of oil and 5,000,000 feet of gas 
and is now pumping 15 bbls. of oil and 
making 2,000,000 feet of gas, from the 
two sands. 

Empire’s Pipe Line to Wetumka 

The Empire Pipe Line Co. has com 
pleted its Wetumka 6-inch oil line. It 
is approximately 12 miles long. The ne¥ 
line extends from the Kingwood Pump 
Station into the Wetumka district. Gath- 
ering lines probably will be constru 
in this district soon. The line just fi 
ished is a link in the proposed extension 
to Carter County, Oklahoma. This line 
would be 105 miles long and would com 


(Continued on page 68) 
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Federal Bits 
are “Better Bits” 











Design 
Workmanship 


Material 


That’s the whole 
story but it means 
money saved on 
every well. 











pn Complete Information and Prices 
te Sent on Request— Write 


THE FEDERAL SUPPLY COMPANY 


MEXIA, TEXAS FT. WORTH, TEXAS ELECTRA, TEXAS ! ‘ 
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——| Petroleum Equipment Activities — 











The United States Steel Corporation 
and the major independent steel concerns 
advanced line pipe and oil country goods 
$6 a ton during the past week. The in- 
erease has been predicted by the supply 
industry for several weeks and is im line 
with general increases in steel prices. The 
advance means a 5 to 7 per cent increase 
in the cost of line pipe to buyers. Accord- 
ing to a new schedule of prices secured 
by a major supply company with branch 
offices in all fields, the following prices 
are now in effect for four sizes of line 
pipe for which there is the greatest de- 
mand: Six and five-eighths-inch, 24-pound, 
$1.32; 8%4-inch, 32-pound, $1.86; 10-inch, 
40-pound, $2.36; 12%-inch, 50-pound, 

2.96. The old prices were: Six and 
five-eighths-inch, 24 pound, $1.24; 8%4- 
inch, 32-pound, $1.75; 10-inch, 40-pound, 
$2.23; 12%4-inch, 50-pound, $2.79. 

With the trend of the steel market 
decidedly upward additional adjustments 
of prices for steel goods used in the oil 
industry are anticipated. So heavy has 
been the demand for tubular goods, steel 
tanks and rotary equipment that a short- 
age exists in many fields. Recent ad- 
vances in the crude market will result in 
a larger demand. However, officials of 
supply companies express confidence that 
an acute situation such as has been ex- 
perienced in the past will not result. A 
eheck made on all supplies and equip- 
ment it buys by a major production com- 
pany of Oklahoma shows that each month 
for the past four months has shown an 
increase in all oil field commodities. 





PERMANENT EXHIBIT 
OF EQUIPMENT AND 
SUPPLIES IS OPENED 





A large number of executives, purchas- 
agents and the oil fraternity generally 
Saturday afternoon and evening attended 
the formal opening of the Permanent In- 
dustrial Exhibit at Tulsa. 
announced, the exhibit is of special in- 
terest to the oil fraternity due to the 
fact that all exhibitors are manufacturers 
or jobbers of equipment and supplies used 
by the oil industry. It is the largest of 
a permanent nature ever held devoted 
exclusively to commodities of the oil 
business. At the formal opening, all of 
the exhibitors had representatives at 


their booths to explain their exhibits to 
interested visitors. The opening included 
entertainment feddtures. 





Oe SD TERY RAD GN Ee ee ee GS Oe See eee Exhibit at Tulsa. The exhibits are confined to supplies and equipment used in the oll 
justry. 3 ane 





As previously - 


The bringing of the permanent exhibit 
to Tulsa is due to the efforts of the 
Tulsa Purchasing Agents Association, an 
organization affiliated with the National 
Purchasing Agents Association. The 
Tulsa association has a large representa- 
tive membership of oil concerns, not only 
in Tulsa but throughout the surrounding 
section. It is the only association af- 
filiated with the national organization 
whose membership is confined to purchas- 
ing agents connected with the oil in- 
dustry. 

The following list includes exhibitors 
with supplies and equipment now on 
display at the exhibit: Oklahoma Tool 
& Supply Co., American wire lines; Na- 
tional Supply Co., telescoping of National 
diamond BX casings; Tulsa Oxy-Hydro 
Co., manufacturers of oxygen and hydro- 
gen, general equipment for welders, 
Bovaird Supply Co., oil and gas well sup- 
plies ; Jarecki Manufacturing Co., 
Jarecki fittings and R & J. Dick oil field 


belts; Oil Country Specialties Manufac- _ 


turing Co., Red Top equipment; Mason 
Manufacturing Co., measure meters; 
Hinderliter Tool Co., fishing and drilling 
tools; Deck Clamp ‘I'ank Co., miniatures 
of its products; Continental Supply Co., 
Youngstown tubular goods and black wire 
rope; De Laval Separator Co., one of its 
centrifugal oil purifiers; Refinery Supply 
Co., laboratory and power plant equip- 
ment ; Oxweld Acetylene Co., supplies for 
welders; Sapulpa Motor Co., Fordson 
tractor; Parkersburg Rig & Reel Co., half 
section of its bolted vapor proof steel 
tank; Fred Rosenthal, Wichita, Kans., 
through the courtesy of J. V. McGinnity, 
of Wilson & Willard Manufacturing Co., 
of Los Angeles, has on display a complete 
string of tools such as were used near 
Oil Creek, Pa., in 1864-65, weighing less 
than 200 pounds; Ryan Motor Co., Ford- 
son tractor with White hoist; Doherty 
Research Co., Doreco low pressure gas 
burner; Bridgeport Co., the Swan under- 
reamer; Western Iron & Foundry Co., 
Wichita, Kans., centrifugal pump; The 
Pyle National Co., turbogenerators and 
flood lights; Oklahoma Iron Works, 42- 
inch casing block and a 24-inch bit weigh- 
ing 4,200 pounds; Acme Foundry & Ma- 
chine Co., samples of its well-known 
founders’ and machinists’ supplies; Oil 
Well Equipment Specialty Co., Palmer 
control head; George O. Hollow, portable 
sectional lease house in miniature, intro- 
ducing new ideas in housing conditions 
for oil field workers; Chicago Bridge & 
Iron Co., showing cuts of its 80,000-bbl. 





storage tanks, stills, agitators, condensor 
boxes, etc.; Murray Tool & Supply Co., 
Wickwire cables; Pioneer Tank & Boiler 
Co., tankage for refineries and oil fields; 
Oil Well Supply Co., “Oilwell” supplies ; 
Western Supply Co., underreamer and 
combination tubing and rod socket; Mid- 
land Supply Co., welded bailer bottoms 
and flexible combination sockets, a recent 
development of this firm; Hughes Tool 
Co., rotary drilling equipment; Paul Ar- 
bon Co., Prosser sockets and interchange- 
able wire line clamp; Shaffer Specialty 
Co., Shaffer all-metal sand reel support; 
Lee C. Moore & Co. (Inc.), tubular steel 
derrick ; B. & C. Machine & Foundry Co., 
Standlee swivel swab; Union Machine 
Co., Bartlesville, Durnell underpull 
pumping power; E%ectric Supply Co., con- 
duits and pole line supplies; Mid-West 
Belting & Rubber Co., General tires; 
Manhattan Rubber Co., Condor belts and 
other rubber specialties; Eagle-Picher 
Lead Co., lead and metal products, includ- 
ing a new lead wool filled tube for plug- 
ging wells; Alemite Lubricator Co., in- 
dustrial and automobile lubricating ac- 
cessories ; Fisher Governor Co., steam and 
oi: specialties; Haynes, Patrick Auto 
Supply Co., automobile accessories; The 
Guiberson Corporation, Guiberson-Crowell 
spiral tubing packer and Guiberson- 
Richards tubing catcher; G. I, Talmage, 
commercial photographs of oil fields; 
Tulsa Printing Co., numerous standard- 
ized forms for oil company records and 
accounts; Skinner Brothers Belting Co., 
belting and “Dragon” cups; Gantz Tank 
Co., miniature bolted vil field tank; 
Wright Manufacturing Co., Wright chain 
hoists; Cousin-Ben Well Equipment Co., 
patented shock absorbing rod hanger; 
Dunn Manufacturing Co., automatic tub- 
ing catcher (McKissick type), tongs and 
elevators; Okmulgee Boiler & Welding 
Works, “Conservo” low pressure gas 
burners; Black, Sivalls & Bryson Co., 
(Perfection vapor proof pressure tanks; 
The Rossendale-Reddaway Co., “Camel 
Hair” belting; Burns Tool Co., Tubular 
screw; Southern Cornice Works, 
ventilators and other galvanized iron 
products; Williamsport Wire Rope Dis- 
tributing Co., wire rope, lubricants and 
petrol belts; W. C. Norris Co., line of its 
products; Dearborn Chemical Co., “No- 
Ox-Id” rust preventive; Maloney Tank 
Co., 65-bbl. bolted steel tank; Interna- 
tional Derrick & Equipment Co., section 
of angular steel derrick showing casing 
blocks and pulleys; Oil Well Improve- 
ments Co., Heggem & Davis oil well con- 





trol casing head; Southern Mil! & Manu. 
facturing Co., portable sectiona] modern 
living houses for oil country Workers : 
A-1 Packer Corporation, packers, swabs 


and plugs; Whittaker Tire (., Rut. 
guard Federal tires; Gaso Pump % 
Burner Manufacturing Co., line of prod- 


ucts made by the Tulsa Iron Works; The 
McEwen Manufacturing Co., Max jack 
frame; Borden Co., “Beaver” pipe eyt. 
ting and threading tools; S. M. Tones 
Co., Jones sucker rods and MacDonelj 
sucker rod pulling machine; Wilson ¢ 
Willard Manufacturing Co., tongs, casing 
elevators and underreamers. 





WELL REQUIRES LARGE 
AMOUNT OF MATERIAL 





BARTLESVILLE, Okla., Feb. 5.—The 
casing of an ordinary oil wel! converted 
into 2-inch pipe would stretch for a dis. 
tance of 20 miles, according to figures of 


H. E. Butcher, head of the stores depart. 
ment of the Empire companies 


Mr. Butcher has figured the total 
amount of lumber, casing and pipe in 
rig and oil well. He says 65 two-ton 
truckloads of casing is used in one well 


and 14 two-ton truckloads of lumber js 
used in building one standard 72-foot rig, 
Other equipment, including buviler, ep- 
gine, pumps, drilling tools and supplies 
bring the total up to approximately 100 
truck loads. 





COLUMBIAN STEEL TANK 
CO. GETS LARGE ORDER 





The Columbian Steel Tank Co., of Kan- 
sas City, Mo., has received an order for 
500 steel bolted tanks from the Midwest 
Refining Co. The tanks are for field use 


in Wyoming. All but six of the tanks 
are 500-bbl. tanks. The six tanks are 
100-bbl. The first 100 tanks on the order 


will be rushed, as they are needed at 
once in the fields. The order is one of 
the largest ever placed at one time for 
similar type of storage tanks. 





HAMMOND IRON WORKS 
_ WILL BUILD NEW REFINERY 





The Hammond Iron Works, of Warren, 
Pa., has been awarded the contract for 
the construction of a 1,000-bbi. refinery 
at Farmers Valley, Pa. The latter town 
is near Bradford, Pa. Construction work 
on the plant is to start at once. The 
plant is owned by Bradford and Warren, 
Pa., parties. 
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with fixed power output 


These charts tell their own story. They are 
the records of an 11,000 H.P. battery of 
boilers with and without Thermofeed 
Regulators. 

Without the Regulators the boilers fluc- 
tuated in steam pressure 42 4 lbs. per square 
inch, a variation of approximately 30%. 

With the Thermofeed the maximum var- 
iation was only-10 Ibs. per square inch, or 
about 6%. 

This particular plant has reduced its fuel 
expenditure fora fixed power output by 12%. 

Todd Thermofeed Regulators mean 
steady and economical feeding of boilers, 


and assure practically unvarying steam 
pressure. 

The Todd Thermofeed is a small and 
simple device which insures a constant 
water level in the boilers and which takes 
this control out of the hands of the fire- 
man and makes it absolutely automatic. 
Feed water regulation requires such con- 
stant attention that it is certainly the most 
proper of all subjects for automatic control. 
The Todd Thermofeed keeps the water 
within limits of even half an inch up and 
down. Further information and booklets 
on request. 


TODD SHIPYARDS CORPORATION 


PLANT OF WHITE FUEL OIL ENGINEERING CORPORATION 
742 East 12th Street, New York 











NEW YORK, U.S.A. 








THERMOFEED 


For steady and economical boiler fi 
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(Continued from page 64) 
nect up the entire Empire Oil Pipe line 
system. 

Late Kansas Completions 

In Greenwood County, the Theta Oil 
Co. finished No. 10 Schneider, CSL SW 
NW, Section 10-23-13, as a 20-bbl. well 
after a 40-quart shot in sand found at 
1,583-1,619 feet. The Phillips Petroleum 
Co. completed a 300-bbl. well at No. 2 
Seely, SW cor. SW SE, Section 5-23-11, 
in sand at 1,922-70 feet, after a 140- 
quart shot; total depth is 1,992 feet. 
McColm and others’ No. 1 Shultz, ND 
cor. NW SW, Section 19-28-11, is a 
3,500,000-foot gasser in sand at 1,034- 
41 feet. The Pixlee Petroleum Co.’s No. 
1 Pixlee, SW cor. Section 5-22-10, was 
flowing 90 bbls.- daily from sand at 2,- 
326-47 feet. Thad O. Day’s No. 1 
Schwab, SW cor. SE, Section 30-22-13, 
was abandoned at 2,174 feet, after a 
showing of heavy oil at 2,167 feet. Top 
of the lime was reached at 1,761 feet. 
Braden Brothers’ No. 1 Kraft, SW cor. 
NE, Section 34-22-13, was completed for 
25 bbls. in sand at 1,878-91 feet after 
a 20-quart shot. Top of the lime was 
reached at 1,853 feet. 

In Cowley County, Hawkins and oth- 
ers’ No. 1 Hittle, NW cor. Section 3- 
31-4, was dry and abandoned at 3,010 
feet, after reaching the top of the lime 
at 3,005 feet. 

In Butler County, the Phillips Petro- 
leum Co. gauged 422 bbls. during the first 
24 hours from N>. 7 Bradford-Hazlett, 
NE cor. NE SBE, Section 1-24-4, from 
sand found at 2,459-67 feet. It was ex- 
pected to make a 300-bbl. well. 

The White Eagle Oil & Refining Co. 
and Nelson’s No. 3 Seely, SE cor. SE 
SW, Section 5-23-11, Greenwood County, 
Kansas, was completed as a 275-bbl. well 
after a 160-quart shot in sand at 1,916- 
58 feet. The total depth of the well is 
1,963 feet. 





LATE GULF COAST. 





Houston. Tex., Feb. 6.—An advance 
of 10 cents per barrel for the shallow 
sand light gravity Milam County crude 
has been announced by the Owens Re- 
fining Co., whose plant at Cameron takes 
most of the output. The new quotation 
is now $1.70. The estimated production 
is placed around 480 bbls. per day for 
January. The Owens Refining Co. got 
a 3-bbl. well, 38 gravity, in No. 1 Cobb, 
4 miles south of Cameron, at 685 feet, 
which extends the area of the shallow 
sand field to the south. In the Minerva 
section, the Coyle-Colecord Oil Co.’s Na. 
5 Lucas is rated at 15 bbls. flush at 700 
feet. Its Nos. 9 and 10 Neihaus are 
good for 10 and 8 bbls., respectively. 

The Oil and Gas Division of the State 
Railroad Commission has set February 
10 as the date for a hearing on certain 
rules which it is proposed to put into 
effect in the Laredo district. Super- 
visors have made a survey of conditions 
in Webb and Zapata Counties and formu- 
lated new regulations to apply in those 
counties as a result of investigations. 
Operators have been notified to appear 
before the Oil and Gas Division on the 
date named. 

In the Coastal Pools 

The Republic Production Co. got salt 
water in No. 3 Hannah at 2,670 feet on 
the west side of the Hull Dome. The 
Crown Oil & Refining Co.’s No. 2 Abel 
is flowing 500 bbls. by heads. The 
Monarch Oil & Refining Co.’s No. 1 Abel, 
which came in last week at 2,570 feet 
flowing 1,200 bbls., has sanded. On the 
north side, the Gulf Production Co. is 
bailing No. 9 Scarborough at 3,500 feet. 
On the south side, the Humble Oil & Re- 
fining Co.’s No. 9 Hooks-Spells bailed 
salt water at 2,600 feet. The Sun Co. 
is bailing No. 7 Carr at 1,150 feet and 
the Champion Development Co. has 
temporarily abandoned No. 1 Phoenix. 

At West Columbia, The Texas Co.'s 
No, 8 Abrams is a dry hole at 3,450 feet. 
The Atlantic Oil Producing Co. aban- 
doned No. 1 Wilson at 3,335 feet. The 
Sun Oil Co. is bailing No. 5 Robertson 
at 3,025 feet following a workover. 





In the Orange Pool, the Sinclair Oi 
& Gas Co. abandoned No. 1 Parker 
8,050 feet in salt water after workine 
it over. The Hamilton Oil Co.'s No. 1 
Chesson, on the north side of the Doo! 
bailed salt water at 2,900 feet ang ; 
being deepened. ° 

At Barber Hill, Bennett, Hindman 
Pugh’s No, 3 Japhet developed salt Wate 
at 3,500 feet and is being pluggeg beck 
to 2,500 feet for another test, No. 4 
Japhet is drilling below 2,800 feet. Hind. 
man & Keeble abandoned No. 1 Z. Fisher 
at 2,500 feet. The American Independen; 
Oil, Gas & Sulphur Co. has ag location 
for No. 1 Fisher. That company Tecently 
took over part of the holdings of th 
United Petroleum Co. at Barber Hill, 

At Spindletop, the Big Six Qjj Co 
deepened No. 1 Lowrey to {00 feet and 
is bailing. The Unity Oil Co. is rigging 
No. 81 McFadden and Wilson & Broach 
are starting No. 8 Fort Worth. Tipe 
Amerada Petroleum Co. is fishing in jtg 
deep test on the southeast side of the 
dome. The Gulf Production Co. is pgij. 
ing No. 153 Wing at Batson at 1,159 
feet. The Humble Oil & Refg. (os 
No. 5 Wheeler-Pickens in the Humble 
Poot is pumping 30 bbls. at 2,625 feet. 
The Neils Esperson estate abandoned No, 
2 Ewing, on the southwest side of the 
dome at Blue Ridge, at 4,100 feet, 

In the Goose Creek Pool, the Humble 
Oil & Refg. Co.’s No. 13 Smith is flow. 
ing 1,200 bbls., 50 per cent sediment ang 
water. The Gulf Production Co, aban. 
doned No. 1 Hirsch at 4,560 feet. The 
Gulf Coast and Crown Oil & Refining 
Co.’s joint No. 35 Galliard is pumping 
100 bbls. at 2,835 feet. The Hisgen Pe- 
troleum Co. is again testing No. 2 Scorr- 
gea at 4,000 feet. It is on the west 
side of the creek and north of produec- 
tion far enough to be classed as a 
wildcat. 

In wildeat districts, the Hamilton Oil 
Association’s No. 1 at Blossom Prairie, 
Wharton County, has resumed drilling 
at 2,865 feet. The Texas Exploration 
Co.’s No. 10 Warren at Hockley Dome, 
in Harris County, is below 1,900 feet. 
The Freeport Sulphur Co. has started 
Nos. 11 Dannebaum and 3 Seaburn at 
Stratton Ridge, the first on the northeast 
side and the latter on the east side of the 
dome. The Gulf Coast Royalty Co.’s No. 
6 Seaburn is below 3,200 feet and the 
Fairchild Petroleum Co.’s No. 1 Boggs 
about 4,300 feet. 

McDowell & Co, is resuming work on 
the test 4 miles southeast of the Thrall 
Field at 1,650 feet. It has been shut 
down waiting for pipe. Adams & Grave 
are drilling near Devine, in Medina 
County, at 410 feet. The Houston Oil 
Co. has -placed a valve on its big gasser 
in Live Oak County on the Cartwright 
ranch, which had been flowing wild. It 
bridged over and was then shut in. The 
gas well of the Francis Oil Co., near 
Kingsville, Klerberg County, is again 
under control and shut in. The Live 
Oak gasser was estimated at 50,000,000 
feet and the Kingsville well at 20,000- 
000 feet. 

The runs of Gulf Coast crude by the 
Humble Pipe Line Co. averages 34,000 
bbls. per day, most of it coming from 
tthe Hull and West Columbia pools and 
part from the Orange district. Last 
month the company abolished the distine- 
tion between Grades A and B in the Hull 
Pool. The quotation for both light and 
heavy gravity is now the same—$12 
per barrel. 





COMMITTEE WILL FAVOR SOME 
KIND OF GROSS PRODUCTION TAX 





AUSTIN, Tex., Feb. 7.—The 3 per cent 
gross production tax on oil, previously 
passed by the Texas House of Represent# 
tives, was given a public hearing Wednes 
day night by the Senate committee ” 
State affairs, to which it had been 
ferred. A report of the committee is & 
pected the latter part of the week. The 
committee will report a gross productio 
tax favorably, the question to be decided 
being that of the percentage to be s¢ 
vocated. The present law is for 1% 
per cent. B. 
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FRANCE AMMONIA TYPE PACKING 
$25.00 Per Inch Dia. of Rod 
Adopted as standard by Ingersoll-Rand, Carbondale, 
and many others 








It is made of a tough metal, machined to fit the rods. 
buy it on approval. So you stand nothing to lose and much to gain. Try it. 
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GAS ENGINE PACKING 


For all sizes of gas engines—$16.00 per inch 


dia. of rod. 


ee 


Send for Catalog and List of Users 


Branches: 


WESTERN SUPPLY CO., 
P. O. Box 1824, Tulsa, Oklahoma 


A. C. STUCKY, 


222 Warwick Blvd., San Antonio, 
Texas 





made with either round or oblons Jf You Investigate It, You Will Invest In It 


No man can investigate the marvelous service record of FRANCE Metat 
Packing during the past 25 years without being convinced that he has found 
something in the packing line far superior to anything he ever tried before. 
Its service records are nothing short of astounding—15 to 20 years. 


FRANCE Metal Packing 


saves the cost of fibrous packing ten times over; eliminates all packing trou- 
bles; saves steam and coal—and SAVES THE RODS. 


ing is made for every class of service—steam, gas, air or ammonia. In use in 


France Metal Pack- 


You can rent it, or 


FRANCE PACKING CO., 6612-18 Tacony Street, Philadelphia, Pa. 


























FRANCE INSIDE SPLIT PACKING 
$12.00 Per Inch Dia. of Rod 


Adopted as standard by the best En- 
gine Builders in the United States 
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GENUINE) WROUGHT IRON 


‘ : E 


RUST- 


RESISTANCE 


is the biggest word 
in pipe durability 


Not long ago, the superintendent of a 
large gas company had occasion to pull 
the casing from some 8 or 10 old gas 


In all but two of these, the cas- 


ing was Byers, and was pulled without 
the loss of a foot of pipe. In the remain- 
ing two wells, the steel casing pulled 
apart repeatedly, having suffered so se- 
verely from corrosion as to be unable to 
stand the stress of pulling, and very little 
of the pipe was fit to use again. 


The life of casing, line pipe, and tubing, 
largely depends on their rust-resistance. 
Byers’ genuine iron pipe is known to 
“wear” better than steel pipe, largely 
because, after years of service, it suffers 
so little from rust that it retains its orig- 
physical strength and clean, 
accurate threads. 


A. M. BYERS COMPANY 


Established 1864 


PITTSBURGH, PA. 


Representatives:| 


A. D. OLIPHANT, 
Tulsa, Okla. 

J. A. ARMSTRONG, 

Los Angeles, Calif. 


A. 8. VANDERVOORT, Jr. 
1614 Carter Bidg., 
Houston, Texas 


Genuine 
Wrought Iron 
Casing Tubing 

Line Pipe 


Refinery Pipe 








PROBING OIL MEN’S 


BANKING CONNECTIONS 
(Continued from page 16) 





000 in a short time. They formed the 
Tidemex Co., in the early part of 1921. 
This was in the Panuco district. They 
drilled from three to five wells, and they 
built pipe lines, railroads and loading sta- 
tions for handling of large amounts of 
their prospective oil, which they never 
got. The first well came in with 45,000 
bbls. a day, and it was the first to go to 
salt water. The production gave out 
within a few weeks after they started. 
After that they contracted with the In- 
ternational Petroleum Company, and took 
their entire production of 25,000 bbls. per 
day until July, 1922, when the Interna- 
tional wells gave out. The result of all 
this was that in the year 1922 the Tide 
Water paid no dividends to their stock- 
holders, which broke the record of regu- 
lar dividends that had continued for so 
many years. 

In Mexico they built a pipe line 25 
miles long, and they built four tank 
ships, the cost of bringing the oil to the 
company’s refineries on the Atlantic 
coast being 32 cents per bbl. They had 
an additional cost for terminal and pipe 
lines of about 3 cents per bbl. while 
running full. 

The Tide Water now had producing 
property in Pennsylvania, Ohio, West 
Virginia, Kentucky, Illinois, Kansas, 
Oklahoma and North Texas. 

Why the Many Subsidiaries 

Attorney Gilbert BD. Roe was interested 
to know why the Tide Water had so 
many subsidiary companies to do their 
business, instead of the parent company 
doing their business directly. Mr. Ben- 
son explained that it was impossible to 
take the parent company into many 
States on account of the State laws, 
which tax all of the stock of the parent 
company, no matter how little business it 
does. In Massachusetts, if the small 
business done by the Tide Water or by 
the parent company, the taxes would 
amount to $25,000 a year, whereas with 
their subsidiary they pay $250 a year. 

The Tide Water Oil Co. consumea 
crude oil amounting to 7,130,746 bbls. in 
1920, and 7,329,495 bbls. in 1921, and 
5,550,180 bbls. during the first six months 
of 1922. This was the amount of oil that 
passed through their refineries. From 
their Mid-Continent oil they produce 18 
per cent gasoline, but: they had never 
attempted to produte gasoline from Mex- 
ican oil. The Mexican oil could not be 
made to produce gasoline on a sufficient 
scale to make it pay. 

Mr. Benson was asked by Attorney 
Roe whether it was possible to keep the 
shipments of different grades of oil sep- 
arate in pipe lines. 

Transportation Problems 

“It is possible, but not practical.” re- 
plied Mr. Benson. “It means pumping a 
large block of water between the different 
grades of oil which interferes with the 
line. There is the expense of pumping 
the water that brings no revenue, and it 
costs as much to pump water as it does 
to pump oil.” 

Mr. Roe: “Is that practice foliowed?” 

Mr. Benson: “I never heard of it be- 
ing followed. It has always been aban- 
doned wherever it was attempted. We 
tried to keep our Pennsylvania crude, 
which is a higher grade, separate from 
the Western oil by that method, as well 
as other methods, and we found it was 
best to lay a separate line of pipe, par- 
allel to our old line to. bring the two 
grades in separately.” 

Mr. Benson spent some time in ex- 
plaining to the committee the manner in 
which the petroleum core _ will bore 
through a column of water, making it 
necessary to carry a much larger column 
of water, if it is desired to use that 
method for the separation of the different 
grades. 

The witness named 17 subsidiaries of 
which his company owns a controlling 
interest, and nearly as many more in 
which they own ~-gmall-interest:..-. _ .... 


—_!' 


He was questioned to considerable » 
tent in regard to the election of g 7 
Slade, president of the company . 
January 1. He said that Mr. Slade Was 
formerly of the Northern Pacific Railrog, 
Co., the Lehigh Valley Railroad Co, and 
also, he thought, the Southern Rajjp, 
Co. Mr. Slade had gone to France 4 
charge of transportation during the 
war, and after he came back was sent 
to Alaska, in connection with some Ger. 
ernment matter. He said he had been 
connected with an oil company organiza 
by the Northern Pacific Railroad, ;, 
investigate the oil lands owned by ty 
Northern Pacific in Montana. That wy; 
since 1919. 


Attorney Roe asked how it came about 
that a man with such little experience ;, 
the oil business should be chosen ag pres. 
ident of a great oil company. The yi. 
ness explained that he had met Colong 
Slade in 1919, when the Colonel haj 
returned from France; and he wag yer; 
greatly impressed with his ability ag a) 
executive, and also he believed he wonij 
lend assistance in acquiring new capit,) 
which the company needed. Colonel Slag 
had bought 1,000 shares for his wit. 
but didn’t know how much more he had 
bought. 

Mr. Roe asked whether any railroad 
had taken any shares in the Tide Water, 
and the witness replied that they had not 
to his knowledge. 

The witness gave the names of the 
stockholders holding more than 1 per cent 
of the capital stock of the Tide Water, 
as follows. George F. Baker, 7.2 per 
cent; R. D. and W. 8. Benson, 2.66 per 
cent: Frank Haskell, 2.51 per cent; 
Fanny W. LeRoy, 1.15 per cent; Char. 
lotte McVicker, 1.05 per cent; Ogden 
Mills, 1.01 per cent; Standard Oil Co. of 
New Jersey, 40.70 per cent. Mr. Benson 
explained that his family owned 27.2 
per cent of the stock of the Tide Water, 
this having come from his father. The 
total number of stockholders, 2,855. 

The witness explained that the Stani- 
ard Oil Co. of New Jersey had acquir- 
ed 40 per cent of their capital stock 
about 1880. He did not know for a long 
time how much they owned really, be- 
cause it was in other people’s names. Be- 
ginning in 1912 this stock was listed in 
their own name. They had not acquired 
any additional stock except new shares 
issued to all the stockholders. 

- B. G. Dawes Tells of Pure Oil. 

B. G. Dawes, president of the Pure 
Oil Co., of Columbus, Ohio, was an in- 
teresting witness also. He named over 
the various subsidiaries of the Pure Oil 
Co., and gave the history of the develop- 
ment of that company. He said they 
have seven refineries. Of trunk pipe lines 
they have 251 miles 4-inch, and 46 
miles of 6-inch pipes. Gathering lines 
consist of 1,264 miles of 2-inch, 306 of 
38-inch, 134 of 4-inch, 22 miles of 5-inch, 
and 7.95 miles of 6-inch pipe. The 
Mountain State Gas Co., a subsidiary 
has 417 miles of 2-inch pipe and 132 
miles of 4-inch pipe. This does not ir 
clude the United States Pipe Line ©. 
which is half owned by the Pure Oil 
Co., and half owned by the Nations! 
Transit Co., a Standard company. Th 
total trunk and gathering lines of th 
company aggregate 4,176 miles. 

The 1922 crude production of the com 
pany by field showed 453,859 bbls. i 
the central Ohio division; 755,715 bbls 
in the Charleston, West Virginia div 
sion; 127,588 bbls. in the Ohio Rive 
division; 132,777 bbls. in the Tinos 
division; 2,214,076 bbls. in southwest 
ern division; including Kansas, 
homa, Arkansas and Louisiana, 4 total 
of 3,681,867 bbls. The company has 1; 
345 oil wells divided as follows: Ce 
tral Ohio, 472; Charleston division, 216; 
Ohio, 1,111; Illinois, 413; Southweste™ 
division, 1,033. 

The witness said that there was $4: 
487,525 of common stock outstandins 
$25 per share. There was a total of $2: 
000,000 preferred stock outstanding. 

Whom Did Cox Buy For? | 

Attorney Roe was quite interested 2 

learning how it-was that, Robert H, Cot 
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More than 


8,000 


practical oil men, after 
thoroughly investigating 
the market, have chosen 
Gaso Pumps. There is 


only one reason! 


A complete line designed 
especially for oil tield 
service. 


Catalog on request. 
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purchased $500,000 of the capital stock 
in 1921 for cash, and the w:tness said 
that he did not know who Mr. Cox rep- 
resented, but he could find out and in- 
form the committee. He presumed that 
Mr. Cox represented some one else. Mr. 
Cox paid $170 per share for $100 shares, 
as that was the market price, and the 
Humphreys Oil Co. bought 40,000 shares 
at $40 per share, when the par value 
was $25 for common steck. Naming 
stockholders owning 1 per cent or more, 
the witness gave the following list: 

Dawes Brothers, Inc., 3.66 per cent, 
and Humphreys Oil Co., 1.08 per cent. 
There were no others owning as much 
as 1 per cent of the stock. He said that 
they had over 4,000 employes and over 
75 per cent of them are stockholders. 
The total dividends in stock and cash 
amounted to $46,452,404, of which $40,- 
507,429 had been paid in cash. The 
total number of stockholders was 27,800. 
This year 2,400 of the employes had 
bought additional stock. Mr. Dawes said 
the company had a production in 1922 of 
3,684,000 bbls., and it is consuming about 
5,250,000 bbls. a year. It has 3,245 
wells, the average production being one- 
third of a barrel a day. In the Ohio 
Field, the average is 2.75 bbls.; Charles- 
ton, 10 bbls., and Oklahoma, 6.75 bbls. 

Senate Committee 

The publication of increases of bids for 
petroleum by the Joseph Seep Purchasing 
Agency and the South Penn Oil Co., 
published in the newspapers Thursday 
evening, February 1, caused Attorney Roe 
to telephone to Mr. Dawes, president of 
the Pure Oil Co., to remain over and give 
his views upon this development. This 
effort to obtain information resulted in 
no more than reading the transaction 
into the record together with a telegram 
verifying the statement which Mr. Dawes 
had received from his purchasing agent. 
The only point of interest in the matter 
was an expressionable opinion by this 
purchasing agent that eastern crudes will 
be bought on a gravity basis in the fu- 
ture. 

Gulf Officials’ Turn 

After th's brief testimony, the balance 
of the day was taken up by the com- 
mittee in their examination of W. L. 
Mellon, president, and George C. Davi- 
son, vice president of the Gulf Oil Cor- 
poration. 

The Senate required several votes, dur- 
ing the day, so that Senator LaFollette 
found it necessary occasionally to sus- 
pend the taking of testimony for a short 
time. One thing is very evident, and 
that is, Senator LaFollette is making a 
very careful study of the oil question. 
He frequently takes notes, occasionally 
eonfers with Attorney Roe, and some- 
times asks a few questions himself. 

Mr. Mellon reviewed his own connec- 
tion with the Gulf Oil Corporation, of 
which he had been pres:dent since 1907. 
Prior to that he had been with the J..M. 
Guffey Petroleum Co., and the Gulf Re- 
fining Co., which were merged later with 
the Gulf Oil Corporation. His first con- 
nection with the former companies was in 
1902. He explained the reorganization 
of the present company, which is known 
as the Gulf Oil Corporaton of Pennsyl- 
vania, the successor since January 1 of 
the Gulf Oil Corporation of New Jersey. 
This change in organization was brought 
about by taxation, the State of Pennsyl 
vania taxing the foreign corporation to 
such an extent that it became an ad- 
vantage to bring the company home un- 
der Pennsylvania laws, its chief office 
being in Pittsburgh. Mr. Mellon ex- 
plained to the committee his connection 
with various banking and other business 
corporations, and gave the same infor- 
mation respecting Mr. Davison’s busi- 
ness connections. 

The witness stated that the Gulf Cor- 
poration gave cash at par for the stock 
of the Gulf Pipe Line, amounting to 
$3,500,000. 

Respecting the taking over of these 
properties, Mr. Mellon explained that it 
was really in order to avoid a receiver- 
ship, as the J. M. Guffey Petroleum Co., 
the first oil company to develop Spindle- 
top, had reached the time when there 














was a declining production ; 

thing had to be done. It “oan 

receivership or a reorganization, He F 

plained that the stock of the com md 

was largely held in Pennsylyap; pany 
ylvania, 

The surplus of the Gulf (% 
the end of 1921 was $8,458,781 ang ; 
the 11 months of 1922 there was q , 
plus of $15,520,670 and an additinn 
surplus of $2,892,484. At the time be 
testified, there was a total surplus nd 
dividends of $57,222,944. He saiq reel 
no new money had gone into the pow 
sla q 3 
since 1913, except the amount that em 
ployes’ steek had brought in. 

Production of the Gulf Oi! Corpors. 
tion in the several fields at this time 
was given by the witness. Ip Mexico 
Panuco district, production is 7,000 bbis 
a day, and in Toteco district, 29,009 phi, 
a day. This was a great decline jp the 
Toteco district since a year ago, when 
the production was 100,000 bbls, a day 
This resulted partly from the decreasing 
of the oil deposits and partly from th 
incursion of salt water. He said the 
company is now drilling five wells jp 
the heavy oil district and one in the light 
oil district. The company refines this 
oi! at its refinery in Port Arthur, Tex 
In the Toteco district its leases are on 
from the International Petroleum (Co,, ang 
it pays an underlying 1/10 royalty, whieh 
goes to the owners of the land, and % 
royalty, which goes to the International, 

Kentucky production is running frop 
400 to 500 bbls. a day; Arkansas, 17,000 
bbls. a day; Texas, 23,000 bbls. of 
coastal a day, and 10,000 bbls. of light 
oil. He explained in respect to Arkan 
sas production that all but 1,500 bbls. is 
a heavy oil. The company stores practi- 
cally all of this oil at this time. He 
said if is not practical to move the heavy 
oil through pipe lines, as it is so viscous 
that it cannot be moved through pipes 
The company has not enough light oi! 
in Arkansas to warrant the building of 
a pipe line for that. The leases in the 
State carry a bonus, in addition to the 
ordinary royaity. 

The Louisiana production is 12700 
bbls. of light oil and 1,600 bbls. of heavy 
oil per day, all of which goes to the 
Port Arthur refinery. Kansas _produe. 
tion is 1,200 bbls., and the Oklahoma 
production 43,500 bbls. per day. The 
Oklahoma production at this time is 
greater than the daily average for the 
year. 

Independents Heard This Week 

The independent producers and re 
finers on Monday began their innings in 
the investigation of the price of gasoline 
and other oil products before the com 
mittee headed by Senator La Follette. 

James F, Lawrence, counsel for the 
Western Petroleum Refiners Association 
residence Kiansas City, Mo., was one of 
the especially interesting witnesses. His 
chief subject was railroad rates as ’ 
cause of disadvantage to the independent 
refiners of the Mid-Continent Field. Sena- 
tor Brookhart came into the committee 
room and was particularly interested in 
Mr. Lawrence's statement, the gist of 
which was that the Indiana-Ilinois State 
line marks a change of rate which under 
existing conditions gives an advantage t 
the East of # cent and one-half a gallon 
on gasoline. The Mid-Continent refiners, 
he declared, could not pay the freight rate 
and compete in that territory, while the 
Standard Oil transports by pipe line and 
refines in locations to avoid the jump ™ 
freight rates, especially as they vey 
largely use tank wagons for distributing 
over extensive districts. 

H. H. Willock, secretary of ti 
Waverly Oil Works Co., Pittsburgh, Ps. 
was quite an animated witness and he 
paid his attentions to the oil conditious 
in very forceful language. He review 
the oil price changes during the last thre 
years, and said the prices of erude st 
regulated by the oil interests to at 
themselves. Mexican wells going to # 
water, he said, was used as an exci® 
for putting down the price of oil becaus 
for a long time shipments were not af- 
fected. « 
“They,” he said, referring to the * 
interests, “gyped us out of $4008 day 
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AMSPORT 


When a new driller starts work on your half-finished well, does 
he have to depend on hearsay—notoriously inexact—for his knowl- 
edge of the wire line you are using? If so, he is handicapped in 
his work by doubt and uncertainty. 


In your warehouse, do your men need to be constantly on guard 
in keeping each reel of wire line properly labeled? If labels get 


misplaced or mixed, are they helpless? 


When you buy a new line, are you helplessly uncertain as to 
whether “substitution” has been practiced, or an error made, some- 
where between factory and your warehouse? 


These dangerous uncertainties are eliminated if you use 
WILLIAMSPORT Lines, for each contains, through every inch of 
its core, our patented tape-marker, indicating by word and color 
the kind of steel of which the line is made. 


Again, you know the line is a genuine “WILLIAMSPORT,” a 
line we guarantee to be the equal of the best wire ropes made in 
the World. Ask the advice of our nearest representative, when 
buying your next line. 


WILLIAMSP ORT 
WIRE ROPE DISTRIBUTING 
COMPANY 


General Offices: Kennedy Building, TULSA, OKLA. 


DISTRICT OFFICES: 
Houston — Graham — Shreveport — Shilder — Arkansas City — Smackover — Casper 
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MIDLAND SUPPLY CO. Pawhuska and 
Hominy, Okla.; Eureka, Kans. 

ATLAS SUPPLY CO., Muskogee Okla.,. 
and all branch stores. 

AMERICAN TOOL & SUPPLY CO., 
Bristow, Okla. 

CHADDERDON - NELSON TOOL & 
SUPPLY CO., Slick, Okla. 

PETROLEUM SUPPLY CO., Houston 
and Mexia, Tex.; El Dorado, Ark. 

CUSHING 
Cushing, Okla. 


OIL COUNTRY DISTRIBUTORS 
Mexia, Tex. 


Bradford, Pa 


ton, W. Va.; Paintsville, Ky. 







MACHINE & TOOL CO., 





FEDERAL SUPPLY CO., Electra and 


SABINE SUPPLY CO., Orange, Tex. 
SEHNERT’S, INC., Haynesville La. 
BOVAIRD & SEYFANG, Pittsburgh and 


BRANCHLAND SUPPLY CO., Hunting- 
DUNHAM & LAWLER, Los Angeles, Cal. 


MONTANA LUMBER & HDW. 
Lewistown and Winnett, Mont. 


co., 
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Specifications and Price 


(Aves Standardized Tanks rang- 
ing in capacities from 550 gallons to 
80,000 barrels, are built to specifications of 
design, construction and material that 
conform to the most rigid requirements 
of petroleum storage. 





Complete stocks of fabricated steel plate 
are maintained for fabrication of all 
GRAVER Standardized Tanks. 


Standardization permits quicker deliv- 
eries at lower prices. Why not consider 
GRAVER Standardized Specifications 


before drawing yours? 


GRAVER Qopontion 


(WM. GRAVER TANK WORKS FOUNDED 1857) 


Steel Tanks and General Steel Plate Construction 
Water Softening and Purifying Equipment 


East Chicago, Ind. 














1928 Todd Avenue 










Specifications and sizes of 
Graver Standardized 
Tanks are listed in 1923 
editions of “Petroleum 
Register” and “Oil Trade 
Blue Book.” 
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for six weeks, when we were running 800 
bbls. a day.” He said times were bad 
enough “without being gyped” out of 
$15,000. 

He thought that gasoline ought to be 
3 cents a barrel higher, and said the 
problem before the Senate committee was 
a hard nut to crack, but he thought that 
Government ownership of pipe line trans- 
portation and storage of crude would 
help. 

John D. Reynolds, secretary of the 
Western Petroleum Refiners Association, 
gave interesting testimony, largely con- 
cerning statistics of the Mid-Continent 
Field. His association of 65 members 
represents 77 plants. He explained the 
selling methods of the independents, and 
compared them with those of Standard 
Oil. The payment of premium by the 
Mid-Continent independents placed them 
at a disadvantage, Mr. Reynolds said. 


Roy B. Jones, representing the Pan- 
handle Refining Co. of Dallas, Tex., told 
how the gravity basis operated against 
his company. Because they had contracts 
at 25 cents above the posted prices of 
The Texas Co., and now that posted 
prices are based on gravity tests, they 
get no better oil, but pay more for it. 

R. G. Coconower, of the Midwest Re- 
fining Co., filed statistical exhibits re- 
quested by the committee, and H. K. 
Heiss, a New York salesman, declared 
that the Standard Oil Co. of New York 
gave rebates of a cent and a half a gal- 
lon on gasoline sold to dealers in parts 
of New York State, where there is strong 
competition. He said he had personally 
received these rebates. He admitted that 
he no longer sells Standard Oil gasoline. 


HIGH LIGHTS IN THE 
GEOLOGICAL SURVEY’S 
REVIEW OF PAST YEAR 








The annual statistical report of the 
United States Geological Survey on oil 
production, consumption and stocks, pre- 
pared by G. B. Richardson, says that 
during the period 1918-1922 production 
increased 55 per cent; imports, 229 per 
cent ; exports, 109 per cent; consumption, 
42 per cent; stocks, 106 per cent. More 
than 23,000,000 bbls. of crude petroleum 
were withdrawn from storage in 1918, 
whereas in the following four years stocks 
were increased, more than 62,000,000 
bbls. being added to storage in 1921 and 
almost 79,000,000 bbls. in 1922. On De- 
cember 31, 1922, net pipe line and tank 
farm stocks of domestic petroleum plus 
stocks of Mexican petroleum held in the 
United States by importers amounted to 
264,578,000 bbls., a supply sufficient to 
meet current needs of consumption for 
148 days. It is of interest to compare 
these figures with those for stocks of 
crude oil held on December 31, 1915, at 
the time ofi oversupply consequent to the 
development of the Cushing Field, when 
stocks amounted to 194,185,000 bbls. On 
account of the small consumption at that 
time, however, the supply was sufficient 
tu last 244 days. 

Preliminary figures show that 551,197,- 
000 bbls. of petroleum were transported 
from producing properties during 1922. 
To these figures, which were compiled 
from monthly reports of pipe line and 
other companies to the United States 
Geological Survey, will be added to con- 
stitute final figures of production (when 
the annual canvass of some 14,000 pro- 
ducers is completed) the quantity of pe- 
troleum consumed on the leases for fuel 
and the net increase during the year of 
stocks held on producing properties. The 
production for 1922 is by far the greatest 
quantity of petroleum ever produced in 
the United States in any one year, ex- 
ceeding the production of 1921 by almost 
17 per cent, more than doubling the pro- 
duction of the country in 1914, and ap- 
proximating the entire preduction in the 
world in 1919. The increased production 
for the year is due chiefly to the bring- 
ing in of prolific new fields in California, 
Oklahoma, Texas, Louisiana and Ar. 
kansas. 


The world’s production of petroleum in 


1922 is not yet known, but p 
estimates indicate a total not far 7 
850,000,000 bbls., as compared with 765, 
000,000 bbls. produced in 1921: : 

Indicated consumption of domestic and 
imported crude petroleum (deliveries to 
consumers), amounting to 586,000,000 
bbls. in 1922, was 35,000,000 bi, 
greater than domestic production, 
difference was made up by imports, Which, 
however, amounted to 124,000,000 bbls. 
Imports of Mexican petroleum during the 
first half of the year were maintaineg at 
record high amounts but fell off consider. 
ably during the last half of the year, 4, 
lowing the depletion of the Prolifie 
southern fields of Mexico. 

The year closed with a distinct 
in conditions that had persisted for more 
than two years. Beginning in November 
and being more pronounced in December 
total pipe line and tank farm stocks of 
domestic petroleum plus stocks of Meri. 
can petroleum held in the United State 
by importers, which month by month had 
been accumulating since May, 1920, reg. 
istered a decrease due to the fact that 
production plus imports was less than 
consumption plus exports. 





ANOTHER OIL COMPANY 
AGAINST SEVERANCE TAX 





SHREVEPORT, La., Feb. 5.—The Ohio 
Oil Co. has joined the fight against the 
3 per cent severance tax, making the 
twelfth company to file suit against W. 
N. McFarland, supervisor of public ae 
counts, to restrain him from collecting 
the tax. The Standard Oil Co. of Louis 
iana has notified the supervisor that it 
will not pay the 2 per cent tax due o 
December production unless the State 
agrees to credit this amount on th 
amount due for the ensuing quarter at 
the 3 per cent rate, in case that com 
pany wins the suit now in the courts 
The State contends that there can be no 
such intermediate ground taken and that 
the Standard Oil Co. of Louisiana must 
cither pay or not pay at the decision of 
the court. 

Suits have been entered by 12 repre 
sentative oil companies on the ground 
that the 3 per cent tax is unconstitutional 
because, being a property tax, it exceeds 
the 5% limit fixed by the constitution 
Should the test case be decided in favor 
af the companies by the District Court, 
it is the avowed purpose of the governor 
to call a special session of the Legislature 
and make the tax a license tax as wal 
the 2 per cent tax previously levied and 
paid. Should this extreme measure b 
taken, it bas been intimated that the 
tax will be increased from 3 to 5 cents 
a barrel. 





TO START REFINERY 





Casper, Wyo., Feb. 3.—The Texas Co. 
is about ready to start its Casper refi- 
ery that has been building for several 
months past. This plant is to take ol 
from the Salt Creek Field through the 
Central Pipe Line Co.’s line and th 
storage at The Texas Co.'s plant 3 
nearly full in preparation for the frt 
run. 


———— 








GROUP 3 REFINED 
MARKET MARKING TIME 





(Continued from page 50) 
nish this material. There are only about 
four plants in Oklahoma who have det 
nitely decided to make road oil this yet 
and none of them seem very anxious # 
make contracts now, preferring to - 
a little longer and see what fuel 
going to do. Current quotations ram 
from $1.40 to $1.45 per bbl. for 
per cent asphalt and $1.45 to $1.50 # 
bbl. of the 60-70 grade. Several 
who have formerly made this 
have announced that they will not rel 
facture it this year and higher prices 
are anticipated. 
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A Gate Valve that’s tight— 
easily operaced—and long wearing 


Darling Gate Valves are playing an impor- 
tant part in the production of oil. Their 
year-in-and-year-out dependability—their 
ease of operation—and their never-failing 
ability to stay tight, all these qualities are 
well appreciated by men in the oil fields 
who are anxious to produce oil econom- 
ically and to show the greatest possible re- 
turns on the investment in equipment. 


Men who use Darling Valves say that their 
efficiency reduces losses in production to 
a minimum. They seldom need repiace- 
ment—they last for years. Back of this 


superior performance are the years of 
skillful engineering—of untiring experi- 
menting—and of exacting workmanship 
with the best materials. 


These well known Darling qualities stand 
out uniformly because Varting tests every 
valve before it leaves the plant. Others are 
realizing a big saving by using the right 
kind of valve—you can do it, too. 


Let us send you diagrams showing details 
of construction. Sent upon request, to- 
gether with catalog. 


DARLING VALVE & MANUFACTURING COMPANY 


WILLIAMSPORT. PA, 


NEW YORK CHICAGO 
OKLAHOMA CITY 


PHILADELPHIA 
HOUSTON 


DARLIN 


GATE VALVES 
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OKLAHOMA-KANSAS AND EASTERN 
PIPE LINE REPORT FOR DECE 


OKLAHOMA-KANSAS 
Pipe Line Statement for December 


Company— 
Prairie Pipe Line Co 
Gulf Pipe Line Co 
Texas Pipe Line 
Empire Pipe Line Co 
Magnolia Pipe Line Co.. 
Cosden Pipe Line Co 
Sinclair Pipe Line Co.... 


Month Daily Av. 
*4,340,000 140,000 
40,176 
16,619 
26,099 
24,786 
32,095 
49,116 
173,600 


Southern P. L..... 908,619.86 
Crescent P. L 99,264.80 
++ ++«) 8,148,060.81 

) er 901,442.59 

315,106.35 
4,881.77 
171,371.69 
141,984.27 
8,088.79 
7,490.32 


Paragon Ref. 
Indian Ref. 

Swies P. L. eee 
Pittsburgh P. L... 


19286 


76 


327, 


1 
1 


1 


Ynsurance against 


premature explosion 





There is no danger if the 
line is a Plymouth Man- 
ila Yacht Torpedo Line. 


For Plymouth Lines are 
built for the work they 
are to do and there is al- 
ways an ample margin 
of safety. 


Furnished free from 
splice for wells of any 
depth. 


Plymouth Yacht Torpe- 
do Lines are insurance 
against premature ex- 
plosions. 


Plymouth Cordage Co. 
North Plymouth, Mass. 


Oil Well Supply 
Company 


Distributors 


Stores in All Oil Fields 














PLYMOUTH 


TORPEDO LINES 
you can trust 








Other lines 


602,391 
494,420 


7,971 


15,684,119 


Total, December 
14,832,654 


Total, November 





Difference 761,465 
Month Daily Av. 
166,803 
26,990 
25,662 
26,028 
27,647 
37,007 
34,396 
173.500 


617.935 
601,166 


Company— 
Prairie Pipe Line Co... .t5,170,890 
Gulf Pipe Line Co 83 
Texas Pipe Line Co 
Empire Pipe Line Co.... 
Magnolia Pipe Line Co.. 
Cosden Pipe Line Co 
Sinclair Pipe Line Co....f1, 
Other lines .. *5,388,500 


Total, December 
Total, November 





16,065,932 
15,034,995 


1,030,937 


*21,600,000 
*1,600,000 
6.062.545 
6,197,194 


Difference 17,767 
Prairie Oil and Gas 

Prairie Pipe Line Co 

Gulf P. L. and Gypsy Oil Co.... 
The Texas Co 

Empire Pipe Line Co 1,984,400 
Magnolia Petroleum Co.. -» 6,664,094 
Cosden Pipe Line Co 1,624,044 
Sinclair Crude Oil Purchasing Co*23,554.000 
Carter Oil Co 16,305,000 
Other lines *2,600,000 


89,091,277 
87,830,033 


December 
November 


Total, 
Total, 


Difference 


*Estimated. tIncludes Texas Crude. 

Note—Stocks do not include approximate- 
ly 4,776,000 bbis. held in storage on priv- 
ate tank farms and leases. 


Eastern Pipe Lines 
In the following table will be found the 
regular receipte from wells by various 
pipe lines in New York, Pennsylvania. West 
Virginia, Ohio, Kentucky and Indiana for 
November and December: 
Nov., '22 
213,660.31 
89,853.71 
404,747.00 


Dec.. °22 
Nat. Transit 205,658.56 
a Ww. me. F 
Eureka P. L 85,343.99 
Buckeye P. L. 
(Macksburg) 
Buckeye P. L. 
(Cleveland) 


266,941.76 442,832.18 
270,955.41 
21,293.90 
107,527.65 
14,390.06 
321,396.28 
13,166.41 
150,540.48 
179,093.11 
35,083.86 
54,828.26 
361,454.11 


22,370.64 


102,792.21 
16,094.29 
365,209.58 
14,700.82 
150,284.07 
181,082.09 
34,885.75 
30,655.18 
357,312.73 
997.23 
9,998.02 


2,269,385.39 2,273,871.22 
Daily average - 76,312.84 73,350.68 
Note Indian Refining Co. also reported 
other receipts of 136,477.62 bbls., Paragon 
Refining Co. had other receipts of 60,060.11 
bbis. Pittsburgh Pipe Line Co. had other 
receipts of 2,968.67 bbis. 
Petroleum Deliveries 
The following table exhibits the ship- 
ments or regular deliveries of various pipe 
lines in New York, Pennsylvania, West Vir- 
ginia, Ohio, Kentucky and Indiana for No- 
vember and December: 
Dec., '22 


Nov., °22 
488,240.63 436,813.35 
287,975.94 


266,262.89 
135,868.37 


N. Y. Transit 
Tide Water P. L.. 
Pure Oil P. L..... 


Paragon Ref. 
Indian Ref. 
Swiss P. L. 


Pittsburgh P. L... 10,396.96 





Nat. Transit 
8. W. Pa. P. L.... 


Buckeye P. L. 
(Macksburg) 

Buckeye P. L. 
(Cleveland 


128,069.93 
75,362.54 
1,650.95 


956,102.19 
948,970.85 
119,957.53 
126,857.17 
153,195.66 
667,133.97 
124,480.91 
131,741.91 


72,695.79 
1,300.85 
866,902.88 
1,023,962.19 
112,961.81 
138,506.62 
155,276.15 
1,026,626.44 
123,324.46 
184,082.06 
164,111.01 
36,269.19 
101,366.56 
478,240.53 


13,406.70 


5,358,680.90 
72,860.67 


Cumberland P. ° 
Southern P. snes 
Crescent P. L 

N. Y. Transit 

Northern P. eon 
Tide Water P. L.. 
Pure Oil Bocece 188,044.50 
Emery P. L 34,160.63 
Paragon Ref. .... 164,226.01 
Indian Ref. ...... 491,897.81 
Swiss P. 2,434,98 
Pittsburg 12,619.02 


4,970,310.08 
165,677.00 1 
Stocks. 





Daily average 
Gross 

The gross stocks held by various pipe 
lines in the oil producing section of New 
York, Pennsylvania, West Virginia, Ohio, 
Indiana and Kentucky at the close of 
November and December are as follows: 
Nov., °22 Dec., '22 
1,026,332.11 1,121,716.17 
++» 861,136.42 824,725.35 
- 2,100,498.51 2,036,301.48 


632,676.67 636,926.48 
(Cleveland) .... 


22,900.58 24,403.33 
Buckeye P. L. 


(Lima, ete.) .... 4,723,122.86 3,890,631.97 
Indiana P. L...... 1,241.17 617,106.08 
Cumberland P. L. 638,753.75 686,982.93 


Nat. Transit 
8. W. Pa. P. 
Eureka P. L. 
Buckeye P. L. 
(Macksburg) ... 
Buckeye P. L. 


15,171,972.32 14,323, 
Decrease .....- 685,773.70 g% 
Grades of Oil 
The following table shows the ol 
of the different grades of oil held by { 
Eastern pipe lines at the close of } 
ber and December, showing the gross 
of the above fields: 
"22 


Nov., Dee., ' 
Pennsylvania - 8,595,615.55 3,636 4195 
Lima 699,151.64 740,681.4 
-- 1,960,662.25 19 r 
+ 8,821,771.27 7,909 19595" 
94,871.61 4 


S 


Kentucky .... 
Mid-Continent 
Illinois 


16,171,972.32 14,333, 


Daily Average Runs, 
The following table shows the 

erage runs of the Pennsylvania, Lima 
Kentucky oil fields for the past four 
1919 1920 1921 
66,775 66,004 64,460 

68,699 70,054 

67,745 68,555 

64,589 

63,937 

68,750 

66,489 

63,861 

68,102 

65,066 


January 
February 


September 

October 

November 62,768 68,470 

December 60,975 61,000 

Daily Average Shipments 

The follownig table gives daily @ 

shipments from the Pennsylvania, 

and other fields for the past four 
1920 1921 
98,835 

107,146 

110,777 

114,090 

110,219 

102,598 

112,340 

122,296 101,662 

127,131 117,440 168) 

122,891 106,728 

117,730 121,803 

117,201 104,023 1 


Gross Stocks 
In the following table will be found 
gross stocks of the various lines of 
Pennsylvania, Lima and Kentucky oil fish 
including oil received from other linea 
the close of each month for the past 


years: 

1920 1921 1922 
7,916,353 16,2978 
8,721,878 11, 
9,818,766 16,8778 
10,369,941 16,77 
11,224,694 16, 
12,328,126 16,8 
13,798,698 16,669) 
ug 15,155,633 16,2 
September 15,625,760 16, 
October 15,761,079 16, 
November 14,971,071 1 
December 16,854,741 14,828) 


January 
February 


September 
October 
November .... 
December 


January 
February 


The following table exhibits 
tion of the Franklin Pipe Line at the 
of business for the months named 4 
not counted in the stocks and @ 
reported above: 
1921— 
December 
1922— 
January 
February 


Receipts Shipments 
3,066.89 601.42 16, 


38.62 17, 
700.17 
2,262.24 21) 
3,037.62 21) 
2,412.95 2 
759.81 2 
2,638.76 26, 
1,195.98 27,38 
September ‘ q 3.31 30,728 
October F 4,783.61 29,30 
November 2,230.18 3 
December 1,292.84 3 
Field 

The following table gives the re 
the Illinois Pipe Line Co. in Iilin 
Gross stocks, January 1 
Runs from wells . 
Other receipts 
Regular deliveries 
Other deliveries 

The amount of Illinois oil 
Tide Water Pipe Line Co., Dec 
was 29,214.05 bbls. and deliveries 
77,916.30 bbis. Adding these 
those of the Illinois Pipe Line Co. 
the runs and deliveries from the 
field as follows: 


| 


September 
October 
November 
December ... 

The Tide Water Pipe Co., 
livered in December, 103,726.91 
Oklahoma oil, and 16,500 bbis. of Tex 
The total deliveries of all ib 
Tide Water were 381,225.37 bdbis. 





4.94614 
7,511.8 


average 
a, Lime 
r years: 

1923 
0 119,793 
6 111,362 
8 127,188 


16,171,908 
14,325,168 


he condi- 
the close 
_med and 
averages 


nts Stocks 
2 16,641.18 


17,997.36 @ 


Deliveria® 
199, 160.08 
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Leaking 1,650 


Barrels a Year 


If you could see your present tanks leaking as 
badly as this you would condemn them at once, 
and rebuild or replace with new ones. 


Leaks—inuisible 


But you don’t see the leaking. Yet your wooden 
top tanks are actually “leaking” at the top. 


Valuable gasoline is evaporating. 1,650 barrels 
loss for a 55,000-barrel wooden top tank is the 
approximate yearly (first year) loss. 


Isn’t this loss as serious as if the oil (this is gaso- 
line) really poured out in a steady stream? 


OCECO equipped all steel tanks pay for them- 
selves in from one to three years by what they 
save on evaporation and insurance premiums. 
Ask for copy of OCECO Oil Tank Standards, 
passed upon by the engineers of the Underwriters’ 
Laboratories, Inc., telling how to construct and 
equip tanks to reduce evaporation loss and pre- 
vent fire. 


Manafacturers of fire-prevention and 
evaporation-prevention equipment for tanks 


THE OIL CONSERVATION ENGINEERING CO. 


ADDISON ROAD 6&N.Y.C. TRACKS CLEVELAND, OHIO 
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BARTLESVILLE 
DRUMRIGHT 
TONKAWA ~ 


FOR 


WHY sucu's DEMAND 


AMERICAN LINES 


AND 


There’s a Reason 


DRILLING and 
FISHING TOOLS 


KEWANEE BOILERS ? 


OKLAHOMA IRON WORKS 


OIL WELL SUPPLIES 





Company 


BRANCH STORES: 


Oklahoma Tool & Supply 


General Offices and Store: TULSA, OKLA. 


BURBANK OKMULGEE BRISTOW 
PAWHUSKA BRYANT 
JENNINGS SHIDLER 
OKEMAH WETUMKA 
KANSAS 


CAMBRIDGE, EL DORADO and _ VIRGIL, 
































GASOLINE DEMAND CONTINUES GOOop 





Jobbers in Chicago Territory Report Farmers Becoming Liberal 


Purchasers. 


Demand for Kerosene Indifferent—Fuel jj 


Market Firm with Large Deliveries—Demand for Gas 
Oil Active with Refiners Holding Product. 


By Joun B. WaLpo 





CurcaGco, Feb. 5.—An oil man, stirred 
by the present situation in the refining 
industry, stated tank 
wagon prices in the 
territory of the Stand- 
ard Oil Co. of Indiana 
“represent the immov- 
able obstacle of phys- 
ics days, and the ad- 
vancing crude prices 
have gathered a mo- 
mentum that makes 
the usual influences. 
Only those who start- 
ed the movement can stop it, apparently, 
at present. The why and wherefore of 
the move is so mysterious to the average 
member of the petroleum industry that 
he is looking for some cause outside of 
the ordinary reports of supply and de- 
mand. Some believe that the meaning 
is simply that the larger organizations 
have information that is not available to 
others and that it may include such 
matters as an estimate of gasoline con- 
sumption at home ani abroad that is 
much larger than those which have been 
made by oil men and statisticians in the 
industry who very generally base their 
conclusions on the number of automobiles 
registered. Another future event that is 
talked over is the possibility of a complete 
stopping of all exports from Mexico to 
this county. ‘These are all suppositions. 
market did not budge while the advances 
in crude forced the refiners to advance 
their prices to the limit of possible ‘busi- 
ness with the prices for the distributor 
unchanged. 
California to the Rescue 
Speaking of Mexican production, while 
those fields have staged something of a 
comeback, where would the refiners that 
had been depending on Mexican crude 
have been by this time if the California 
oil fields had not shown such remarkable 
increases in production, even to the ex- 
tent of forcing (?) declines in price, 
while all other fields were advancing? As 
it is, the idle tankers of the Atlantic 
Coast have a new job, that of transport- 
ing Califorina crude to the refineries of 
the Atlantic Coast at a rate considerably 
less than the pipe line rate from Group 3 
to the same destination, if the published 
figures are correct. The published con- 
tract rate for the transportation of crude 
from California to the Atlantic ports is 
68 cents. 





Gasoline in Demand 

There is a steady consumption of gas- 
oline and every evidence that the demand 
will be larger as the season advances. 
Road men who are out in the various 
districts which are traveled from this 
market, report both in person and by 
letter to their concerns, that the jobbers 
are having a good business for the sea- 
son of the year and that they are get- 
ting good results from the farming local- 
ities. That the farmer is once more a 
liberal buyer is evidenced by the reports 
of the January business made by the 
great mail order houses of Chicago. Both 
the leading concerns make public reports 
as their stocks are dealt in by the public, 
and these reports show that so far as 
the volume of sales is concerned, they 
are doing a larger business than at any 
time during the past two years or more, 
their sales showing an increase of from 
one-third to one-half over January, 1922. 

The spot business from the jobber who 
orders as he needs the gasoline is not so 
large as many would like to see it, but 
there is a lot of it, and some of the 
concerns that have made great complaint 
are wearing smiles as they receive the 
figures showing the total business done 
during January. It was all “little stuff,” 









but there were many small orders a 
that the total was better than they 
anticipated. The big buyers also are 
busy. Among the organizations that 
have made rather sizable purchases jy 
this market during the past week have 
been the Sinclair Refining Co., the Bp. 
pire Refineries, and the like. It was 
currently reported that one of these 
organizations was ready to contract: for 
1,000 cars of gasoline over the season 
and that it did not do so was not 9 
question of prices so much as the find. 
ing of a refiner with that amount of 
gasoline to spare. Generally the refiners 
report that they are doing about all the 
shipping that they can and are behind 
on their orders by some days. 

There has been no difficulty experienced 
regarding the willingness of jobbers io 
take in all the gasoline and other products 
that is called for by their contracts. One 
large sales agency stated that it had 
not received one request to hold deliy- 
eries during the month of January and 
that several customers had added to their 
shipments. This is more in anticipa- 
tion of future consumption than because 
of immediate need. The jobbers are add- 
ing to their stocks and they feel that it 
is the thing to do right now. It may 
be that the outlook is too rosy, but there 
is a very different feeling than a year 
ago. 

Prices Unsatisfactory 

There is much complaint regarding the 
price stiuation and it all hinges on the 
slowness with which quotations have ad- 
vanced in certain territories. Prominent 
in these are the Standard Oil Companies 
of Ohio and Indiana. The continual ad- 
vances in crude of a dime every few 
days has increased the cost of crude to 
a point where the refiner is making a 
lot of complaint and insists that prices 
for his products should be higher, but 
the limit seems to be 13% cents for 
New Navy. Of course, tank wagon ad- 
vafices have been anticipated, but this is 
a case where anticipation does not help 
the situation. The jobber with a con 
tract is in luck. 

Kerosene Rather Weak 

The demand for kerosene is indifferent 
and the price situation has not been helped 
by the action of some refiners who held 
their stocks in storage when they might 
have sold until they were running the oil 
to tank cars for lack of tankage to care 
for any more output and then made up 
their minds that it was getting late and 
they had better unload. This they have 
done and the result is that one prominent 
exporting company with orders. for cot 
siderable shiments has named 4% cents 
as its top price and hopes to get what it 
wants for that or maybe some at 4% 
cents. If the export demand continues # 
large for kerosene as it was during 
latter part of 1922, there will be some 
help for the owners, but the Texas and 
Group 83 refiners get most of that busi- 
ness. The colder weather may help some 
if it continues more than a day or % 
but all of our cold weather has been just 
a single day so far this winter. It will 
add to the sale of oil for home heating 
for it .takes fuel, be it coal or oil, @ 
keep the home comfortable during # Tel 
blizzard such as we are now having 

Fuel Oil : 

There is considerable business geil 
on in fuel oil, largely deliveries, 
market is firm. One sale of a 0 
able number of cars was made to one 
the largest refiners in the country, and 
price was $1 in buyer’s cars and 
have been a number of sales for imme 
diate delivery, as was the one veh 
at that price. One thing that 
business is the fear »f crude 
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Petroleum Products of Quality 


ELA, GASOLINE LUBRICANTS 
AALTT\G) KEROSENE PARAFFIN WAX 

NAPHTHA FUEL OIL 
OIL?” GAS OIL ROAD OIL 


SINCLAIR REFINING COMPANY 


Cable Address “Sorcorp” 
lll W. Washington St., Chicago II. 
SINCLAIR QILBUILDING 45 Nassau St. New York 
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“Presteel” Special Drums—150 and 175-gal. capacities. ‘ 
“GEM” Bilged Steel Barrels—55-gal. capacity only; black ~ 
or galvanized. 2 
The Petroleum Iron Works Company ie: ; 
>i Pressed Steel Products Department 5 
: Sharon, Pa. Sa 
New York St. Louis Tulsa Houston Casper — 
San Francisco § Tampico aa i 
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SERVING THE MARINES = 

‘“Presteel” Drums, with the I-Bar Hoops, have joined-up with Uncle Sam’s First nn 

Fighters. And they’ll follow the flag to all parts of the globe with the boys in 


greenish gray—doing their bit to keep ’em in fuel, lubricants and other neces- oy 
sary liquids. | 


















eh ean 


D enn 
“h2 .*, 
c ++ 


These drums were constructed specially for Marine Service, and their special 
hoop construction serves to drain idle salt water and the prevalent mois- 
ture of the docks and ship decks 3 
right away from the drum shell. eoh* 
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Drums shown are 55-gal. capacity, fae 
conforming to I. C. C. specifications. 
“Presteel” Light Gauge Drums—15, 30, 50 and 55-gal. ca- ree. 
pacities. pts, oS 
“Presteel” I. C. C. Drums—30, 55 and 110-gal. capacities. ee 










































P. I. W. STEEL PLATE PRODUCTS ARE USED IN THE PETROLEUM, GAS, MINING, RAIL- 
WAY, IRON AND STEEL, WATERWORKS, ENGINEERING AND ALLIED INDUSTRIES 
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TRUMBLE 


OIL AND GAS SEPARATORS 


Have Greatest Capacity and Produce 
Best Separation of Oil and Gas 





2% in POP SHFETY 
é VALVE 
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OIL & GAS INLET. 6a 





PRESSURE 






















Sin, SAND AND 
WATER REL 


FOUNDATION 


Patented June 11, 1918 


The complete separation of oil and gas as accomplished by the 
TRUMBLE SEPARATOR is due to the spreading of the 
incoming oil with its entrained gas in a thin body, thereby 
reducing the tension of the oil on the gas and permitting 
its ready escape. 


The great area over which the oil is spread increases the 
rapidity with which the gas is released from the oil. 


Manufactured in three sizes, ranging from 1,000 to 5,000 
barrels of oil per day with from 1,000,000 to 12,000,000 cubic 
feet of gas per day. 


TRUMBLE GAS TRAP COMPANY 


WILLIAM C. RAE, Sales Manager 
° 916 Higgins Bldg., Los Angeles, Cal. 
Eastern Representative: ©. F. CAMP, BOX 289, TULSA, OKLAHOMA 























and the fact that fuel oil is commanding 
little better prices today than it did when 
crude was 50 cents cheaper. Certainly fuel 
oil should stand some of the advance and 
the refiners feel that while it may do to 
let the old stock go at the lower price, 
they must have a better figure if they 
can get it from fuel oil from the higher 
cost crudes. 
Gas Oil Strong 
The demand for gas oil is quite active 
and prices are very firmly held, as many 
of the refiners are holding their oil for 
their own use and have none to seli. 
The gas companies are trying to get oil 
at the old price, but the certainty is that 
they will not be able to equal some of 
the contracts that were made a year ago 
when contracts were for oil delivered that 
did not figure out 2 cents a gallon. The 
demand for gas oil for home heaters 
does not make much difference in the 
situation. The quantity consumed is but 
a drop or two in a large bucket. The local 
gas company has been in the market and 
it is stated that it would like to buy 
for its year’s requirements or a substan- 
tial part of them. This company had 
some fine money-making contracts last 
year and naturally would like to repeat. 
Road Oil Higher 
The first bids of the season for road 
oil contracts, so far as reported, were 
opened last week at Taylorville, Ill., for 
the supply needed for Christian County. 
The bids were as follows: Indian Re- 
fining Co., .0622 cents; Independent Oil 
Co., Paris, Ill., .0597; American-Mexican 
(Petroleum Co., Chicago, .0587; Johnson 
Oil & Refining Co., .0590; Camden Petro- 
leum Co., .0565; Central Petroleum Co., 
Peoria, Ill, .0567; Seneca Petroleum 
Co., .0575; Cocking & Co., .0572; Stand- 
ard Oil Co., .0575; Ennis-Bayard Petro 
leum Co., .0575; Shepard & Co., Hills- 
boro, Ill., including spreading, .0662, 
Gavin Oil Co., .0569. Freight from 
Group 3 to destination is figured at 
.0212 cents per gallon, and from Wood 
River at .0072 cents per gallon. These 
bids were all thrown out owing to some 
misunderstanding. The Standard is sell- 
ing at 5 cents Wood River, and Taxman 
at $1.60 Group 3. The Roxana Petro- 
leum Corporation has not made public 
its price, but it is believed that it will 
be around 5% cents at Roxana. The de- 
mand promises to be large and there 
is talk that there will be no surplus of 
oil that will meet specifications. 
Lubricating Oils 
The demand is more than good and 
prices are firmly held ‘at the latest ad- 
vances. The demand shows evidence of 
being both large and early for automobile 
and other seasonable oils and greases for 
the spring and summer season. The in- 
dustrial situation is excellent and many 
industries have at least six months’ busi- 
ness in sight, especially in everything that 
has to do with the construction of build- 
ings of every kind. The January build- 
ing permits in Chicago were three times 
what they were last year and much spare 
capital is going into the building of 
homes, apartments and hotels for housing 
the rapidly growing population of the 
city. With the automobile and railroad 
industries, which are purchasing heavily 
of steel and other supplies, the outlook 
is for an abundant demand for lubricat- 
ing oils for the next six months, at any 
rate. 
Tank Wagon Advances 
The Standard Oil Co, of Indiana ad- 
vanced the tank wagon’ price on gasoline 
1 cent over all its territory except North 
Dakota, where the advance is only one- 
half a cent. This was effective this 
morning. No change was made in the 
price of kerosene. This is a small favor 
as far as the comparison with the ad- 
vances in crude and refined products is 
concerned, but it shows that what some 
of the jobbers had begun to fear—that 
the price was pegged at the old rate for 
other reasons than come from supply and 
demand—was not true. Let us hope for 
the same plan to be followed in tank wagon 
as in crudes, a little at a time, but often, 
is the prayer of the oil men, and not to 
have it stay at the present price too long. 
The advances in crudes have been 50 





cents and in gasoline at the 
cents since the tank wagon reinery 3 
advanced and for this 1-cent adva, 
they are grateful, but like Oliver Twist 
they want some more. 

The jobbers report that their 
is holding out well and that the a 
pects are fine. There is a lot of 
station building going on and in Chicas 
the Standard and the Sinclair organi” 
tions seem to be running a race for 4, 
first place in the number of Stations, A, 
large cities go, this city has compara, 
tively few stations and, in fact, the md 
stations are mostly in the outer Part of 
the city, which has been more recently 
built up to the point of maintaining filling 
stations. 


COASTAL REFINED O11, 
QUOTATIONS UNCHANGED 








-Houston, Tex., Feb. 5.—Coastal re. 
finers say no changes are noted jn quo- 
tations for lub oils during the week. Gas 
oil also remains unchanged, with a firm 


demand. Fuel oil prices are $1.35 t 
$1.40, although some north Texas map. 
keters are shading prices a |ittle on large 
bids. 


During January, the Gulf Refining Cp, 
shipped 2,814,942 bbls. of refinery prod- 
ucts by water from its Port Arthur plant 
and 144,679 bbls. of crude. Foreign cop. 
signments of refinery products aggr. 
gated 133,418 bbls. During the same 
month, the water shipments of The Texas 
Co. from Port Arthur totaled 1,851,543 
bbls. Its foreign consignments of re 
fined were 520,804 bbls. The Sun Oj 
Co. shipped a total of 274.840 bbls. of 


crude from Sabine to its refinery at Mar. 
cus Hook, near Philadelphia. The Hun- 
ble Oil & Refining Co. handled no Gulf 


Coast crude from its Texas City termi- 
nals for North Atlantic port sduring Jan- 
uary, but sent out 187,308 bbls. of North 
Texas and 182,687 bbls. of Mexia crudes, 


During the past week, the Galena- 
Signal Oil Co. of Texas loaded the tank- 
er Franklin with 30,000 bbls. of lubri- 
eating vil for the Atlantic Coast. The 
tanker Stranbus is loading 40,000 bbls 
of lub stocks for Dunkirk and other ports 


in Scotland at the plant of the Crow 
Oil & Refining Co. (White Oil). The 
tanker Tilford left the Baytown plant 
of the Humble Oil & Refining Co. for 
Baltimore with 19,000 bbls. of fuel oil, 
10,000 bbls. of lubs and 24,000 bbls. of 
ceude. The tankers O. T. Waring and 
Chas. Pratt carried cargoes of refined 
oil from the same plant for New Jersey 
ports. The tanker Paulsboro loaded a 
cargo of crude for the Vacuum Oil 0. 
at Texas City for its Paulsboro, N. J, 
refinery. 

The Magnolia Petroleum Co. is sched- 
uled to load 11 tankers at its Beaumont 
docks during February and the Atlantic 
Refining Co. will send out two with 
crude from Smith’s Bluff for Philadel 
phia during the month. Additions may 
be made to the schedule. Barrel lots 
included 175 bbls. of lubricating oil a 
the steamer Anna from Galveston fot 
Havana; 200 bbls. for Cienfugoes and 
85 bbls. to Santiago, Cuba. 

The Gulf Refining Co. has purchasl 
57 acres on the Port Arthur ship char 
nel, located 2 miles below the preset 
refinery for a tank farm. The compall 
will spend approximately $10,000,000 fw 
additions to its refinery during the pre 
ent year. The Gulf Pipe Line Co. wil 
increase the capacity of six main im 
stations on its Texas line by increasil 
the horse power of the engines and othe 
equipment. The improvements will of 
about $100,000. Later it is planned ® 
extend the improvements to the tlt 
homa and Louisiana divisions. 


TEN MISSING IN FIRE 











Tampico, Mexico, Feb. 2.—The ui 
San Leonardo of the Mexican Bagle ° 
Co. caught fire last week at the 
wharf of that company, and 2s 
result 10 men are missing am 
verely burned. It is assumed that 
ship caught fire from floating oil that 
around her sides and become 
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Clark Gas Engines and Compressors 
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The Clark Gas Engine 






(below) is built in three sizes, 60 
and 80 H.P. single cylinder and 
165 H.P. twin cylinder. 
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ae The Clark Direct Driven Gas Compressor 
51.35 to ° . 
ss mr | (above) is designed to meet the exacting requirements of 

_-" | 24-hour continuous service. The power end is made in 
eC | three sizes, 60, 80 and 165 H.P. Compressor end is made 
owt @ | in sizes ranging from 6¥2-inch by 20-inch to 20-inch by 
ase | 20-inch, and vacuum pumps 24-inch and 26-inch by 20- 
le same | ° . . . 
Teas | | inch, to meet all kinds of gas pumping and gasoline plant 
ses | service. 
aa SALES AGENTS: 
at Mar- 
He GAS ENGINEERING & CONSTRUCTION CO. 
y tea | TULSA, OKLA PITTSBURGH, PA. CASPER WYO. 
ring Jan- | 
one CLARK BROTHERS COMPANY, Olean, New York 
Gales MANUFACTURERS OF GAS COMPRESSORS AND DRILLING ENGINES 
the tank- 
of lubri- 
st. Th = 
00 bbls. ! 
her ports 
e Pane 
1). The Z 
yn plant a 
S3 REEVES Vertical 4 Cycle GAS ENGINES, 
| bbls. of . 
as 1 to 4 Cylinders—18 to 225 H. P. 
Jersey 
Toned 
Ree For Natural Gas 
= Cover the whole range of power requirements for gas 
Jeaumont and oil pumping stations, booster plants, gasoline ex- ' 
0 wi traction plants, and similar uses. i 3 
hing The Compactness 
+P of the Reeves Vertical Engine cuts floor space re- 
aston fot quirements, reduces building costs, lowers freight and 
goes a hauling expenses and reduces installation cost one- 
purchased third to one-half. 
hip ce . . . 
a Up-to-the-Minute in Design 
10,000 far Embodying many important features such as double- 
be ignition, high-tension magnetos, force-feed oiling, 
main I valve-in-head design. 
and Send for catalog, specifications and blue prints, stat- 
red © ing size you need. ! 
a as Reeves Compressors 
= For gas or, air, direct connected; built on one bed, in 
combination or in separate units. 
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Mt. Vernon, Ohio, U.S.A. 
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JARECKI PUMP WITH SAND TRAP 


PATENTED 


—l. PRIMARY TRAP to catch 
sand, scale, rivets, etc. 


—2. LIQUID DISCHARGES IN 
downward spiral jets, break- 
ing up the 


— sand deposits. 
—3. SECONDARY SAND TRAP 


to catch sand escaping pri- 
mary trap 


—4. REVERSE CUP prevents 
upflow of liquid and sand. 





Four Safeguards Against 
Sand Trouble 


The 4 features of the JARECKI PUMP indicated 
above render it impossible for sand to come in contact 
with the working surfaces. 


On wells where cups were formerly changed daily, 
with the JARECKI PUMP they now last for months 
or even a year without renewing. 


Send for our fully descriptive pamphlet. 


We sell everything used and needed about an Oil or 
Gas Lease. 


St. Louis El Dorado Pittsburgh Tulsa Eastland 
Stores at all Important Points in the Oil and Gas Regions 


JARECKI MANUFACTURING COMPANY, Erie, Pa. 


JARECKI]I 
































BUNKER FUEL UP—GASOLINE 
STRONGER, ON THE ATLANTc 


By N. O. 


New York, Feb. 5.—Au advance of 
10 cents per bbl. in the price of bunker 
fuel oil here on Thursday featured the 
eastern refined oil markets during the 
week. This brings the price to $1.60 
per bbl., lighterage 644 cents per bbl. 
extra. The advance is attributed to high- 
er prices and increasing scarcity of crude 
oil. 

The Standard Oil Co. of New Jersey, 
Mexican Petroleum and other fuel oil fac- 
tors advanced the price simultaneously. 
The last increase, of 5 cents per bbl. 
several weeks ago, was inaugurated by 
the Mexican Petroleum Co. 

The gasoline situation is stronger, The 
abrupt increases in the price of high 
grade crude oil all over the country has 
imparted a steadiness to gasoline in this 
territory. Advances are expected through- 
out the eastern seaboard in the near fu- 
ture, of from 1 to 2 cents per gallon. 
Bulk gasoline can still be had at 18 
cents, in bulk, delivered at New York. 
Supplies are scarce, however. 

Reports from the fields to oil refiners 
indicate that while crude production in 
this country is holding up, this is due 
to the bringing in of new heavy oil pro- 
duction, which obscures the fact that 


the output of higher grade crude is actu- . 


ally decreasing east of California. This 
is the important fact, which is causing 
a “scramble” for high-grade oil on the 
part of the big refining interests. These 
refiners are up against the problem of 
supplying a record demand for gasoline 
this year. 
Unfavorable Weather 


Gasoline consumption during the last 
month has been somewhat restricted by 
unfavorable weather. The drop in con. 
sumption as compared with the summer 
rate is estimated at between 30 and 40 
per cent. This is temporary, however 
Refiners realize that spring is only a 
little more than one month. off. 

Lubricants Display Steadiness 


The lubricant market is steady, but 
the price situation has undergone no 
appreciable change. Wax is somewhat 
weak, due to falling off in exports. 

Many factors looked for a determined 
strengthening of the lubricating oil mar- 
ket with the turn.-of the year, and al- 
though there was a healthy improve- 
ment about the end of December and 
beginning of January, subsequent de- 
velopments have not been so satisfactory. 
Nevertheless, marketers appear hopeful 
of improvement before many weeks have 
passed. 

Kerosene Soft 


The demand for kerosene has declined 
somewhat during the last week, market- 
ers report. The demand for this product 
has been heavier during the winter than 
for any winter since the World War. 
Refiners in the East are now pretty well 
“cleaned out” as to kerosene, stocks be- 
ing reported to have declined about 50 
per cent since last summer. The heavy 
demand was somewhat unexpected, and 
caught the trade without any too ade- 
quate a supply. 

Domestic prices for kerosene have not 
changed recently, and indications are 
that upturns in crude will prevent any 
downward movement, in the event of a 
probable falling off in the demand. 

Imports From Mexico Increase 

Imports of crude and refined oil from 
Mexico incrensed during the week ended 
February 2, amounting to 415,000 bbls., 
against 120.400 bbls. last week. The 
following table gives a comparison of im- 
ports by companies: 








Week Ended 
Feb. 2 Jan.26 
Standard of N. J. ........-- 216,000 ...... 
Mexican Petroleum ........ 200,000 60,000 
Se SE GEE Wecccwuweccd wveces 60,000 
NR tn a aaias bn9 beak an 415,000 120,000 
Daily average ........... 59,300 17,108 


——__= 





FANNING 


The percentage of heavy Panuc rud 
° s a 
in the above is about 50 per a 


January imports of crude and refined 
oils, largely consisting of crude and fuel 
oil from Mexico, amounted to 1,325,119 
bbls., a daily average of 42,745 bbls 
compared with 2,372,500 bbls. during De. 
cember, a daily average of 76,532 bbis. 

The following table shows imports b 
companies for January, 1923, and De 
cember, 1922, (in bbls.) : 


January De 

Standard of N. J. 594,300 Lites 
Mexican Petroleum 430,000 — '989\099 
Standard of N. Y. ..... 65,000 265,009 
The Tesas Co, ..:...... 65,000 65,000 
Tide Water Oil ....... 60,000 ” 
Barber Agphakt ........ 58,819 
Asiatic Petroleum ove 52,000 62,000 
Warner-Quinlan - 28.500 
Miscellaneous 56.000 

PPP Tete ee 1,325,119 2,372, 500 

Daily average ........ 42,745 76,532 

The Standard Oil Co. of New Jersey 
resumed the leadership among the in. 
porters of crude oil during December and 
January. In January the company in. 


ported 594,300 bbls., compared with 1- 
117,000 bbls. in December. a decline of 


522,700 bbls., or nearly 50 per cent. 
The Mexican Petroleum held second 
place, but imported a much smaller 
amount in January than in the previous 
month. 


The Standard Oil Co. of New York, 
which made record imports of 265,00 
bbls. during December, received only 6, 
000 bbls. during January. This company 
is not usually a large importer of crude 
from Mexico, as far as this port is con- 
cerned. 





GOVERNMENT TO FILE 
ANSWER IN TAX CASE 





Kansas City, Kans., Feb. 3.—Oral 
argument in the Derby Oil Co.’s suit at- 
tacking the validity of the Federal reve- 
nue tax on oil transported by pipe lines 
which was scheduled to start here, was 
postponed indefinitely when Judge John 
C. Pollock permitted the Government to 
withdraw its demurrer ani to file an an- 
swer on or before March 1. While the 
Derby case itself involves only $9,35056, 
it is of far-reaching importance as the 
outcome will determine whether the 
Government will be able to coilect ap- 
proximately $10,000,000, which it claims 
is due under the Transportation act of 
1918. 

The Derby Oil Co., of El Dorado, 
Kans., is plaintiff in a test suit against 
H. H. Motter of Wichita, Federal ix 
ternal revenue collector for Kansas. The 
company alleges the pipe line tax is “i 
legal, unauthorized, erroneous and not 
within the provisions of the internal 
revenue act of 1918.’ D. H. Blair, com- 
missioner of internal revenue, overstep 
ped his authority, it is asserted, in im 
posing taxes of $9,350.56 against the 
company, refund of which is asked. 

The Derby Co. contends its pipe lines 
are not common carriers, and th 
are not subject to the tax. The company 
also contends the taxes are confiscatory 
and without due process of law. RS 

The litigation started nearly a year 
ago, when the Sterling Oil & Refining 
Co. and the Midland Oil & Refining 
both of Wichita, and the Derby Oil 0 
refused to pay about $100,000 in taxe 
levied against them. ‘The three com 
panies sought an injunction in Federal 
Court. After arguments had been heard 
Judge Pollock suggested that the injune 
tion proceedings be dismissed and that & 
test suit be brought to determine 
of the tax. Harry W. Daugherty, ater 
ney general, consented to the test suit 
and, in the meantime, the Government bas 
made no attempt to collect the 
from the Wichita companies. 
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Bignall & Keeler 
Pipe Machines 


Forge Ahead With a Better Thread 





No business, large or small, can afford to waste money by paying 
more to manufacture its products than is necessary. 


Look at the picture. Don’t it look like a real honest-to-goodness 
pipe machine? Single pulley drive, two powerful gripping chucks that 
keep the pipe going. Driving mechanism is compact and almost entire- 
ly concealed in the bed. 


When a B & K pipe machine is installed you can cut off, ream and 
thread pipe, and that’s what you are looking for. 


A Catalog Ready to Start Your Way 


BIGNALL & KEELER MACHINE WORKS 
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The Oil Engine for the Oil Country 


The REID OIL. ENGINE offers the Oil 
Producer many Advantages and 
Conveniences 


AVa 


oO A a” 


All its parts except the cylinder and oil pump 
are the same as the Reid gas engine and its 
working principles are very similar. The oil 
country is full of pumpers who are running 
and are familiar with Reid gas engines. This 
makes it easy to find a man who will readily 
learn to handle this oil engine. So many of 
its parts being the same as the gas engine 
makes it convenient to get spare parts when 
needed in the field. A Reid gas engine can be 





converted to an oil engine by replacing the gas cylinder with an oil cylinder and using a smaller 
pulley. A Reid oil engine can be changed to gas by replacing oil cylinder with a gas cylinder 
and using a larger pulley. 4It is reliable, has lots of:power and the usual Reid quality of mate- 
rial and workmanship. Let us tell you more about it. 





JOSEPH REID GAS ENGINE COMPANY, Oil City, Pennsylvania, U. S. A. 


BRANCHES AND AGENCIES—Marietta, Ohio; Logan, Ohio; Newark, Ohio; Gambier, Ohio; Haynesville, La.; Shreveport, La.; Charleston, W. Va.; 
R. B. Moore, Bolivar, N. Y.; Bradford Supply Co., Robinson, Tll.; Frick & Lindsay Co., Kentucky Distributors; S. R. Shoup, 408 Pacific Electric Bldg. 
Los Angeles, Calif.; Oklahoma, Kansas, Texas, Arkansas and Wyoming, Frick-Reid Supply Co., Tulsa, Okla., and branches. Branch Shop—Tulsa, Okla. 
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Other Reed 

Specialties: 
Roller Rock 
Bits 
Reamers 
Pipe Tongs 
Milling Tools 
Back-up Posts 


















Where a Reed Reversing 
Tool Registered Complete 


SUCCESS! 


Words cannot equal the force of a photo- 
graph. The truth could not be better told 
than the above picture, which evidences a 
performance of the Reed Reversing Tool, 
just recently placed on the market, 


Pictures of pipes shows one 6-inch wrapped 
around a 4-inch; the latter being the piece 
recovered. 


In the driller’s statement, he writes: 


“TI recovered a ‘oint of 4-inch, with a forma- 
tion socket made of 6%-inch casing which 
I don’t believe any string of left-hand pipe 
would have turned in, for I used two spokes 
of steam and the tool is geared twelve to 
one, so you can see it was a very severe 
test for it.” 


On another occasion, a driller stated his ex- 
perience as follows: 


“The reversing tool recovered a string of 
tubing, at one time getting 26 joints, and at 
no time did they fail to get one or more 
joints.” 


Full description 
of Reed Re- 
versing Tool 
and details of 
operation iz 
given in this 
interesting il- 
lustrated book. 
Don't be with- 


out @ copy on 
the derrick 
floor 





Copy sent free 
on requeat. 
























































HOUSTON, TEXAS, U. S. A. 


Stecks with Continental Supply Co. 
and Frick-Reild Supply Co. 


CALIFORNIA OFFICE: 914 Loew State Theater Ridg., 
Leos Angeles. Phone 65154; ask for Mr. E. B. Wiggins 
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Natural Gas Developments 


ANOTHER LARGE GAS WELL 
FOUND IN SAREPTA FIELD 





SHREVEPORT, La., Feb. 5.—Another big 
gas well was completed in the Sarepta 
district, Webster Parish, last week, lo- 
cated in Section 35-23-11, and drilled by 
the Fortuna Oil Co. The well is a mile 
east of the Lloyd Harris well, which 
eame in flowing 3,000 bbls. of fluid sev- 
eral months ago and is still making 75 
bbls. a day. Since its completion, how- 
ever, nothing but gas has been obtained 
in this territory, each successive com- 
pletion proving a fresh disappointment. 
A company has been organized at Spring 
Hill to pipe gas from the Sarepta dis- 
trict, which is located in the north end 
of Webster Parish, to be known as the 
Spring Hill Gas Co. The company pro- 
poses to pipe gas along the Cotton Belt 
Railway, serving towns as far north as 
Magnolia, Ark. 

Three miles north of Bodcau Lake and 
9 miles south of the Lloyd Harris well, 
Snyder and others completed a 35,000,- 
000-foot gas well in No. 1 Hodges, Sec- 
tion 15-21-10. Antoher big gas field is 
being developed in this territory. 





CITY OF BUFFALO, N. Y. 
STRIKES GAS IN WELL 


BuFFAaLo, N. Y., Feb. 5.—Natural gas 
has been struck in a well drilled by the 
city of Buffalo, on the Grider Street 
Hospital property and, after investiga- 
tions hy city officials and engineers, it 
was estimated the well was producing at 
the rate of 50,000 cubic feet daily. The 
ilepth is between 3,200 and 3,400 feer. 
The well has been capped. Another test, 
drilled some time time ago by the city 
near Seajaquada Creek and Delaware 
Avenue, was abandoned after no trace 
of gas had been found when the test 
reached a depth of 1,200 feet. How- 
ever, casing was left in the hole and 
arrangements made that it could be 
drilled deeper at any time, and this will 
be done at once. 

The well in Grider Street cost the city 
$10,000. It was started last May. Many 
accidents and defects in material delayed 
operations. The Buffalo Drilling Co., 
which has the contract, has had frequent 
arguments with the city about payments 
and progress. 

The city utilities engineer does not fear 
any wildcatting in the vicinity of Ken- 
sington and the city hospital will not 
interfere with the municipal well. 

“We have provided against that,” he 
said. “An ordinance already is on the 
law books prohibiting drilling for gas 
in Buffalo, unless a permit is issued by 
the Council, and the Council will be able 
to control the situation and protect the 
municipal well.” 








CANADIAN GAS NOTES 





CHATHAM, Ont., Feb. 5.—Natural gas 
rates for the town of Blenheim for the 
next two years have been fixed by agree- 
ment between the town and the Union 
Natural Gas Co. The rate is 45 cents 
per 1,000 cubic feet for the seven winter 
months—October to April, inclusive—and 
85 cents per 1,000 cubic feet for the 
remaining five months, and 20 cents a 
month meter rent. Following the agree- 
ment, Blenheim has withdrawn from 
membership in the Municipal Gas Con- 
sumers Association. 

The Natural Gas Board of Reference 
at a session held at Hamilton on January 
25 heard an application of the Dominion 
Natural Gas Co. for an increase of rates 
in Barton Township. The previous rate 
was 40 cents (net) per 1,000 cubic feet, 
and the company claimed there was no 
profit at that figure. The township op- 
posed the application. claiming that their 
franchise was primarily a transmission 
franchise, and, under the Natural Gas 


Conservation Act, the origina] rates 
not be increased. The Board of Refer. 
ence reserved judgment. 

The Municipal Gas Consumers’ Asso- 
ciation held its annual meeting at Chat 
ham recently, when the following Officers 
were elected: Honorary president, FP. 
Brisco, Chatham; president, Mayor H. 
W. Wilson, Windsor; vice president, 
Mayor P. J. Henry, Ridgetown; secre. 
tary, Alderman F. G. Mitchell, Windsor. 
associate member, H. H. Hallatt, Til. 
bury. The association will oppose the 
application of the Union Natural Gas 
Co for higher rates throughout its 8ys- 
tem. V.L. 





FIELD FOR AMARILLO Gas 





Datias. Tex., Feb. 5.—Unofticial put 
creditable information here is to the ef. 
fect that the Lone Star Gas Co, cop. 
siders extending a trunk gas line from 
some point in north Texas to the Amarillo 


gas field. This information closely fg}. 
lows a report that a corporation ig be 
ing formed in Denver to pipe gas from 


the Amarillo Field to that city. Both 
reports contain enough substance to war- 


rant commercial clubs n Texas towns 
all the way from W:chita Falls to the 
Colorado line considering propositions for 


gas franchises. 





GAS FOR ARKANSAS TOWNS 





LiTTLE Rock, Ark., Feb. 5.—The pro- 
duction of gas in a field near Springhill, 
La., has increased to the extent that the 
Springhill Gas Co. has begun offering it 
for sale. The company purposes laying 
a pipe line from Springhill to Stamps, 
Ark., and extending it later to Buckner, 
Waldo and MeNeil, Ark. Magnolia, Ark., 
is to be one of the chief objectives and 
the company has made application for a 
franchise there. 





SURPLUS OF GAS 





OKLAHOMA CiTy, Okla., Feb. 5.—For 
the time being there is the largest sur- 
plus of natural gas in Oklahoma and 
Texas in recent years. This has en- 
couraged manufacturers of carbon black 
to make renewed efforts to get permits 
to use gas. One such permit was granted 
in Oklahoma recently. Applications for 
two are pending in Texas. In one appli- 
eation, the promoters say they expect 
to put in a plant in Stephens County 
that will cost about $300,000. 


LINDSAY ELECTED MANAGER 








Casper, Wyo., Feb. 3.—A meeting of 
officials of the Glenrock il Co., the 
Marine Oil Co., Royalty & Producers and 
Mosher interests was held in Casper the 
past week and J. C. Lindsay, former 
manager of the Western Pipe Line Co, 
was elected manager of the Glenrock 
and other interests. Mr. Lindsay has 
been in charge of the Western Pipe Line 
Co.’s operations in this region under 
Max W. Ball and he will now have 
charge of the merger that will include 
the pipe line firm and the oi! companies 
mentioned. 





NEW COMPANY FORMED 





Casper, Wyo., Feb. 3.- -The Burns 
Petroleum Co. has been organized to 
commence operations in the Brenning 
Basin near Douglas, Wyoming. “This 
firm is under the direction of Watler 
A. Burns, who has been operating in 
that field for some years and & 
is to be started immediately. The Brea 
ning Basin Field is a shallow oil pro- 
position, the well finding production at 
about 400 feet and while the wells sr 
small in size, the crude is high 
and brings a good price. - 
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A Bad Fishing Job 


The King-Mitchell Drilling Company was 
drilling to set 15%-inch casing. They 
jumped the pin on the bit, then jumped the 
box off the stem, which fell alongside of the 
bit. The bit was caught and fished out after 
jarring it past the broken box, jamming it 
back into the wall. 


They did not havea 15%4-inch “Devil’s Pitchfork” on hand so they 
used a 12%-inch instead. They ran the tool three times before 
spreading it out to the 15-inch size, then got the old box the 
second run. You can see the scar on the box where the bit was 


jarred past it. 


I; your supply dealer does not 
stock them write or wire us 
Immediate Shipments 





Breckenridge, Texas 











60 EE ee ee me ee 


KING- MITCHELL DRILLING COMPANY 


Movember 24, 1922. 


TO WHOM IT MAY CONCERN: 


We ran « 123" Rotary Pattern Devil's Pitchfork in the 
5. 1 Seaman well in Palo Pinto Coun etter the 4 x § pia 
on the bit and the weld on the stem 
pee thie piece of 4 ~ 
130 pounds in 


us considerable time and a 


dong = 
Ca tie tool, setters 


Beedless to we Will use thes in t 
_— le say, he future and 
Yours very truly, 
KING-MITCHELL DRILLING COMPANY, 


Bo 








BROWN WELDING & MACHINE CO. 


























Pressure 


Good Pipe Line Construction Includes Westcott Valves 


nuteeured Westcott Valve Company, Inc. x 
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BAKER 


OIL WELL SPECIALTIES 


From the Famous Baker Casing Shoe Down 


Through Our Entire Line, They 


Produce Results 





Solid Pressed Casing Shoes. 

Shoe Guides and Floating Plugs. 
Metal Pitman Ends. 

Cement Plugs. 

Cement Retainers. 

Clean-Out Bailers. 

Dump Bailers. 

Anchor and Hook Wall Packers. 
Steel Hinged Spiders. 

Bridge Builders. 





BAKER CLEAN OUT BAILER 


For full information, address 


P. O. Box 264A, Huntington Park Station. 


LOS ANGELES, CALIF. 


BAKER CASING SHOE CO. 


COALINGA and LOS ANGELES, CALIF. 
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REVIEW OF MEXICAN FIELDS IN 197 


Economic Conditions Militated Against Success in Operating and 
Bankruptcies and Less Positive Losses Were Numeroys, 
Present Year’s Outlook Not Good, Government 
Representative Says. 


Following is the first official report of 
the Mexican government on the oil in- 
dustry in that country in 1922 and the 
outlook for 1923 with preliminary sta- 
tistics of production, etc. It was given 
to The Oil and Gas Journal's New York 
representative by Jose Rancho, secretary 
of the Commercial Agency of Mezico, 
Woolworth Building, New York. The 
work was compiled by Gustave Ortega, 
chief of the statistical section of the pe- 
troleum department of the Mezican De- 
partment of Industry, Commerce and 
Labor: 

The economic depression did not im- 
prove, but rather appears to have be- 
come more acute during 1922, and seri- 
ously harmed the petroleum industry; 
consumption remained at a level far be- 
low production, resulting in flooded mar- 
kets and highly increased stocks in every 
producing quarter. Stocks are so great 
that they are sufficient to supply present 
consumption for almost six months. Nat- 
urally, this condition has kept down the 
prices of petroleum and its products, has 
caused many bankruptcies among pro- 
ducers and refiners, and has finally killed 
hopes for much better conditions during 
the coming year. Without doubt, the de- 
pression has been of great influence in 
our country, limiting field operations in- 
stead of helping in their development, 
at a time when the exhaustion of some 
of our fields was becoming acute. It 
may eventually be found that the cur- 
tailment of drilling and other develop- 
ment work will not be regretted, as it 
has kept some oil from being produced 
that would either have gone into storage 
or have been employed in a wasteful 
manner. Very valuable products are ob- 
tained from crude petroleum, which, 
when employed as fuel, constitue ex- 
treme prodigality, when it is considered 
that other sources of power are available, 
such as hydraulic power, which is in- 
exhaustble, and which properly harnessed 
and guided could profitably substitute 
coal and oil as fuel for railroad and in- 
dustrial uses; whereas by employing oil 
for those purposes, many products, 
which have no substitutes and cannot be 
replaced, are lost forever. During a very 
few years, enormous riches have been 
extracted from Mexico, which almost in 
their entirety have been burned in loco- 
motive and ship boilers. We hope that 
in the future, more care will be used 
and that our production will be em- 
ployed in better uses. In the main, op- 
erations in Mexican fields’ were limited 
to proven areas and very little was done 
in new regions, a great number of which 
lie in prox:mity to those already proven. 
Many of the new wells were drilled to 
define the extent of production in areas 
under exploitation. Of these wells, many 
were successful. In the Panuco River 
region, the Panuco and Topila fields 
were connected and widened somewhat 
towards the North and South; the Panu- 
co field was also extended considerably 
towards the northwest, and the Ebino 
fields towards the South. In the Tux- 
pam region, the Tepetate-Chinampa- 
Amatlan-Zacamixtle. Toteco and Cerro 
Azul Field has been extended on the 
North to the Tamiahua lagoon, and on 
the South has been extended to connect 
with the Alamo Pool, located on the 
right bank of the Tuxpam River. Out- 
lying developments in some cases had 
favorable shows, which encourage hopes 
that 1923 may be fruitful in the dis- 
covery of new pools. 

1922 Field Ocrations 

Field operations ‘during 1922 may be 
summarized as follows: To December 
31, 251 wells had been completed, of 
which 61 per cent were productive, and 
39 per cent abandoned. The produc- 


_tive wells completed during the 12 


months under discusson, numbered 154 
the combined daily initial production of 
which was 224,216 cubic metres (1.410 
319 bblis.), an average per well of 1455 
cubic metres (9,158 bbls.) Ninety-seven 
wells were abandoned, of which 70 wa 
dry holes, 26 salt water wells, and ohe 
with a production too small to be profit- 
able. 

The above results must be considered 
very satisfactory in the light of what 
has been said with regard to drilling 
being limited very considerably to proven 
fields in which production had already 
begun to decline in one or two. Among 
the more important wells completed are 
those on “El Limon,” “Cacalilae,” San 
Geronimo, Chiconcillo and San Miguel, 
Toteco and Cerro Azul, Cerro Viejo, 


Tierra Bianca and Chapopote de Nunez 
The field where more wells were com. 
pleted was that of Panuco, which shows 


72 producing wells with an initial daily 
production of 28,747 cubic metres (196. 
819 bbls.) ; Toteco and Cerro Azul re 
corded completions of larger initial pro- 
duction. 

January 1922 Banner Month 

The year began with the largest pro- 
duction recorded up to the present time 
for any one month, amounting in Janv- 
ary to 3,381,695 cubic metres (20,641, 
862 bbls.), which declined somewhat the 
following month and then maintained a 
fairly constant rate until June, during 
which month production amounted to 
2,796,017 cubic metres (17,586,947 bbls.) 
Following this month, production de 
clined considerably as a result of the 
rapid exhaustion of Toteco and North 
Cerro Azul, as well as the exhaustion 
of the pools lying between Tepetate and 
Zacamixtle. The decline in production 
has been partly checked by new comple 
tions, and the fact that production from 
the Panuco River region did not drop, 
but rather increased slightly in October. 
In declining fields, production is being 
restricted by choking the wells and in 
some cases by allowing wells to remain 
closed in from time to time. By this 
means, it is expected to prolong the 
life of wells by several years. With new 
completions and those which will be com- 
pleted in the future, it is hoped pro 
duction in Mexico can be manitained at 
an average of 1,500,000 to 2,000,000 cubic 
meters (9,435,000 to 12,580,000 bbls) 
per month. 

Up to and including November, total 
production in Mexico amounted to 26; 
942,726 cubic meters (169,400,846 bbls.) 
It is probable that the final figure for the 
year will not be less than 28,500,000 
cubic metres (179,265,000 bbls.), whicb. 
though less than that for 1921, is quite 
high and is greater than that for 1920. 
During 1921, production amounted t 
30,746,834 cubic metres (193,397,587 
bbls.), and during 1920, 26,000,000 cube 
metres (163,540,000 bbls.) Production 
for 1922 was, therefore, half way b 
tween that of 1920 and that of 191 
Up to and including November, 1922 
from the time its first commercial wel 
was completed, production in Mexico 
had amounted to 142,966,963 cubic metres 
(889,328,185 bbls.), and in all probabili 
ty to December 31, this figure will be 
increased to slightly more than 144,504, 
237 cubic metres (909,186,539 bbls.) 

Mexico in Second Place 

The above information shows that 
Mexico continues to occupy second aps 
among oil producing countries, and 18 
exceeded only by the United States 02 ac 
count of the large areas under develoy 
ment. It is interesting to note that » 
September of this year, 275,000 wel 
were producing in the United States # 
total production of 1,503,000 bbls. pe 
day, an average per well of 55 
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OPEN HEARTH STEEL WORKS 


The picture shows the Republic open hearth steel works 

at Youngstown, Ohio. This view was taken from number 

five blast furnace. In the foreground a trainload of 

Republic line pipe is seen ready for shipment to the oil fields. 
Quotations by Return Mail 


REPUBLIC IRON & STEEL CO. 


General Offices: REPUBLIC BLDG., YOUNGSTOWN, OHIO 





a - R D ill Sales Offices: 
Casing—Tubing—Rotary Drill yeu sea a 
come PERM non SLE FLAN aco 
Drive and Line Pipe BUFFALO SAN FRA} 
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THE NEW ENCLOSED TYPE 


Watts-Miller Gas Engines and Direct Gas eae Driven Compressors 


and Vacuum Pumps 


Pat. June 22, 1897; Oct. 6, 1914; April 18, 1915 


High Efficiency Gas Engines, Compressors, and 
Vacuum Pumps for Power Plant Equipment. 
Sizes from 25 to 400 h.p. 


The Miller Improved Gas Engine Co. 
Springfield, Ohio 
WESTERN DISTRIBUTORS: 
Tulsa, Okla., Office and Warehouse, Woodlief-Greenwood Engineering Co 


823 North Cheyenne Ave., 219 Cotten Exchange Blidg., 
Tulsa, Okla. Dallas, Texas 


Twin Cylinder Belted Engine 


Compressors particularly adapted 
to casinghead gasoline plants, gas 
pumping plants, and compressed air 
installations, in single and 2-stage 
machines to operate on practically 
all intake and discharge pressures. 










Continuous circulating filtering au- 
tomatic oiling system. 








Direct Gas Engine Driven Vacuum Pumre« 
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ANNOUNCING THE 


HELRAZER JUNIOR 


Electro-Magnet Fishing Tool 
for 5 3-16-in. and larger holes. 


PRICE— 


*125.00 


Lifts 800 Pounds 
Weighs 85 Pounds 




















































Has eye to attach to sand line instead 
of tool pin. 


Equipped with ordinary dry cell bat- 
teries instead of expensive wet bat- 
teries. 


We recently found we could get ex- 
cellent results with the ordinary dry cell 
batteries, procurable anywhere. This 
greatly reduces the cost and enables us to offer an 
efficient electro-magnet at a heretofore unheard of 
price. 

In using this little HELRAZER there are no bat- 
teries to be recharged—simply buy a new set of 
four dry cells for around $1.50 when needed. 


Many fishing jobs for, which the HELRAZER is 
adapted are for underreamer cutters, slips and 
small objects. Fishing for such small pieces with 
ordinary tools usually results in driving them deep- 
er into the sediment. Our regular Helrazers with 
wash-down pump are necessarily high priced equip- 
ment and there is nothing better for complicated 
jobs in muddy formations. However, a lighter tool 
will answer for the small objects IF FISHED FOR 
IMMEDIATELY AFTER BEING LOST. 


Have a HELRAZER JUNIOR with your tools as 
regular equipment; be prepared to go after the 
troublesome little pieces the minute they are 
dropped and save expensive and tedious fishing 
jobs. This little Helrazer will save its cost on the 
first job. 


Price only $1.25, freight allowed to any railroad 
point in United States 


" MANUFACTURED BY 
THE DEEP WELL ENGINEERING CO. 
613-614 Second Nat'l. Bank Bldg. 
TOLEDO, OHIO. 
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whereas in our country in the same 
month, only 274 wells were being pro- 
duced with an average daily production 
of 216 cubic metres (1,358 bbls.), per 
well. This notwithstanding a number of 
our more important pools were then in 
a state of decline. In other words, Mex- 
ican wells produced almost 300 times as 
much oil per well as those in the United 
States. This should be enough to give 
an idea of the importance of Mexico in 
the world’s supply of oil, and of the 
role which it may assume in the future. 


Exports were bound to follow the same 
decline as production. The months of 
January and May showed up larger than 
any during the year, with 2,796,349 cubic 
metres (17,589,035 bbls.) and 2,855,929 
cubic metres (17,963,798 bbls.), respec- 
tively. As in the case of production, 
the decline noticeable during the latter 
months was due to the decline of light 
oil production in the Tuxpam region, 
as exports of heavy crude produced in 
the Panuco regon have continued at a 
uniform rate, if anything with a slight 
increase. To November 30, of this year, 
total exports had amounted to 26,857,125 
cubic metres (168,931,315 bbls.), and it 
is certain that total exports for the year 
will be more than 28,500,000 cubic metres 
(179,265,000 bbls.), which will exceed 
exports for 1921, when they amounted 
to 27,387,621 cubic metres (172,268,136 
bbls.) Increased exports, in the face of 
a decline in production, are explained in 
that considerable oil was withdrawn 
from stocks. 


Enlarged Storage 


Field storage and terminal storage fa- 
cilities have been improved and enlarged. 
Storage arrangements heretofore consid- 
ered provisional have been made perma- 
nent and efforts have been made to see 
that these facilities conform with prin- 
ciples of safety and economy; it is for 
this reason that wood roofs remaining 
on some tanks are being exchanged for 
steel roofs. 

At the end of 1922, there were 1,834 
tanks in service with a total storage 
capacity of 12,841,679 cubic metres (80,- 
774,161 bbls.) Of this tankage, 1,808 
were of steel, having an aggregate stor- 
age capacity of 8,945,223 cubic metres 
(56,265,453 bbls.) 

In spite of curtailments in develop- 
ment work, the various pipe line systems 
were improved; improvements and ex- 
pansions were made to pump stations, 
heating stations, etc. Several pipe line 
systems were enlarged and new lines con- 
structed, thereby increasing these facili- 
ties during the year. Many small gath- 
ering lines connecting exhausted wells 
were put out of service, but their loss 
was compensated by the construction of 
new lines and the enlargement of others. 
The total length of all pipe lines in 
Mexico is 4,012,607 metres, with a total 
daily capacity of 215,782 cubic metres 
(1,357,269 bbls.) 

New construction and improvements to 
refineries, though slowed down, did not 
cease; in the case of the Huasteca Pe- 
troleum Co., however, work on enlarge- 
ments and expansion was conducted wth 
unusual speed. In all of the operating 
refineries there has been a tendency to 
improve or enlarge installations, result- 
ing in an increased amount of crude 
that can be treated, a saving in operat- 
ing costs, and a great improvement in 
the quality of the products. There are 
today 14 refineries, eight of which are 
topping plants, and six complete refin- 
eries with an aggregate daily capacity of 
61,290 cubic metres (385,514 bbls.) 
There is also one asphalt plant, one 
small gasoline plant and two plants for 
the extraction of gasoline from natural 
gas. In this connection, the Govern- 
ment has enacted legislation to probibit 
the waste of a product with so many 
and such varied uses, that has been lost 
in and poisoned the surrounding air. This 
wastage has been a loss to the country 
of one of its greatest riches. As a re- 
sult of this legislation, serious efforts 
are being made to utilize the enormous 
volume of these gases. ; 


rrr, 


Prices for Mexican petroleum have 
been maintained fairly uniform dy 
the year: Light Tuxpam crude ha 
sold f. o. b. Mexican ports at Prices 
ranging between $5.98 (U. S.) per cubie 
metre ($0.95 per bbl.) and $9.44 per 
eubie metre ($1.50 per bbl.), excly 
taxes, the present price being $9.19 per 
cubic metre ($1.45 per bbl.) Heavy oi] 
from the Panuco River region was solg 
during the year f. o. b. Mexican ports at 
prices ranging between $3.46 per cubic 
metre ($0.55 per bbl.) and $5.98 per 
cubic metre ($0.95 per bbl.), the preg. 
ent price being $5.66 per cubic metre 
($0.90 per bbl.) As is known, all these 
prices are ruled by those which our 
products have in the United States mar. 
kets, and particularly by market quota- 
tions on our bunker oil in New York, 
which has been quoted from $1.05 to 
$1.55 per bbl., the present price being 
$1.45. 

Export taxes on petroleum leaving 
Mexico were decreased about the middle 
of the year to the benefit of exporters 
and without prejudice to national inter. 
ests. The special stamp tax, styled pro- 
duction tax, was modified by Decree of 
May 17, 1922, and exports taxes modified 
by Decree of August 17, 1922. In Jann. 
ary, a cubic metre of fuel oil leaving our 
country paid a total tax of $4.20 per 
cubic metre ($0.67 per bbl.), whereas 
in December, this tax amounted to $3.14 
per cubic metre ($0.50 per bbl.) The 
last mentioned figure barely amounts to 
17 per cent of the value of the oil. 


1922 was a year of trials and lessons, 
and it is hoped that the ensuing 12 
months will be more favorable and that 
operators will find themselves better pre- 
pared. Drilling, producing, marketing 
and the employment of oil should be 
conducted with more understanding, and 
should more closely adhere to scientific 
principles and to lessons gained by ex- 
perience. By these means, greater econo- 
mies, less waste and a wiser usage of 
petroleum products will be achieved. 





SINCLAIR PIPE LINE 
PROJECTS UNDER WAY 





Work is now under way on all three 
of the major pipe line projects announced 
last fall by the Sinclair Pipe Line Co. 
The latest on which construction work 
has started is the line from Wyoming 
to Freeman, Mo., where it connects with 
other trunk lines of the Sinclair com- 
pany. It was announced during the past 
week by John R. Manion, president of 
the company that contracts for the 745 
miles of 8 and 12-inch pipe for the line 
had been let and shipments from the 
eastern mills are already arriving at the 
Wyoming end of the line. The first 45- 
mile secton of the line out of Casper 1s 
now being laid. It is expected that the 
remaining contracts covering storage 
tanks, pumps and other equipment and 
materials will be let by the end of the 
week. According to Mr. Manion addi- 
tional crews will be put to work as soon 
as possible and it is expected that the 
construction of the line will be in full 
swing by April. It is expected that 
it will take a year to complete the line 
which will have a capacity of 40,000 bbls. 

Rapid progress is being made in the 
laying of the lines from Chicago to 
Drumright and from Mexia to Houston, 
Texas. Work on the Chicago-Drum- 
right line is two months ahead of sched- 
ule. Pipe gangs have about completed 
the line in Illnois due to the favorable 
weather conditions. Gangs are also at 
work in Missouri and it is expected that 
those now working in Illinois can be 
moved further south within a month. It 
is now believed that this line which * 
also 8 and 12-inch can be completed by 
July 1. , 

The line from Houston to Mexia is 
nearing completion. Over 60 miles of 
the line has been laid. According to of 
ficials of the company the line will be 
completed and ready to operate by 
16. 
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THE SUPER GAS TRAP 


Used Extensively and Endorsed by 
the Foremost Producers 


Lorraine Gas and Oil 
Automatic Separator 





Control Your Flowing Wells 


The LORRAINE AUTOMATIC 
GAS and OIL SEPARATOR con- 
trols the flowing well and gives it 
that steady, continuous and un- 
broken flow that yields the maxi- 
mum production of oil and gas. The 
LORRAINE SEPARATOR will 
make your heading well flow steady 
—that means an increase in pro- 
duction. The trap is automatic in 


operation, there is no fear of it fill- 
ing up or running over. Install it 
and forget it, but don’t forget the 
increase you get in the production 
of the well. The valve action is 
automatic and it is impossible to 
build up an excessive pressure 
within the separator. The LOR- 
RAINE SEPARATOR will not put 
a back pressure on the well. 


A Trial is Convincing Evidence 


Lorraine Gas and Oil Separator Co. 
Los Angeles, Calif., 604 Washington Bldg. 


Carried in stock by 


Carl Fritze, 805 Mayo Bldg. Tulsa, Okla. 


Night Phone Osage 7523 

















If you use 


(Incorporated ) 
General Offices 


41 East 42nd Street, New York 


Sulphur Deposit and Plant 
Gulf, Matagorda County, Texas 


Commercial Flour Sulphur 


We can supply you to your advantage 
Write us concerning your requirements 


Texas Gulf Sulphur Company 




















; 





90 THE OIL AND 


GAS JOURNAL 


Thursday, 









Build a Wall of Steel 
Around Your Oil Property 





Keeps Undesirables Outside 
Your Property Lines 


Cyclone Fence will help you conduct your 
business on a more profitable and satisfactory 


basis. 


Curiosity seekers, meddlesome people, thieves, 
vandals—all undesirables, are barred from 
premises enclosed by Cyclone Fence. Tools 
and operating materials require less watch- 
ing. The fire hazard is reduced—where oil 
property is protected by Cyclone Fence, a 
lower rate of insurance is granted. Cyclone 
Fence safeguards the property from all out- 
side dangers. You know who comes within 
your boundary lines—you can admit only 
those who have legitimate business to trans- 
act with your company. 



















UTILIZE CYCLONE SERVICE 


Cyclone Service solves all fencing problems, 
and is available everywhere. Cyclone plants 
extend from coast to coast. Cyclone engineers 
are ready to work with you and determine 
your special fencing requirements. We will 
erect the fence complete; or, if desired, expert 
superintendent will be furnished at nominal 
cost to supervise erection of fence. 









Write offices nearest you, Department 26, 
for Bulletin F-28. 


CYCLONE FENCE COMPANY 


Factcries and Offices: 
Waukegan, Il. Newark, N. J. 
Cieveland, Ohio. Fort Worth, Texas 
Oakland, Calif. (Standard Fence Co.) 
Portland, Ore. (Northwest Fence & Wire Works) 


clone 
“eto Fence 


PROPERTY PROTECTION PAYS 
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PROTESTS FROM EVERYWHERE IN TExAg 


The Confiscatory Tax Program of Texas Legislators and Certain 
Interests Too Much for the Texas Banker, Manufacturer and 
Merchant, and He Flies to the Assistance of the 
Oil Man. 


By Epwarp F. McINtTyRE 


DaLias, Texas, Feb. 6.—The battle of 
the representatives of the petroleum in- 
dustry against impending unjust and con- 
fiscatory tax legislation, is no longer a 
single-handed fight on the part of the 
oil men. 

Help has sprung up from unexpected 
sources. Powerful new influences are 
at work. Encouraging support is vol- 
unteered by these unexpected allies. The 
struggle has, within the past week, taken 
on an entirely new phase. 

As this is written meetings of the 
business and financial interests are being 
held throughout the state to protest vig- 
orously against any new leg'slation that 
may involve the levying of additional 
taxes of any kind. ‘The legislature is 
being petitioned by various commercial 
organizations to stem the avalanche of 
expensive projects which threatens to 
overwhelm the taxpayers of the state. 
By the end of the week it is expected 
that the movement shall have gained such 
momentum as to convince the legislators 
at Austin that they had entirely mistaken 
the temper, as well as the size of the 
purses, of the Texas taxpayers. 

The movement was started at Dallas 
on Saturday last. A group of 10 or 12 
citzens, prominent in several lines of 
business, called a public meeting to pro- 
test against the mass of tax legislation 
now piling up in Austin. To the aston- 
ishment of every one connected with the 
movement, the City Hall auditorium, 
where the meeting was held, was prac- 
tically full at 10 a. m., when the meet- 
ing was called to order. 

Nathan: Adams, vice president of the 
American Exchange National Bank, was 
elected chairman of the meeting, which 
was found to be composed of representa- 
tives of every line of industry, commerce 
and agriculture. Entire harmony of pur- 
pose prevailed and the features were an 
emphatic advocacy of economy in the 
operation of state government and a vig- 
orous appeal to the members of the Thir- 
ty-eighth Legislature to oppose every tax 
measure not a matter of sheer necessity. 

Three specific actions were performed ; 
(1) the adoption of a resolution em- 
bodying the above mentioned principles, 
(2) provision for a committee to pre- 
sent the meeeting’s action to the Legis- 
lature at Austin, and (3) the launching 
of a movement to hold similar meet- 
ings with similar objects in all the cities 
and towns in Texas, this week. 

The temper of the meeting was best 
reflected by what happened when Chair- 
man Adams stated that he wished to ap- 
point upon the legislative committee only 
such persons as would volunteer to go 
to Austin at their own expense and be 
prepared to serve on the committee until 
the end of the legislative session. He 
then called for volunteers who were will- 
ing to make a right-hand ledge on the 
two essentials. Nearly every right hand 
in the auditorium was raised. 

Later in the day Chairman Adams an- 
nounced his selection of the following 
committee: Mike H. Thomas, F. B. Hor- 
ton, J. Hart Willis, O. B. Colquitt, C. 
L. Wakefield, Jaek Beall, Frank M. 
Smith, Schuyler Marshall, John T. Orr, 
S. B. Perkins, Nathan Adams, George 
Waverly Briggs, Frank E. Austin, Z. 
EB. Marvin, Charles L. Sanger, Louis Lip- 
sitz, R. L. Thornton, Walter Miller. The 
list includes a former governor of Texas, 
former state senator, a former represen- 
tative, the president of the Dallas Cham- 
ber of Commerce, heads of public utili- 
ties, farmers, bankers, merchants and 
manufacturers. 

One of the most effective of the many 
good although brief addresses was that 


made by former Governor 0, B Col 
quitt, himself an independent oii py 
ducer and one of the pioneer oj] eit f 
Texas, inasmuch as he and his valde 
drilled the fifth well put - 


: down in the 
state, at Corsicana, almost a Seneration 
ago. Mr. Colquitt is now Operating jp 
Eastland County and he had arrived jp 
Dallas that morning from Rastland 
armed with some tax figures from that 
county which disprove the wild state- 
ments that have been made in the legis. 
lature concerning oil profits and refuting 
the charge that the oil men are robbing 
the state of one of its valuable natura] 


resources and leaving nothing in its plage 

Among the many interesting features 
which former Governor Colquitt was able 
to present in an interesting manner 
were the following: 

In 1914, the State tax rate was Rye!4 
cents, in 1922 the state tax rate was 
75 cents. 

In 1914 the county tax rate was 44 
cents, in 1922 the county tax rate was 


$1.25. 
In 1914 the Eastland County acreage 
returned for taxation was 585,382; in 


1922, 694,630. 

In 1914 the value of the farm lands 
in Eastland County was $4,920,895, in 
1922 the value of same lands, through 
discovery of oil, was $11,044,950. 

In 1914 the valuation of town and city 
lots of Eastland County was $1,342,265; 
in 1922 the valuation, since the discovery 
of oil, was $14,175,990. 

In 1914 personal prop.rty was re 
turned at a valuation of $3,766,445, in 
1922 personal property was returned at 
a valuation of $20,573,905. 

In 1914 the total valuation, land, lots 
and personal was $10,029,605, in 192 
the total valuation, land, lots and per- 
sonal was $48,596,622. 

In 1914 the total amount of taxes, 
State, county and school, $103,956; in 
1922 the total amount of taxes, State, 
county and school, $1,025,079. 

Of this amount the oil companies in 
Eastland County contributed more than 
one-third, or $376,498, while the pipe 
line companies paid an additional $16- 
123. These amounts are over and above 
the amounts paid by the petroleum indus 
try in gross production, occupation, “i- 
tangible” and other State taxes. 

In this connection Governor Colquitt 
called attention to the fact that the oil 
interests in Eastland County had paid 
into the state treasury last year nearly 
$400,000 in state, county and sc¢hodl 
taxes alone as against a little over $100; 
000 paid into the State treasury by 
the entire county in 1914, before oil was 
discovered. 

Committee Goes to Austin 

The committee of 18 business men ap 
pointed by Chairman Adams left for Aus 
tin Monday, prepared to remain on the 
job until results are accomplished. It 
is expected that similar committees wil 
be arriving in Austin all week from Fort 
Worth, Waco, San Antonio, Galvestot, 
Houston and other cities and towns @ 
Texas. ; 

Calls were sent out Saturday to varr 
ous organizations throughout the state, 
The Dallas Chamber of Commerce 
dressed all other chambers and com 
mercial clubs in Texas; the Retail Mer 
chants Association sent a call to 
members of the state association; 
banks were called to arms through 
Dallas Clearing House Association; 
automobile dealers were solicited through 
their organization. i 

By the end of the week @ publicity 
campaign will call the taxpayers’ ste 


tion to the new taxation projects 20" 
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THE 
VOGT BROTHERS 
oe STAR 


roots 7. 1922, No. 38-ST 
ser tins Bo. cs, Super-Tractor 


Gentlemen: e e 
We have had our Star No. 38-ST Super- Drillin 
tractor in use about six ménths and are glad to 


say that it has given satisfaction in every way. 


« 
All of our work has been cleaning Machine 
out ofl wells, except two Speechley gas wells 
which were over 2300 feet deep, and we can say 
that the machine did the work nicely and in reo- a a 


ord time. 


We have tested the Super-tractor at- Read 
tachment in moving up mountains, over creeks and 
up stony hille, and find it will climb any hill 
or mountain in this vicinity. 


We are very well satisfied with the 
results the No. 38-ST Super-tractor has given 
us, and you can feel safe in recommending it to 
anyone who needs a machine for this class of 
work. 


Yours truly, 


Vogt Brothers See 


“<A Vif 








Ask for 
Bulletin 
No. 12 





























. THE STAR DRILLING MACHINE CO., Akron, Ohio 
Factories: Akron, Ohio Chanute, Kans. Portland, Ore. Long Beach, Calif. Export Office: 2 Rector St., New York, N. Y. 























Is Your Tower Equipment 
Satisfactory? 


Are You Throwing Away the Heat 
In The Vapor From Your Stills? 


This heat may be used to pre-heat feed stock. 


The feed stock may be used to partially condense still vapors and cuts 
may be regulated. Multiwhirl or Vaneflo Exchangers will accomplish 
these results. 


ADVANTAGES 


1—Patented Multiwhirl and G-R Vaneflo baffles give high heat trans- 
fer rate with small friction loss. 


2—Small space occupied. 
3—Compact, sturdy construction. 


4—Designs to fit your individual problem will be based on 50 years’ 
experience in the manufacture of general heat exchange apparatus. 
Submit your problems to us. 


THE GRISCOM-RUSSELL COMPANY 


94 West Street, New York 5 
ae Philadelphia Pittsburgh Rochester St. Louis Fort Worth Beattle 
Boston Cleveland Chicago Denver Charlotte Los Angeles G-B Vaneflo Exchanger, Tube 
Hartford Toledo Minneapolis New Orleans Salt Lake City Kansas City Bundle Bemoved From Shell 
Syracuse Detroit Milwaukee Houston San Francisco 
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The deeper you go, the luckier 
you are to be using B & B Non- 
Kinking Drilling Line. It saves 
you precious time by keeping clear 
of deadly kinks up in the rig. It 
saves costly “fishing” by not part- 
ing company with itself down in the 
hole. Its “spring” doesn’t peter 
out, as it is called upon to support 
more and more of its own weight. 


What more can you ask of a deep- 
hole drilling line? Too limber to 
kink, too elastic to lose its spring, 
too strong to fracture, with any 
reasonable care. 

B & B Non-Kinking Drilling 
Lines are made differently for 
various fields. We also make lines 
“to order” on short notice. Ask 
the nearest B & B dealer. 


Write for Oatalog K2 
BRODERICK & BASCOM ROPE CO. 
ST. LOUIS, MO. 


Branches: New York and Seattle 
Factories: St. Louis and Seattle 
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hanging over the Texas citizens, whose 
backs are already burdened with exces- 
sive loads. Among the new projects are: 
The intangible tax bill, $4,000,000. 
The State income tax law, $7,000,000. 
The severance tax on natural re- 
sources of the State, $2,500,000. 


The gross production tax of 3 per cent 
on oil, being double the amount here- 
tofore levied, $2,500,000. 


The tax of 2 cents a gallon on all 
gasoline retailed, $5,200,000. 

The increased license tax on motor 
vehicles, $4,500,000. 

The tax on amusements, $1,000,000. 

The inheritance tax, $2,000,000. 

Total, $29,700,000. 

The present revenues of the State 
amount to $28,548,000. The increase, 
amounts to $29,700,000. This would 
make the total revenues of the State 
as contemplated by these tax bills, 
$58,248,000, as against $28,548,000, as 
at present. 

Resolutions Adopted 

Following is the gist of the resolution 
adopted by an unanimous standing vote 
at the Dallas meeting and which will 
probably be used as the basis of other 
resolutions to be passed in other cities. 

“We, the citizens of Dallas County 
assembled in mass meeting at the City 
Hall in the City of Dalldés, on the third 
day of February, 1923, fully appreciate 
the fact that you are laboring in behalf 
of the people of Texas; that many pes 
plexing and difficult problems confront 
you, and that in meeting them you are 
governed and actuated by the highest 
patriotism and the desire to do only that 
which is best for the State and the hap- 
piness and welfare of the people of 
Texas. We meet in no spirit of criti- 
c:sm. We are moved only by the desire 
and will to co-operate with you for the 
good of our State. 

“There are now pending before you 
many bills levying against the citizens 
of Texas taxes in enormous sums. Some 
of these bills are designed to tax the 
citizens directly, and others to tax the 
products of industries. But it can not 
be disputed that any tax levied by the 
State is paid by the individual citizens, 
whether paid directly to the State or 
indirectly through increased prices of the 
products of industries upon which spe- 
cial taxes are laid. 

“Our country and our State are pass- 
ing through a period of reconstruction 
following the World War and are bur- 
dened with enormous debts created for 
the successful prosecution of the war. 
We are just beginning to recover from a 
period of serious business depression. 
There is the most urgent necessity at 
this time for strict economy in the ad- 
ministration of our State Government. 

Investors, both at home and abroad, 
should be encouraged to put their money 
to work in Texas and to keep it at work 
here, thus further increasing our taxable 
values and lessening the burden of taxa- 
tion upon the individual citizens. The 
plain and certain effect of these tax meas- 
ures, if they are enacted into law, will be 
to discourage and restrict industries and 
investments in Texas, 

“It is therefore resolved, That we pe- 
tition the members of Texas to stand 
for economy at this time, to oppose vig- 
orously any and all tax measures not 
absolutely necessary for the actual ad- 
ministration of the State Government, 
and that they do not impose any unfair 
burden upon any of the industries of 
this State.” 





LEGISLATORS DELUGED WITH 
PROTESTS AGAINST TAXES 





AusTIN, Tex., Feb. 6.—Taxation senti- 
ment which has brought a group of pro- 
posed new revenue-raising measures be- 
fore the legislature on favorable com- 
mittee reports, is gradually waning ac- 
cording to the evidence of the action on 
measures recently considered, it was as- 
serted by observers here today. 

It was pointed out the House has de- 
ferred action on the gross production oil 
tax, the 1-cent gasoline tax and the pro- 
posed inheritance tax. 


The senate committee on state 
will Wednesday night hold a public» 
ing on the petroleum STOUD grogg peg 
tion tax. “Economy Committees” 
Dallas, Beaumont and other : 





in Austin urging that the legislature 


frain from new taxation schemes, 
house has passed the Coffee bill to 
the gross production tax on oil fy 
the tax at 3 per cent. The bil) 
been sent to the senate. 

The inheritance tax and the gasoi 
tax were both reached on the Hong , 
endar Monday, but were deferred yp 
later in the week. . 

Resolutions, petitions ang memers 
from all sections of the state pr 
ing against taxes and urging strict u 
omy in appropriations with the hope 
holding the appropriations within ¢ 
revenues from the present tax laws, 
reached both houses. =) 


ACTIVE WILDCATS IN 
EAST CENTRAL TE 


Mexra, Tex., Feb. 5.—Much of { 
wildcat work in Limestone, Nay. 
Freestone, Kaufman and other cong 





making up the East Central Texas 
is shut down, but there is still » 
interesting activity in various count 


In Wood County the Texas Oil & } 
ing Co.’s test on the Senter farm, J 
taker survey, is drilling below 1,060 fs 
In Milam County Guberson and otha 
No. 1 Posey, Moore survey, igs drillj 
below 3,415 feet. In Robertson Cog 
the Campbell Mexia 0:1] Co. is drilj 
below 3,805 feet in No. 1 J. Hollo 
In Anderson County, J. F. Will 
and others are below 2.120 feet in 
2 Parker. The Rosser Petroleum Cy 
shut down at 4.170 feet in No. 1 Bro 
& Auld; The Palestine Oil Co. is a 
ing below 1,470 feet in No. 1 Mon 
Plant. In Bowie County the B 
Springs Oil Co.’s No. 1 Parkey, Dal 
survey, is drilling below 1,560 feet. 
Cass County Caldwell and others’ No 
Evans, James Bird survey, is drill 
below 1,620 feet and the Simms Oil 
is drilling below 2,375 feet in No 
Crew, Young survey. In Cherokee (s 
ty the Collenton Oil Co. is drilling} 
2.670 feet in No. 1 Clapp. In Red Ri 
County, Brewster Haynes’ No. 1D 
widdie, Anderson survey, is below 1! 
feet and drilling. The Clarksville Te 
Oil Co.’s No. 1 Simmons, Noel survey, 
drilling below 1,125 feet. Isabel G 
bons’ No. 1 Arnold, Edwards survey, 
drilling below 1,710 feet. The John 
Petroleum Syndicate’s No. 1 Anta 
Gamble survey, got fresh water at 
feét and shut down at 738 feet. 0B: 
non Brothers’ No. 1 Garland, Hogby 
vey, drilled to 1,250 feet and shut do 
In the Mexia district, three wells 
completed in the past week's review 
the field. These were the Hump 
Petroleum Co.’s No. 13 West Bert 
sen, 75 bbls.; No. 3S East Berthe 
50 bbls. and No. 4 Henry 150 bbls 
Humphreys Oil Co. with 25,000 bb 
day, has the largest production 
East Central Texas Field, which 
cluding the Mexia, Currie and the ¢ 
sicana pools is making 62,000 
day on a 10-day average. 
ae 


LA PAZ OIL CORP. BUYS ‘ 
INTO ASSOCIATED P, 





Toronto, Ont., Feb. 1.—The la 
Oil Corporation of Toronto, Ont, 
notified its shareholders that it bi 
quired a_ substantial interest - 
shares of the Associated 00 
Refining Corporation which orpor 
owns producing oil leases in Kansts 
lahoma, Arkansas, Kentucky #¢ 
nessee, and oil leases not yet om 
other States. The Associa 
ration has, it is stated, 60 - 
wells; and a valuation of bi The 
ings is placed at $13,225,494. 
Paz Corporation has also acquired 
the same company « half id 
terest in four leases, two 


now producing. 
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ittees” ON ITS OIL WEALTH 

r Points 

-gislature » By N. O. FANNING 

hemes, New York, Jan 29.—The question 

bill to doy of Russian oil has been stirred up once 

D oil, fix; more by the announcement on the part of 

The bill the Barnsdall interests of their inten- 

tion to ship oil drilling equipment to 
the gasol Russia for the purpose of starting opera- 
© House « tions on their concession in the Baku 
eferred y, ; Announcement that Sinclair 
has received a concession in Siberia, in- 

d memor ylving expenditure on its part of $200,- 
tate prots 00 (it is said), is also of interest. 

E strict a The Oil and Gas Journal has pointed 
the hope out the attitude of the interests which 
within qa controlled the Baku oil fields before the 

X laws, revolution. Their attitude, as far as it 

B can be ascertained, has not changed. This 

a fact appears to be the outstanding one 
IN in the Russian oil situation, overshadow- 

ing the developments above referred to, 

L TE) which apply largely to prospective en- 

deavors. 

Luch of { The situation is as follows: The So- 
e, Nava viet Government, since its seizure of the 
her county Baku oil fields, which yielded 80,000,- 
| Texas an 000 bbls. annually before the outbreak 
8 still s of the World war, has endeavored to de- 
US Count yelop production on its own account, us- 
Oil & ing the drilling and refinery equipment 
farm, ¥ left by the former owners. This equip- 
W 1,060 fs ment was limited because of the disturb- 
| and othe ances during the revolution, and the So- 
7, is drilli viet authorities lacked the capital to pur- 
‘tson Cou chase new equipment. Among the fa- 
do. is drill cilities remaining for them to use was the 
J. Hollo pipe line extending from Baku to Bah- 
F. Willig toum, the chief outlet for refined oil from 
feet in the Baku fields; the Nobel refinery, 
oleum Co, (owned by Standard Oil-Nobel Broth- 
No. 1 Bro es), and a limited supply of drilling 
Co. is di equipment. 

. 1 Mom The Soviet administration has, since 
the Ba its seizure of Baku, managed to produce 
rkey, Dali an average of 25,000,000 bbls. of oil an- 
160 feet. nually, and has operated the Nobel re- 
thers’ Na finery on this crude. The production of 
» is driliff erosene and lubricants therefrom has 
mms Oil for the most part gone into storage in 
t in No, the Baku field or at Bahtoum, or has 
erokee Cr been shipped into the interior of Russia 
rilling 7 for home consumption. 
in Red F However, the Soviet is not at all sat- 
No. 1D ised with this arrangement. It needs 
below 13 ash, and to get it, wants to sell as 
ksville much oil as possible, for cash. The chief 
vel SUES interests which formerly owned the Rus- 
Isabel @ sian oil fields, are the Dutch-Shell, Anglo- 
> Tage Pesan Oil and Standard  il-Nobel 
.: iad groups,’ These interests are the chief 
By marketers of petroleum products in Eu- 
ot OB rope, which is the logical outlet for this 
* Hgts Russian oil. Naturally they, although 
1 shut do the logical purchasers, are not willing to 

buy oil products which they consider by 

e well pre-war rights already their own. 

"8 review On the other hand, this stored oil, ag- 
Bump! segating many millions of bbls. is hang- 
est Berl ing over the market. This situation is 
a tot reassuring to the marketers of oil 
000 ba in Europe, and is especially aggravating 
ww in that they rightly consider it theirs. 
-— These marketers, furthermore, have the 
: i tel support of their governments, which - 
one have not recognized the Soviet Govern- 
ww” ment because it has refused to recognize 

Private property rights. 

— The situation, then, appears to be a 
ys virtual deadlock between the Soviet oil 
p P,& ‘dministration and the companies which 

were formerly in control at Baku, the 

The La latter having the backing of their re- 
», Ont, spective governments. The position of 
t it bes companies has been materially 
st i ened by their agreement at The 
Producils) not to accept new oil concessions 
corpor the Soviet Government until their 
Kansis old ones are recognized. As previously 
y and Stated, there has been no change in this 
et dri ‘greement so far as can be learned. 


— leading oil interests are as anx- 
to see the Russian oil situation 
nye up as the Soviet administration 
) dispose of it. The world needs 
oie n oil at present, and to all appear- 
this need will become more acute 
g0es on, Mexico is not doing 

more than holding its own, with pros- 





pects not bright until wildcatting is car- 
ried on there on a much larger scale 
than at present. 

The Russian supply of oil is in sight. 
There is nothing prospective about it. 
It only remains for the interests con- 
cerned in it to agree on the terms of 
disposal. This, of course, is by no means 
easy under present conditions. Yet the 
magnitude of the supply of crude and 
refined products available in Russia jus- 
tifies an early settlement of present dis- 
putes. 

In the opinion of those conversant with 
the Russian oil situation, the settlement 
lies with the Soviet oil administration 
and the Dutch-Shell, Standard-Nobel and 
Anglo-Persian group of companies, and 
eannot be expected to be settled by a 
third party, 

Barnsdall Carrying Out Agreement 

The new step by the Barnsdall inter- 
ests is in line with the agreement with 
the Soviet Government first reported in 
September last. This agreement, as an- 
nounced, provided that Barnsdall agreed 
to import pumping and drilling machin- 
ery and experts to develop its conces- 
sion. In return Barnsdall gets 20 per 
cent of the output of all new wells it 
drills and 15 per cent of the output of 
the old wells in which it installs pump- 
ing machinery. The contract is termin- 
able at the end of 15 years at the option 
of either party. 

A prominent Russian official estimated 
at that time that $1,000,000 would be 
required to start operations on the Barns- 
dall concession, and that the agreement 
would call for a total expenditure of 
around $10,000,000. The amount which 
Barnsdall offered to expend has been 
variously reported from $5,000,000 up 
to $15,000,000. 

It is understood that Henry Mason 
Day, president of the Barnsdall Corpo- 
ration, was not successful in enlisting 
the protection of the American Govern- 
ment in the operation of the deal, be- 
cause the American Government has not 
recognized the Soviet Government. Rec- 
ognition has been withheld because the 
latter has not recognized private prop- 
erty. 

Agreement of Big Companies 

The agreement among the Standard 
Oil, Nobel, Dutch-Shell, and Anglo-Per- 
sian oil interests in regard to Russia, 
provided : 

First, neither to accept nor demand 
any concessions on land belonging to 
other proprietors. 

Second, to exact equal treatment of 
Russians and foreigners. 

Third, former reserve of oil-bearing 
lands of Russian crown not to be made 
the subject of separate demands and not 
to be exploited except after concerted pro- 
gram has been decided upon in ad- 
vance. 


SCIENCE JOINS IN 
SALT DOME SEARCH 


Houston, Tex., Feb. 3.—The United 
Coast and Geodetic survey has been con- 
ducting experiments at Damon Mound 
and other known saline domes in the 
Gulf Coast region with an instrument 
designed to locate salt masses by making 
determinations of the gravity forces. Lit- 
tle is known of the apparatus except 
that it is a sort of pendulum contrivance 
swinging in a vacuum tube. A wireless 
outfit was installed to catch the time 
signals from the Naval Observatory at 
Washington to calculate tides and other 
influences. 

The result of the observations are not 
known, having been sent to Washing- 
ton. ‘The object of the experiments at 
Damon Mound were merely for the pur- 
pose of testing out the apparatus around 
a known salt dome. 

Interests connected with the Royal- 
Dutch Shell Co. are said to be experi- 
menting with a foreign apparatus de- 
signed to make shallow tests for dome 
formations on land below Double Bayou 
in Chambers County. The company has 
an option of 7,000 acres there. 
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We Make Pumps 
for Oil Men 


For Gasoline 


Oil 
 Fael Oil 


Durable Reliable 


OIL MEN WANT PUMPS of large capacity, 
that are efficient, durable and reliable. Tra- 
hern Pumps meet all these requirements, are 
built of the best materials obtainable and have 


Trahern Pumps are of the Rotary Geared 
type, having only two moving parts, thus re- 
ducing the possibility of break-downs and 


SINGLE UNIT Pumps have capacities up to 
150 gallons per minute. We make large 
double and triple outfits with belt, motor or 
engine drive and with friction clutch or slid- 
ing gear control. 


Write for particulars 


LEADER-TRAHERN CO. 


Plants: Decatur and Rockford, Ill. 


Chieago Seattle 
827 8. LaSalle St. L. ©. Smith Bldg. 
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Keystone 


COPPER STEEL 


KEYSTONE 


“Open Stee’ 


Gives Maximum Rust Resistance 





For Tanks 


The increased life of steel when alloyed with copper 


is a well established metallurgical fact. 


Ask your 


manufacturer to supply you tanks made of this ma- 
terial—and secure the best obtainable. 


Keystone Copper Steel is an alloy made by the ad- 
dition of a certain percentage of Copper to well 
made Steel, thereby greatly increasing its lasting 


qualities under actual service conditions. 


It is un- 


excelled for roofing, siding and construction pur- 
poses, as well as for culverts, fumes, tanks, barrels, 


and all oil country uses. 


merchants. 


Sold by leading metal 
Send for booklet, ‘‘The Testimony of 


a Decade,’’ which proves conclusively the super- 
iority of Keystone quality by actual service tests. 


Apollo 


GALVANIZED SHEETS 
Recognized as the standard of qual- 
ity since 1844. APOLLO-KEYSTONE 
Galvanized Sheets with the copper 
steel alioy base are unequaled for 
Culverts, Flumes, Silos, Roofing, 
Siding, Spouting, Gutters, Cornices 
and ai! forms of exposed sheet metal 
work demanding superior rust re- 
sistance. Write for Apollo booklet. 








Tin Plates 


High grade roofing plates,care- 
fully manufactured in al! de- 
tails. Also American Coke and 
Charcoal Bright Tin Plates. 


Black 


SHEET PRODUCTS 
American Bessemer Steel Sheets, 
American Open Hearth Steel Sheets, 
KeystoneCopper Stee! Sheets, Auto- 
mobile Sheets—all grades, Special 
Sheets for Stamping, Electrical 
Sheets, Stove and Range Sheets, 
Japanning and Enameling Stock, 
Steel Barre] and Keg Stock, Ceil- 
ing Sheets, Black Plate, Etc., Etc. 





Manufactured by 





American Sheet and Tin Plate Company 
General Offices: Frick Building, Pittsburgh, Pa. 





Chicago Cincinnati Detroit 


DISTRICT SALES OFFFICES 


New Orleans 


New York 





Philadelphia 


Pittsburgh St. Louis 


Export Representatives: U. S. Steel Products Company, New York City 
Pacific Coast Representatives: U.S. Steel Products Company, San Francisco, Los Angeles, Portland, Seattle 
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The following paper was presented at 
the annual meeting in New York of the 
Society of Automotive Engineers by J. 
H. Holloway, H. A. Huebotter and G. 
A. Young of Purdue University, West 
Layfette, Ind.: 

This paper is a report of a series 
of tests conducted during the summer of 
1922 by the authors at the Engineering 
Experiment Station of Purdue Univers- 
ity. The work consisted of research into 
the operation of internal-combustion en- 
gines under comparatively high compres- 
sion on ordinary gasoline without detona- 
tion. The compression-ratio of the en- 
gine was 6.75 and the compression pres- 
sure was 122 Ibs. per sq. in., gage. The 
ingoing charge was passed through a hot- 
spot vaporizer and thence through a cool- 
er between the carbureter and the valves. 
Jacket-water temperatures between 150 
and 170 degrees Fahr. were carried at the 
outlet port of the jacket. 

The theory held by the author as to the 
causes of detonation of the combustible 
charge is presented briefly. The source of 
the two phases of detonation encountered 
in this work is believed to be overheated 
areas in the combustion-chamber. The 
methods of combating these hot spots are 
given in detail, and the special equipment 
applied to the engine to accomplish the 
desired result is described. The effects of 
load, speed, compression-ratio and mix- 
ture-ratio are studied, and curves show- 
ing the variation in the engine character- 
istics due to each factor are submitted. 
All tests were run without a trace of 
detonation. 

The results of the work point to the 
following conclusions : 

(1). Automobile engines designed 
to give a uniform cooling of the com- 
bustion-chamber walls will permit 
the use of much higher compression- 
ratios than those employed at pres- 
ent, with a consequent gain in en- 
gine power and economy. 

(2). The fuel-air ratio for maxi- 
mum economy borders upon the. load 
limit for reliable combustion. 

(3). For maximum’ power, the 
mixture-ratio need not exceed 0.075 
lb. of gasoline per Ib. of dry air. 

(4). With concentrated heating of 

the mixture at the carbureter outlet 
a local temperature of 125 degrees 
Fahr. is sufficient to give good oper- 
ation at full .throttle. Cooling to 
100 degrees Fahr. at the valves is 
desirable if the compression pres- 
sure of engine is high. At part loads, 
a hot-spot temperature of 175 de- 
grees Fahr., with or without inter- 
mediate cooling, will give good re- 
sults with lean mixtures. 

Expansion Ratio Important. 

The factor that controls the thermo- 
dynamic efficiency of an internal-com- 
bustion engine is the expansion-ratio. In 
the standard auomotive engine, this is 
practically equal to the compression-ratio 
which determines the pressure of: the 
charge at the time of ignition. To secure 
the benefits of greater expansion, there- 
fore, the detonation that results when 
compression pressures are high must be 
eliminated. 

The compression-ratio that can be used 
with any given fuel is limited by the ten- 
dency of the engine to detonate under 
certain conditions of operation. If the 
gain in efficiency, due to the increased 
expansion of the hot gases, is great 
enough to offset the additional expense 
and eare required in the design, construc- 
tion and maintenance of the engine to ob- 
viate detonation, it is evident that the 
higher compression-ratio is desirable. It 
is the purpose of this paper to set forth 





the means adopted by us to overcome de- 


SS 


HIGH COMPRESSION SUBJECT OF TEstTs 


University Research Men State Results Attained in Tests They 
Conducted Into the Operation of Internal Combustion Engines 
Under Comparatively High Compression Without 
Detonation. 


tonation under high Compression-pres. 
sures, to show the gain in power and eco- 
nomy and to present such incidental chap. 
acteristics of engine performance ag ap- 
ply to engine and accessory design, 

Detonation, as the term is applied op. 
dinarily in internal-combustion-enging 
operation, is accompanied by one of two 
characteristic kinds of knock. The sharp 
metallic “ping” that is most commonly 
encountered in automotive engines ap- 
pears to originate from too early igni- 


tion of the compressed charge. This 
knock, if due to excessive spark-advanee 
is eliminated by proper timing of the ig. 
nition. If retarding the spark produces 
no dimunition of the knock, the preigni. 
tion is probably due to some overheated 
spot within the combustion-chamber. 
We know of no means of distinguishing 


between these two sources of preignition 
except by manipulation of the spark. 
timing. 


A second kind of detonation oceurs 
after ignition has originated from the 
electric spark and is characterized by a 
dull, heavy thud. Such a knock is eyj- 
dent at times in both high and low-com- 
pression engines. It is apparently an in- 


termediate stage between auto-ignition 
and normal combustion. With high com- 
pression-pressures, ignition that is timed 
to occur after the dead-center may be 
followed by this heavy thud when the 
engine is thoroughly heated-up. Automo- 
bile engines with the usual compression- 
ratio show the same trait, when the 
spark is retarded after a period of pre- 


ignition, due to an early spark or to ex- 


cessive carbon deposit. One form of de- 
tonation may merge into the other or 
may disappear entirely, depending upon 


the condition of normal engine operation. 
Sufficient spark-lag will eliminate the 
heavy pounding, but at the expense of 
both power and economy. 

Two Detonation Types 


The following theory seems to offer a 
reasonable explanation of this second 
phenomenon. The charge is ignited by 
the spark and burns at a normal rate of 
flame propagation during the early stages 
of the reaction. The unburned gas, 
which has been heated during the com- 
pression ‘stroke, is compressed still fur- 
ther by the expansion of the products 
of combustion behind the flame-cap. Un- 
less the heat due to this latter compres 
sion is transferred to the combustion 
chamber walls as rapidly as it is gener- 
ated, the temperature of the entire mass 
of the gas rises to the ignition point and 
explodes instantaneously, producing 4 
hammer-blow effect in both shock and 


sound. In support of this hypothesis is 
the experimental evidence that the knock 
ceases when certain suspected high-tem- 
ature areas are subjected to additional 


cooling. The absorption of heat from the 
combustible charge is thereby facilitated 
and auto-ignition is prevented. 

The foregoing description and explana- 
tion of the two types of detonation pout 
to the following sources as being most 
open to suspicion. Preignition due 
auto-ignition before the passage of the 
spark may originate from an excessive 
temperature of either the spark-plug cote 
or electrodes, the exhaust-valve, the cei 
ter of the piston-head or from any other 


point in the combustion-chamber that 18 
not cooled sufficiently. Detonation that 
follows normal ignition may be due 
any of the above sources except the first. 
Hence, careful attention to the cooling 


the entire combustion chamber is essen: 
tial to the suppression of detonation. 
In addition to the elimination of | : 
spot areas, it is advisable to maintain & 
low entrance-temperature of the 
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: . The temperature of the 







o charge must never exceed the 
*- ition point of the fuel before the pass- 
of the spark and to prevent the 
from being overheated by compres- 

sion in the cylinder, the initial charge- 
temperature must be reduced to the min- 
imum consistent with uniform distribu- 


tion to secure the thermal advantages of 
s bigh compression-ratio. 
High-Compression Tests 

With this conception of the benefits 
and the detriments inherent in a high 
cont jon-ratio, a series of tests was 
panned to study engine perfcrmance un- 
jer high compression. The objects of the 
tests were: (2). To determine roughly 
the maximum compression-pressure an 
gutomobile engine can carry on standard 
gasoline under a representative range of 

ting conditions without detonation, 
and (b), to study the characteristics of 
the engine when so modified. The diffi- 
culties encountered in securing satisfac- 
tory operation, the methods used in over- 
coming them and the reasous for the 
adoption of these methods are presented 
herewith. 

A compression pressure of 150 lbs. 
per sq. in. was employed at first to accen- 
tuate the detonation and to facilitate the 
location of the sources. Two engines of 
different types were used in the work. 
Beginning with engines that were stand- 
ard in all respects with the exception of 
the cylinder-head, the load was gradual- 
ly increased until the detonation became 
apparent. The cylinders in which the 
knock occurred were studied with refer- 
ence to the probable factors inducing de- 
tonation. These factors were eliminated 
gradually until the engine operated sat- 
isfactorily under all normal conditions 
encountered on the dynamometer. 

Experiments on a six-cylinder poppet- 
valve engine showed that spark-plugs 
with porcelain cores and small electrodes 
were the first sources of preignition. Mica 
cores with heavy electrodes and water- 
jacketed shells were required to main- 
tain a practical working temperature of 
the plug and, in redesigning the second 
engine, this type of plug was incorporated 
in its cylinder-heads. 

After the spark-plug trouble was over- 
come in the poppet-valve engine, the ex- 
haust-valve seats were not completely 
water-jacketed and could be cooled suffic- 
cently to eliminate preignition only with 
a water-outlet temperature below 100 de- 
grees Fahr. This engine was not a good 
example of modern poppet-valve design. 
Trouble from overheated valves was elim- 
inated by changing to a sleeve-valve type 
of engine on which all further investiga- 
tions were conducted. 

On this four-cylinder engine, cylin- 
ders Nos. 1 and 4 detonated severely, 
while Nos. 2 and 3 operated normally. 
Taree possible causes for this effect were 
considered: (a) restricted or sluggish 
circulation of the cooling water at the 
front and the rear of the water-jacket; 
(b) unequal distribution of the fuel in 
the charge, and (c) arrested scavenging 
of the center cylinders. 

Water Manifold Inserted 

The water-jacket was designed for 
thermo-syphon circulation with the inlet 
port between the two center cylinders. 
In the tests, the water was forced 
through the jacket under pressure from 
the aly supply, which change may have 
disturbed the uniformity of distrbution 
obtainable with the original system. The 
‘ingle inlet-pipe was replaced by a water 


manifold with an individual lead to each 
‘ylinder to insure more nearly equal cool- 
p> The improvement resulting from 
‘aa alteration was slight, but the mani- 

was retained as a safety measure. 


; ~ carbureter was at first bolted di- 
— to the cylinder block at the en- 
- _ the water-jacketed inlet-mani- 
be n this arrangement, good vapor- 
a and d:stribution were impossible 

the gasoline in current use, and a 
2 ra vaporizer was, therefore, placed 
aaa carbureter outlet. The high tem- 

ture of the mixture required to se- 
“we vaporization of the fuel promoted 
tion, and consequently -an inter- 


cooler was used to lower the tempera- 
ture of the charge at the valves. The 
carbureter and the hot-spot were dropped 
about 24 inches below the inlet-mani- 
fold, and a vertical water-jacketed pipe 
was inserted as a means of cooling the 
mexture of air and vaporized fuel with- 
out causing .condensation. The device 
produced a drop in temperature of about 
30 degrees Fahrenheit from an initial 
temperature of 125 degrees Fahrenheit 
that previously had been found neces- 
sary for good distribution with this va- 
porizer. The change in the carburetion 
system permitted the use of higher tem- 
peratures at the carbureter outlet and in 
that way s:mplified the distribution prob- 
lem. It was not possible to detect any 
difference in starting with this lowering 
of the carbureter position. Cylinders 
Nos. 1 and 4 continued to detonate be- 
fore Nos. 2 and 3, although not to such 
a market degree. The matter of more 
thorough scavenging of the center cyl- 
inders was not followed-up. 

In an engine with suitable spark 
plugs and effective cooling of the water- 
jacketed walls of the combustion cham- 
ber, the temperature of the piston-head 
is the deciding factor in limiting the 
compression pressure. This surface, be- 
ing most distant from the origin of com- 
bustion, is in the best possible pos:tion 
to detonate the final portion of the charge 
ahead of the flame-front. On account of 
their higher conductivity, aluminum pis- 
tons remain cooler than gray-iron pis- 
tons, and hence reduce the tendency of 
the engine to detonate. The original 
gray-iron pistons were, therefore, replaced 
by aluminum p‘stons that were of sub- 
stantially the same design. 

The breaker of the battery system, 
with which the engine was originally 
equipped, failed under the high primary 
voltage found necessary to assure reliable 
ignition with high compression at full 


throttle. This difficulty was overcome 
by the substitution of a high-tension 
magneto. 


The salient features in the engine that 
permitted the carrying of high compres- 
sion under all conditions of operation 
were: 

(1) Effectively 
plugs. 

(2) Comparatively 

haust valves. 

(3) Uniform 
water-jacket. 

(4) A carburetion 
gave good distribution 
mixture-temperatures. 

(5) Aluminum-allow pistons. 

(6) An ignition system capable of 
producing an adequate spark under 
high compression. 


Equipment and Apparatus 


The second engine used for this high- 
compress:on investigation was a Model 
88-4 Willys-Knight of 4%-in. bore and 
4\%-in. stroke, and slightly modified to 
adapt it to the abnormal conditions un- 
der which it was to operate. As a result 
of the preliminary work tending toward 
the suppression of detonation, a com- 
pression pressure of 122 Ib. per sq. in. 
was chosen as being the highest pract‘c- 
able for ordinary gasoline. The special 
heads used in the test to secure this 
pressure had a compression-ratio of 6.75. 
as compared with 4.45 in the standard 
heads and are illustrated in Fig. 2. 

A set of standard Willys-Knigh: alum- 
inum-alloy pistons was substituted for 
the gray-iron pistons before the tests re- 
corded herewith were carried out. This 
permitted a greater spark-advanuce than 
was possible with the original pistons. 
Special spark plugs with shells in direct 
contact with the cooling water formed 
the central portion of the high-compres- 
sion heads and acted as anchorages for 
the standard demountable water-jacket 
cover. A Model SS-4 Splitdorf magneto 
was installed in place of the battery 
system. The spark-advance was mea- 
sured on a graduated sector at the mag- 
neto-control lever. 

A Model LB-2 Stromberg carbureter 
was used in connection with a hot-spot 
vaporizer and a long vertical external 
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MALONEY 


THE ORIGINAL 


Bolted Steel Tank 


(Patented Oct. 81. 1918) 


Accurately manufactured of Rust Re- 
sisting Keystone Copper Steel, the 
Maloney is adaptable to all weather and 
climates. It gives the maximum service 
at the minimum cost. It meets all the 
requirements of tight deck construction 
to conserve evaporation. They are dura- 
ble and dependable. 


Hight 1,000-bbl. Maloney Tanks in foreground and 
sine in the background in the Mewia (Tex.) Field 


Decks have tight manhole with packed 
joints—also flanges for gauging and 
inlet purposes—the same construction 
throughout the deck as balance of tank. 
Cleaning-out plate in the side flush with 
bottom—easily removed—tank cleaned 
—plate replaced without getting inside 
of tank—one-man job and no risk from 
gases. Specify Maloney Rust-Resisting 
Copper Steel Tanks. 


Made ef 
£ 


Popeg gre 
Sizes 40 bbl. to 2,000 bbi. Inclusive 


MANUFACTURED BY 


Maloney Tank Manufacturing Company 


Office and Factory: Tulsa, U.S. A. 
Descriptive Catalog C mailed te any addren 











(Continued on Page 99) 


Modernly equip Beport Department gives prompt and dependable service. 
Tanks knocked seourely pecked in steel pound orates, easily handled et port. 
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NEW MEXICO’S NEW OIL FIELD IS ay 
NOT INVITING TO SMALL OPERATOR 
By FRANK B. TAYLor Nt 
ment 
Casper, Wyo., Feb. 3.—Interest in ranean fuel sources and it is believed Jerse, 
the Hogback structure near Shiprock, that what petroleum deposits ¢,; ite,” 
San Juan County, New Mexico, and were destroyed by the process. a of oil 
which extends over the boundari+s of The Producers & Refiners and the Mid fire, | 
three States, appears to be waning, .t west companies are the two companies has ¢ 
least among the smaller operators of now active there, with  severa] other indus 
the Wyoming oil fields who were some- firms planning to enter the field in the apnou 
what excited over the strike made by the near future. The matter of transporta. throu: 
Midwest Refining Co., last fall. tion is a formidable obstacle as the lack that i 
o Late-reports from operators who have of railroads and the poor roads make marke 
made the trip indicate that it is any- this item a heavy burden on the ojl oper- state, 
e ort nh on : thing but a good bet for the little fel- ators. as to 
low. Outside the Reservation, factur 
@ In the first place the method of leas- Ellis G_ Slack, Denver oi! marketer — 
ing Navajo Indian lands requires a large who has been in Tulsa the past week, The 
eT 1cCa our C eC capital on the part of the oil operator when shown the aboye article, said the ard Oi 
and the terms that are asked now state leasing conditions set forth are not ap. Produ 
+. oe that a sufficient amount of cupital to plicable to land outside the reservation latter 
drill at least one well must be deposited New Mexico, Utah and Arizona, like distrib 
ut e 1 he in a bank when the lease is granted and Wyoming and Montana, he said, are yp. is the 
that this amount of money must be held like the Mid-Continent country in tha corm § 
in escrow until the completion of the structures are so plain that a geologist and g 
ee 3 well. can work them out in short order, 4 said, - 
The very light gravity of the crude, small operator can go into New Mexic “Beal 
65 degrees, makes the men who have with a geologist and find structures and portion 
visited the area, suspicious that the lone obtain a lease at a low price from the in any 
producing well is a freak and that fur- United States Government or the State to be p 
ther drilling will show only a small pool or the Santa Fe Railroad and either in atu 
that may not last. However, this is drill it himself, or go about in the usual freely 
supposition, and the further develop- way to interest capital in the venture. ae 
ment is being watched for with inter- According to Mr. Slack, there are good slid, t 
est. looking structures in McKinley County, peratur 
According to Arizona and New Mexico south and southeast of the Hogback propert 
geologists and mining engineers-who have structure, which have been leased. His iceable 
made a study of conditions in those visit to Tulsa was for the purpose of grees] 
States, the region appears to hold but interesting Mid-Continent oi! companies, propert 
little hope for the oil man. It is claim- or individual capital in drilling a test on ot odor 
ed that in prehistoric ages the region one of these structures. is not | 
was subject to much volcanic and other Mr. Slack says that possibly oil-bearing A co 
earth movements and that while there structures are so plain in the Rocky covering 
were at that time several petroleum de- Mountain region that when one is found flowing 
posits of magnitude, the earth actions al- the company that has located it leases all tank, a 
- lowed their escape and this is reported the land on and around it and there is forming 
to be attested by definite indications of nothing left for the late comer, if oil is whieh i 
fires that have left signs of the destruc- found to exist on the property. That may be 
tion of the petroleum resources. being the case, he said, the only chance as long ; 
Great clefts in the earth’s surface at one has to buy acreage that has any poe free of 
different points show unmistakable evi- sibility at all, is to do it before a discor If it is 
dence of fires that were fed from subter- ery is made. a Ln 
Z The ij 
PENNS¥LVANIA REFINED shape. The Pennsylvania Railroad in “Sealite’ 
MARKET IS UNSETTLED this section is handling its petroleum be over- 
' business in a greatly improved fashion. have alr 
Ow City. Pa., Feb. 5.—The refined GT. og 
: Bia +s . ss market in Pennsylvania is in the most : el 
a frame, giving greatest strength with minimum chaotie condition which refiners in this OFFICERS ELECTED an 
Most complete lubricating system of any engine ever built. section have experienced in years. The ee iaues 
Every moving part oiled by force feed system. increasing price of crude, the lack of a =| SHREVEPORT, Ia., Feb. 5.—At a spe al indus 
Guided piston with novel scraping device to keep crank case reponse to this movement in tank wagon cial meeting of the board of directors . “. 
oil clean and prevent piston slap. prices, and the difficulty of obtaining of the Shreveport Producing & Refining din 0% 
Oil em pistons—no water can reach crank case oil. crude of the Pennsylvania grade have Corporation, officers were elected to serve ir “+ 
All bearings unusually large. Low bearing pressures. kcpt all the refiners and marketers on the during the coming year as follows: Pree bi l 
One outboard bearing carried in main frame. jump. Prices are largely a matter of ident, C. D. Keen; first vice president, sracture 
One lever controls entire engine—start, run and stop. guesswork, and there is no settled mar- J. B. Atkins: second vice president, H. west spec 
Inlet and exhaust valves alike and interchangeable. ket end probably will not be until the R. Noble; third vice president, K. EB in the pa 
Any valve can be removed without disturbing other valves or crude prices finally land on a firm Merren; fourth vice president, Guy a tl 
interfering with adjustment. ‘ basis, Oakes; secretary, Bradford Hearn, an jan t 
_ Starting mechanism interlocked with fuel pump so that starting The big demand for neutral oils is treasurer, F. L, Dyer. Members of the . Dipe lis 
air and fuel cannot enter power cylinders together. again the big feature of the refined mar- executive committee were elected as fol Fm 
Gear train for operating cam shaft. ket. The demand for this product is lows: C. D. Keen, J. B. Atkins, W.¢ One r 
No high pressure joints have gaskets. tremendous and most of the refiners of Wolff, J. B. Files, K. E. Merren, F. l dutty of 
this district are booked up for a long Dyer and H. R. Noble. oil, Oil 1 
time in advance. Kerosene is not any ———————“—- -_——— but its , 
stronger and does not have any increased BUYS PIPE LINE until it } 
cemand. Cylinder stocks are in fair 
WORTHINGTON PUMP AND MACHINERY CORPORATION der:and, but there is nothing exceptioa- Ext Dorapo, Ark., Feb. .— me 
. al sbout the movement of this product. e, Jr., of Dallas, Texas, has P 
Sepeeeine Seitcens SHE eatin How Pees Gasoline is in fair demand, bat the _ all the field ” equipment of the age 
Branch Offices in 24 Large Cities sale of this product has been hampered LEast Field Oil & Pipe Line Co. prove ee 
to a considerable extent by the amount is prepared to handle all oil from the the petrol 
of snow in the New England and New’ East El Dorado Field at present stocks re 
York territory. However, there is ex- prices. The 4-inch line now in us. risks, 
pected to be a very distinct increase in tween El Dorado and the Bast Field The dar 
7 the caroline trade very soon. Fuel oil is will be replaced with 6-inch line and an storage ig 
holcing up fairly well. 8-inch line to the Smackover Field has Perhaps, 
The railroad situation is none too good been built, with pumping stations ® of its hig! 
in the east. EXmbargoes for petroleum gathering lines complete. . Lege 8 While § 
products are still in effect on the D. L. building a tank farm 5 miles norte of oil in st 
& W., the Lehigh Valley, the Central of El Dorado, consisting of 100 55) the Journ 
Railroad of New Jersey, and the New bbl. tanks, and is preparing to through oj 
Haven. The New York Central lines several hundred acres of property $11,000, 00¢ 
east of Buffalo are also said to be in bad by the company in the Hast is that m 
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ANDARD SELLS 
« “SEALITE” RIGHTS 


By N. O. FANNING 


New York, Feb. 38.—The announce- 
t that the Standard Oil Co. of New 
Jersey had disposed of its rights to “‘Seal- 
ite,” a product designed to prevent losses 
of oil in storage due to evaporation or 
fre, to the Corn Products Refining Co., 
has come as & surprise to the petroleum 
. The Standard Oil Co. recently 
need to the petroleum industry. 
h “The Lamp,” its official organ, 
that it intended placing “Sealite” on the 
market within a short time. It did not 
state, however, any of the particulars 
gs to how the product would be manu- 
factured and distributed. The present 
gnnouncement clears up this question. 


The arrangements between the Stand- 
ard Oil Co. of New Jersey and the Corn 
Products Refining Co. provide that the 
latter shall be the sole manufacturer and 
distributor of “Sealite.” This company 
ig the largest manufacturer of glucose, 
corn starch, glycerine, calcium chloride 
and glue, all of which products, it is 
said, enter into “Sealite.” The product 
“Sealite” is soluble in water in all pro- 
portions, but insoluble in any petroleum 
in any proportion. It does not appear 
to be permanently affected by any change 
in atmospheric temperature. It flows 
freely down to 25 degrees Fahrenheit, 
telow which it gradually becomes more 
solid, but can again be elevated in tem- 
perature without any apparent change in 
properties. It has been held, under serv- 
iceable conditions, at as high as 180 de- 
grees Fahrenheit, with no change ip 
properties. It does not impart any color 
or odor to crude or refined petroleum and 
is not subject to fermentation or decay. 

A coating one inch thick is sufficient 
covering for oil to be protected, “Sealite” 
flowing freely to all parts of the storage 
tank, adhering to the walls of tanks and 
forming a “seal” to cover the oil, from 
which its name is derived. The tank 
may be emptied in the ordinary manner 
as long as the coating of “Sealite” is kept 
free of the suction level at the bottom. 
If it is desired to clean the tank, “Seal- 
ite” may be dissolved with water and 
run out, 

May Lower Oil Risks 


The importance of a product such as 
“Sealite” is described to be can scarcely 
be over-stated. The product is said to 
have already been tried out and proved 
successful by the Standard Oil Co. of 
New Jersey, whose engineers perfected 
the substance. As a preventative of 
losses of oil in storage through fire or 
evaporation, it will prove a boon to the 
oil industry. 

By lowering the risk (or practically 
tliminating risk, if universally applied), 
of such losses, “Sealite” should place the 
structure of the oil industry on a much 
less speculative basis. Too many times 
in the past have fires caused by lightning 
ruined thousands of barrels of oil in 
Storage tanks in new fields, where lack 
of pipe line or other transportation facili- 
ties has necessitated the storing of the 
oil after it was taken from wells. 

One of the big problems of the oil in- 
dustry is the question of stored crude 
oil. Oil left in the sand is safe, perhaps, 
but its quantity cannot be ascertained, 
util it is brought to the surface. On 
the other hand, oil brought to the sur- 
face and placed in storage has always 

subject to excessive risks of loss 
by fire and evaporation. “Sealite” will 
Prove a help if it makes it possible for 
the petroleum industry to have sufficient 
ag above ground without fear of such 





The danger of losses of refined oils in 
1s equally ag great, or greater, 
— than that to erude oil, because 

its highly inflammable nature. 
ile figures showing the total losses 
im storage by fire are not available, 
Journal of Commerce placed losses 
oil fires in 1922 at in excess of 


000, and the significant feature 


i that much of the loss, if not the 


greater part of it, was due to the burn- 
ing of crude and refined oil in storage 
tanks due to lightning and other causes. 
Oil fire losses in one single month of 1922 
exceeded $3,000,000. 


The following figures represent totals 


for each month of 1922 of oil fire items- 


in Journal vf Commerce monthly list 
of fires doing damage of $10,000 or more: 


PGR. i. 040scacedsnsesanceswven $ 335,000 
NODS cccwccdesccctoccvases 3,340,000 
SE. Sh itvee Cedbiawkon bu eeoawe 860.000 
GE pce cca tresscseaccc sexe 180,000 
SNE wa cecctccaesvsesegssi dees 62,000 
GOD So cccebcccnceoscveioeerctiace 3,360,000 
Ne bn anedosedenghasnc ens oe one’ 220,000 
BEE eR6 db onde ceCepesnews kdéesons’ 1,305,000 
SD S65 dave vkedes causes baeeebsae 955.000 
MEE ‘abwae 6 edonswcenessondodce.e 640,000 
Dy. ininioestaldasn do otinwans 100,000 
Pe, eer re a 165,000 

WE sebawn ous ddadeGcteebuadas $11,792,000 


The significance of these figures of 
course lies in the large percentage of 
losses by fire of crude and refined oil 
in storage tanks in fields and at refining 
and distributing plants. 


Losses Through Evaporation 


Losses of oil, and especially gasoline, 
have long been a source of worry to 
the industry, which has for many years 
been endeavoring to find means to prevent 
such losses. Gasoline of 58 degrees 
Baume, according to figures compiled by 
the Bureau of Mines, evaporates at a 
rate of from one-half of 1 per cent month- 
ly even when held in modern steel tanks. 
Losses in storage of Mid-Continent, 
Texas, California and Pennsylvania 
crude oil average about 3 per cent by 
volume in the first year and 2 per cent 
in the second year. Losses on especially 
high gravty crudes is even greater. 

Oil men have figured out that evap- 
oration causes a loss of $6.930 in the 
first year in value of 565,000 bbls. of 
crude oil in a storage tank. On an 80,- 
000-bbl. tank the loss is $10,088, The 
loss on finished gasoline is greater, be- 
cause of its higher value, it being esti- 
mated that a 55,000-bbl. tank of finished 
gasoline will lose $20.790 in value through 
evaporaton and an 80,000-bbl. tank about 

The necessity of perfecting a way of 
preventing or eliminating losses through 
evaporation and fire has steadily in- 
creased as the importance of the petro- 
leum industry has increased, necessitating 
a larger turnover and an increased mar- 
gin of stocks. The latter have been rap- 
idly increasing during the last two 
years, until at the end of 1922 there 
were more than 300,000,000 bbls. of crude 
and 80,000,000 bbls. of refined products 
in storage in the United States. The 
refined oil included more than 18,000.000 
bbls. of gasoline, worth more than $98,- 
000,000. There were also in storage 
more than 6,000,000 bbls. of kerosene, 
5,000.0 bbls. of lubricants and 30,000,- 
000 bbls. of gas and fuel oil. In the 
aggregate this is the largest supply of 
crude and refined oil in storage in the 
United States in the history of the pe- 
troleum industry. 





EMPIRE RENEWS LEASE FOR 
BARTLESVILLE HEADQUARTERS 





BARTLESVILLE, Okla., Feb. 6.—The 
ysoZivy «=: 8} «JO ou0 ‘satuudulog aidwg 
oil producing and gas distributing com- 
panies in the Mid-Continent Field, on 
Monday chose’ Bartlesville for their 
“home” for another five years, when a 
lease was signed for another five years 
on the large Masonic-Empire office build- 
ing here. The present lease expired on 
February 1, 1923. 

The office building consists of nine 
floors, The Empire Co. occupies all the 
floors with the exception of the first, 
second and ninth, which are occupied by 
the Bartlesville Gas & Electric Co., the 
Indian Territory Jlluminating Co, and 
the Masonic Lodge, respectively. 

There are approximately 800 employes 
in the Empire Co. offices in Bartlesville. 
These are the central offices of the Em- 
pire, which has about 4,100 employes in 
offices and in the fields in Kansas, Ok- 
lahoma and Texas. 











A 15 Minute Job for 7 Men 
A 3 Minute Job for 2 Cyclones! 


T’S a three minute job for one man 

to bring these two Cyclone Hoists 

into position, hook onto this 3200 Ib. 
industrial truck, pick it up and invert it. 
It formerly required 7 men, 15 minutes 
to perform the same job by hand. 


Where it took three men one hour to 
put in the elevating jacks, the same as- 
sembling job is handled by one man and 
a Cyclone Hoist in 20 minutes. 


Itis easy for you to estimate the tre- 
mendous saving in time and cost which 
these two Cyclone Hoists have accom- 
plished in the two years and a half since 
installed. An almost unbelievable fig- 
ure—but true! Cyclones show surpris- 
ing savings where ever they replace 
“strong arm’’ material handling 
methods. 


We have capable distributors in all localities to aid you 
in laying out material-handling and hoisting systems 
and submit estimates. Catalog mailed on request. 


he Chisholm-Moore Mfg. G. 


eland, O 
Hoists Cranes Trolleys 
Branches: New York, Chicago, Pittsburgh 
EE 
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Danger-Proof 
. dli 
Distilling 
Guard against excess pressure in your con- 
denser boxes and coils. It is dangerous. 


Instant relief of excess pressure prevents dis- 
tilled vapor from blowing through and over- 
heating condenser boxes or coils—and avoids 
consequent loss of the refined product. 


Fisher Safety Valve 


(Type 1515-S) 


offers this relief—instantly—consistently—for 
long periods of time with minimum attention 
and repair. 

Large area of ports and bronze construction of 
inner valve and stem makes the Fisher Safety 
Valve responsive to the slightest increase in 
pressure. 

Both inner valve and stem are made of bronze. 
This eliminates the danger of valve corroding 
and adhering to the seat, due to atmospheric 
action when not in operation, and insures prop- 
er release when needed. 


Fisher Vacuum Valve 


(Type 1515-V) 
renders the same watchful service to the vac- 
uum process of distillation—guarding the shell 
of the still against too great vacuum. 


The parts of both of these valves are inter- 
changeable. Hence, if you have either type on 
hand and need the other type, valve can be 
converted in a very few minutes. 

Write for Bulletin No. 1501 


for complete information about 
Fisher Oil Field Specialties. 


The Fisher Governor Company 


343 Fisher Avenue Marshalltown, Iowa 
Agencies in All Principal Cities 

















PROPOSED RULES SATISFY RAILROApDs 





Institute Frames Regulations for the Storage, Handling and Shipping 
of Gasoline and Other Highly Inflammable Liquids and the 
Committee of the A. R. A. Agrees to Them. Now 
Ready for Adoption. 


New York, Feb. 3.—The American 
Petroleum Institute’s Special Committee 
on Operating Rules at a recent meeting 
drafted a set of rules for the transporta- 
tion of explosives and other dangerous 
articles which in its judgment would serve 
the purpose desired by the committee. 
American Railway Association, W. R. 
Boyd, Jr., R. W. Ostrander (represented 
by George H. Tower), J. A. Watterson, 
B. J. Burchett, H. W. Roe, C. E. Wood- 
bridge (represented by F. B. Gatchell), 
Henry Hauseman (accompanied by E. O. 
Overman, construction engineer of the 
Pure Oil Co.), R. E. Gerkins and W. 
M. Welch, the president of the Associa- 
tion of Natural Gasoline Manufacturers, 
representing the comm/‘ttee held a joint 
conference with the American Railway 
Association committee and Bureau of Ex- 
plosives representatives and after a har- 
monious discussion agreed that the at- 
tached materal should be issued as a new 
A. R. A. circular to apply only to facili- 
ties established prior to January 5, 1920. 

It was also agreed that the correspond- 
ing operating paragraphs of A. R. A. 
Circular 2084 could properly be amended 
to conform with the language of the 
operating rules in the proposed new cir- 
cular for old locations. 

The committee recommends that its 
action and work be approved by the in- 
stitute and the industry. 

Proposed A, R. A. Circular 


Rules to be observed in the operation 
of loading, unloading and storage facili- 
ties established prior to January 5, 1920, 
for the handling of casinghead gasoline, 
naphtha or any other inflammable liquid 
with a flash point below 30 degrees 
Fahrenheit. 

The operation of loading, unloading 
and storage facilities for inflammable 
liquids is of importance and uniformity 
in the observance of proper safeguards 
for the protection of life and property 
is desirable. 

The following rules apply only to 
facilities established prior to January 
5, 1920. The rules governing location 
and operation of facilities established 
since January 5, 1920, are contained in 
A. R. A. Circular 2084. 

Loading 

1. In loading casinghead gasoline, the 
tank car and the storage tank shall be 
so connected as effectually to permit the 
free flow of the gasoline vapors from the 
tank car to the storage tank and to posi- 
tively prevent the escape of those vapors 
to the air, or the vapors must be carried 
by a vent line to a point not less than 
100 feet distant from the nearest track 
over which passenger trains are moved. 


Unloading 

1. Where old installations for unload- 
ing casinghead gasoline are located with- 
in 75 feet of a track over which pas- 
senger trains are moved a retaining wall, 
dike or earthen embankment shall be 
placed between the installation and the 
track, so constructed as effectually to 
prevent liquids from flowing on to the 
track in case of accident. 

Storage 

The following storage regulations ap- 
ply only to above ground tanks for 
which railroad service is required. All 
storage tanks will be considered above 
ground unless they are buried so that 
the top of the tank is covered with at 
least three feet of earth. 

1. All tanks should be set upon a firm 
foundaton. 

2. Each tank over 1,000 gallons in 
capacity shall have all manholes, hand- 
holes, vent openings, and other openings 
which may emit inflammable vapor pro- 
vided with 20 by 20 mesh brass wire 


screen or its equivalent, sv attached 4 
to completely cover the openings and . 
protected against clogging; these Sereens 
may be made removable but should jp 
kept, normally, firmly attached, Man. 
hole covers when equipped with Suitable 
gaskets may be kept normally locked 
down and need not be provided with 
screens. Such a tank must be Properlr 
vented or equipped with a suitable safe. 
ty valve set to operate at not more thap 
five pounds per square inch for both jp. 
terior pressure and vacuum ; manhole ¢oy. 
ers kept closed by their own weight only 


w-ll be considered satisfactory. 

3. Tanks used with a pressure dis 
charge system must have a safety yalyp 
set at not more than one-half of the 


pressure to which the tank was originally 
tested. ; 

4. Any tank located within 200 feet of 
a track over which passenger traing are 
moved and not on ground sloping away 
from railroad property must, when prac- 
ticable, be protected by dikes of earth, 
or concrete, or other suitable material, 
so that any liquid escaping from the 
tank will be held or diverted away from 
ra:lroad property. 

General 


1. In measuring distance from any 
railroad track the nearest rail shall be 
considered as the starting point. 

2. During the time that the tank car 
is connected by loading or unloading 
connections, there must be signs placed 
on the track or car so as to give neces- 
sary warning. The party loading or w- 
loading the tank car is responsible for 
furnishing, maintaining, and placing 
these signs, and the same party alone 
has authority to remove them. Tank 
cars thus protected must not be coupled 
to or moved. Other cars must not be 
placed on the same track so as to ip 
tercept the view of these signs, without 
first notifying the party who placed the 
signs. Before these signs are removed, 
even temporarily, the party authorized to 
move them must securely close the out- 
let valve of the tank car. The outlet 
valve must not be opened until the car 
is properly protected by signs. Such 
signs must be at least 12 by 15 inches 
in size-and bear the words “STOP-— 
Tank Car Connected!” or “STOP—Men 
at Work,” the word “STOP” being in 
letters at least 4 inches high and the 
other words in letters at least 2 inches 
high. The letters must be white on 
blue background. 

These requirements are in conform 
ity with Rule 26 of the A. R. A. tran 
rules for single track, quoted below: 

“A blue signal, displayed at one of 
both ends of an engine, car or train, it 
dicates that workmen are under or about 
it; when thus protected it must not be 
coupled to or moved. Workmen will 
display the blue signals and the same 
workmen are alone authorized to remove 
them. Other cars must not be placed 0 
the same track so as to intercept the 
view of the blue signals, without first 
notifying the workmen.” : 

3. Existing above ground pipe lines 
on railroad property for the leading # 
unloading of tank cars should, if ® 
quired by the railroad in the interest 
of safety, be laid under ground. If pre 
ticable these pipe lines should be - 
a depth of at least three feet, and 
points where such pipe lines pass ri 
tracks they should be laid at least 
feet below the bottom of the tes. 

4. All connections between tank 
and pipe lines must be in good we 
and must not permit any leakage. 

ined and 
must be frequently exami is 
placed when they have become worm 
order to insure at all times 
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‘ht connections. Tank cars must not and 170 degrees Fahrenheit as nearly 
iDS oe connected to pipe lines except as possible, with little adjustment of the 
phe joading or unloading is going on flow rate except in the case of the speed 
god while a competent man is present’ series. Fuel, air, cooling water and ex- 


ipping and in charge. 


5, Except when closed electric lights 
= re available the loading or unloading 
r tank cars on railroad property shall 
sot be permitted except during daylight 
ificial light is not required. The 
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eee of flame lanterns, nearby switch 
ched as jights or other exposed flame lights or 
and be fres during the process of loading or un- 
Screens ading is prohibited. 
Ould be _——{—_— —= 

Map- 
lt 9 HIGH COMPRESSION 
0C 

d wit SUBJECT OF TESTS 
roperls 
le safe. (Continued from Page 95) 
we ie inlet-pipe. The vaporizer was heated in 
both in- such a way as to permit control of the 
podeet mixture temperature at the entrance to 
sht only the manifold independently of the engine. 

After being heated to the point beyond 
ure dis- which previous tests h:d shown no gain 
‘y valve in economy was secured, the m‘xture 
of the was cooled in the vertical extension of 
riginally the manifold. ‘The benefit of this low- 

ered temperature was partly lost by the 
) feet of reheating in the main  inlet-manifold, 
ains are which was surrounded and heated by the 
ig away jacket water of the cylinder block. 
on prac- A Sprague electric dynamometer was 
f earth, used to measure the brake and the fric- 
naterial, tio horsepower in the usual manner. 
‘om the The fuel consumed per test was weighed 
ay from on a beam balance sensitive to 0.01 oz. . 


The air was measured in an Emco No. 
4 meter. The inlet-manifold vacuum 


was determined by a mercury-column 
= gage connected to the manifold between 
mall b cylinders Nos. 1 and 2. Exhaust tem- 

peratures were measured by thermocou- 
unk oo ples at the No. 4 exhaust-port and at 
nloading the end of the manifold. Thermometers 
» placed were inserted at the inlet and the out- 
_—_ let of the water-jacket, at the outlet of 
Aw te the fuel vaporizer, at the top of the 
} 0! 


laci manifold water-jacket and at the No. 4 
artis inlet-port. The humidity of the atmos- 


'y alone phere was measured by a wet-and-dry- 
‘Tank bulb hygrometer. The cooling water for 
coupled each test was caught in a tank and 
; Bot be weighed on «a platform scale. Compres- 
. to > sion pressures were determined with a 
without compressometer consisting of a pressure 
aced the gage in combination with a chamber and 
removed, cheek-valve that screwed into the spark 
pgs plug shell. 
> an . ‘Test Procedure 
the car Investigations were made to establish 
Such the effects of the following four factors 
5 inches in engine characteristics : 
STOP-— (1) Load. 
)P—Men (2) Mixture-ratio. 
being in (3) Speed. 
and the (4) Gain in power and economy 
2 inches due to the increase in the compres- 
ite on a son-ratio. 
The first two factors were studied at 
conform: & constant engine speed of 100 r.p.m. 
A. train Tests were run under a constant load 
slow : at approximately 25, 50 and 75 per cent 
one 0 of the maximum power, with various 
rain, 1 mixture-ratios ranging from the leanest 
or about at which the engine would fire regularly 
t not be ‘o that which showed sluggish combus- 
nen will ‘on, The throttle opening was changed 
he same 4% Tequired to maintain a constant load 
) remove and speed. Similar tests were run at 
ylaced 08 full throttle and a constant speed with 
cept the ‘change in the load as the mixture-ratio 


out first changed. 
_ Two series of runs were made with a 


ipe lines fixed carbureter adjustment and at 
ad.ng Seeds varying from 500 to 1300 r.p.m. 
i, if In one run, a constant dynamometer- 
interest load of 15 Ibs. was mantained; in the 
If prac other, the throttle was fully opened. 

be laid In all of these tests the spark was 
, and adjusted for the maximum power, and 
sg under the mixture temperature at the hot-spot 


least 4 — held at the point that gave a uni- 
j “mm distribution without excessive loss 


ies. 
ank cars im Volumetric efficiency. Between the 
condition spot and the valves, the maximum 
e, ‘They , of the mixture that was con- 
and Sstent with good operation of the en- 
worn i fide was sought. The temperature of the 


outlet-water was held between 150 





haust temperatures were taken at the 
points previously described; and load, 
revolutions per test and time per test 
were recorded. 

The comparative power and brake 
thermal-efficiency of the 6.75 over the 
4.45-compression-ratio are based upon the 
full-throttle mixture-run at 1,000 r.p.m.. 
and data derived from somewhat simi- 
lar tests on the same engine by O. C. 
Berry and C. S. Kegerreis, of the Pur- 
due Engineering Experiment Station, in 
connection with carburetion research. 
The power curve is taken from Fig. 28 
of a bulletin on the Carburetion of Gaso- 
Ine. The thermal-efficiency curve is 
changed slightly to correspond with the 
fuel value assumed in the current tests. 


Conclusions 


From the tests, which are represented 
as covering only a narrow range in the 
field of gasoline-engine operation, the 
following conclusions are drawn: 


(1) Under laboratory conditions, 
a compression pressure of 120 Ibs. 
per sq. in. gage is perfectly feasible 
when the engine is des'gned with a 
full regard for the elimination of the 
factors that induce detonation. 

(2) Under service conditions, the 
same attention to these factors will 
permit the use of much higher pres- 
sures than those common at present. 

(3) An increase in the compres- 
sion-ratio results in a marked im- 
provement in the thermal efficiency 
and the general performance of the 
engine at all loads and in the maxi- 
mum power at all speeds. 

(4) The sources of detonation 
are the spark plug, the exhaust- 
valve, the piston-head and any oth- 
er portions of the combustion-cham- 
ber walls that become overheated. 

(5) The maximum economy is 
obtained with the leanest fuel-air 
mixture giving reliable combustion. 
Such a mixture varies from 0.060 
Ib. of fuel per Ib. of dry air at 25- 
per cent load; or, from 16.6 to 17.5 
Ibs. of dry air per lb. of fuel. Hence, 
for this range of load, the leanest 
possible mixture is desirable, pro- 
vided good vaporization is secured. 
At a full throttle-opening, the maxi- 
mum power is usually sought at the 
expense of economy. An 0.075 mix- 
ture, or 13.3 lbs. of air per Ib. of 
fuel, is rich enough to insure the 
greatest output. 

(6) The water-jacket heat-loss 
reaches its maximum value at ap 
proximately the mixture giving the 
highest power with a fixed throttle- 
opening, or a 0.075 ratio. 

(7) The exhaust temperature is 
highest with a 0.065 ratio. 

(8) The power of an engine can 
be increased 25 per cent by a change 
in the compression ratio from 4.45 to 
6.75, provided detonation is absent. 

(9) With the same change in the 
compression-ratio, the thermal effi- 
ciency s raised 7 to 12 per cent 
through a load range of 25 to 100 
per cent of the engine power. 

(10) At full load, a mixture 
temperature of 125 degrees Fahren- 
heit at the hot-spot is high enough to 
give good distribution in a four-cyl- 
inder engine with a properly de- 
signed hot-spot. If the mixture is 
cooled below this temperature be- 
tween the hot-spot and the valves, 
the performance of the engine is im- 
proved. A low limit of 100 degrees 
Fahrenheit at the valves can be al- 
lowed safely. 

(11) At partial throttle-opening, 
a hot-spot temperature of 175 de- 
grees Fahrenheit is not excessive and 
assists in the use of very lean mix- 
tures for high economy. 

This investigation is being continued, 
and it is expected that the final results 
will be published in a bulletin of the 
Engineering Experiment Station of Pur- 
due University. 
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No. 10 HAND LANTERN 
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That’s what the rugged Delta No. 10 Lantern 
says to you! 

It throws a powerful, concentrated and con- 
tinuous amount of light hundreds of feet 
ahead. 

Perfectly safe about explosives or inflam- 
mables. 


Built to withstand hard knocks. 

Operates on two ordinary dry cell batteries, 
lasting for months. 

See with a Delta No. 10 Hand Lantern. It 
insures safety, service and economy! 


At your supply house, or sent direct for $2.75, 
less batteries. Write for dealer discounts 
on Delta Flashlights, Lanterns and Batteries. 


DELTA ELECTRIC COMPANY 
110 Delta Block, 





Standard Makers of Electric Lanterns, Bicycle Lamps, Radio Head Sets, Fiash- 
lignts, and Fiasnlight Batteries 


NEW YORK SAN FRANCISCO WINNIPEG 
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No. 2 
Bolted Head, 9” Opening 





The BENETCO Line 
Is Complete 


It is folly to buy a 
better barrel than 
your shipping needs 
prescribe. BENET- 
CO Barrels are 
made in several 
styles in order that 
the needs of every 
shipper may be met 
fully, yet economic- 
ally. Every BEN- 
ETCO container 
represents an excep- 
tional value, at its 
price. 


No. 3—Ordinary ship- 
ping and_ storage of 
liquids, 5 to 110 gal. 
standard openings. 


No. 5—I. C. C. shipping, 
10 to 110 gal. Filling 
opening 1%-inch or 2- 
inch; vent %-inch. 


No. 6—Extra heavy and 
sturdy shipping barrel. 
Reinforced chimes. Sep- 
arate hoops—55 and 110 


gal. 


No. 2—For shipping and 
storage of greases and 
semi-solids. Opening 9 
inches or 15% inches, 2 
styles; Friction - cover, 
sealed with special seal- 
er, and Bolted Head, at- 
tached with bolts. Can 
be furnished with thread- 
ed opening for barrel 
pump. 


Write or Wire for 
further information 
and quotations. 





WILSON & BENNETT MFG. CO. 
6544 S. Menard Ave., Chicago, IIL. 
Sales Representatives in All Principal Cities 





No, 





No. 2 
Bolted Head, 15” Opening 
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TELLING WORLD THE ADVANTAGES 
OF HEALDTON OIL AS A FUEL 


By WILLIAM KROHN 


ARDMORE, Okla., Feb. 3.—(Special.)— 
The Lions Club of Ardmore is doing 
work of great benefit to the oil industry 
by its activities in acquainting the gen- 
eral public with the value of fuel oil. 
Through an industrial fuel oil committee 
consisting of G. W. Strawn, chairman, 
D. A. Corcoran, and O. C. Lasher, the 
organization has launched a campaign 
of publicity which is extending nation- 
wide. Its latest step in this respect ha: 
been the mailing of circular letters to 
all parts of the country containing ex- 
plicit facts regarding fuel oil and setting 
forth 32 distinctive reasons why fuel oil 
should be used. The circular invites in- 
quiries from all who desire additional in- 
formation. 


The benefits of using fuel oil, as set 
forth in the letter, are as follows: No 
ashes or dirty coal to handle; oil burner 
needs practically no attention, no manip- 
ulation of dampers, dumping of fires, etc. ; 
temperature of a house may be made 
perfectly uniform no matter what the 
outside temperature may be; tempera- 
ture can be automatically controlled by 
a thermostat and can be held constantly 
at the desired point when the family is 
away from home; no danger of frozen 
pipes; no furnace man needed; fires do 
not have to be “banked” for the night, 
and house may be quickly heated in the 
morning; more space is available in 
the basement and the additional room 
ean be used for purposes other than stor- 
ing of coal; there are seldom strikes in 
the oil industry; no need to clean house 
every time fuel is delivered, as with coal; 
severe cold weather does not affect the 
house, when fuel oil is used for heating; 
oil fire is not dependent upon draft, 
hence it is unaffected by direction of the 
wind or atmospheric conditions; no dan- 
ger of asphyxiation from gases as often 
produced by coal stoves and furnaces; 
fuel oil furnishes 100 per cent combus- 
tion, whereas purchase of coal at the 
same figure entails loss of 15 per cent 
ash and 10 per cent moisture; fuel oil 
relieves women of the heavy drudgery of 
firing a furnace, and saves expense of 
hire of a furnace man; fuel oil is not 
subject to spontaneous combustion as is 
coal; oil burners.-respond almost in- 
stantly to controls, and can be varied 
from a gentle mild heat to an intense heat 
in a few seconds; no need for shutting 
down furnace during cold weather to 
clean clinkers ; fuel oil does not deterior- 
ate in tanks, whereas coal loses much of 
its heating value while exposed to the 
air and absorbs moisture in damp base- 
ments; oil fire is as clean as a hard 
coal fire as regards smoke and much 
cleaner than soft coal fire—boiler flues 
do not need cleaning as frequently when 
oil is used and there is less loss of heat 
due to accumulated soot on the tubes; 
one slight turn of a small valve produces 
greater and quicker results than 10 shov- 
els full of coal; no fuel oil falls through 
the grate bars and into the ash pit; oil 
fuel permits continued occupancy of a 
large house during winter months which 
would otherwise be closed because of a 
shortage of domestic help; use of fuel oil 
decreases fire danger, due to less chance 
of chimneys catching fire on account of 
accumulations of soot and no danger at 
all from spontaneous combustion; since 
there is far less sulphur in oil than in 
coal, interior parts of the furnace do not 
depreciate so rapidly, causing a distinct 
saving in maintenance; an oil fire is as 
easily lighted as a kerosene lamp—no 
need of chopping wood or “building a 
fire’; peace of mind is of some value 
in that the use of fuel oil permits the 
family to go out without worrying lest 
the fire will go out; fuel oil can be de- 
livered without driving wagons over the 
lawn and tearing up the sod and with- 
out damaging windows and walls; even 


in regions where coal is cheap ang oil 
is costly a saving is usually effecteq with 
oil when the cost of attendance, da 

to property, and extra labor in cleanj 
are considered ; oil can be stored outsid. 
of the building in underground tanks, 
leaving the basement clear of everything 
except the heater, 


The last reason advanced in the letter 
states that “in the case of apartment 
buildings we are not so dependent upon 
the whims of janitors or janitors’ unions 
when oil fuel is used and there ig Jog 


complaint from the tenants.” 





I. C. C. DELAYS DECISION IN 
PROPORTIONAL RATE CAsp 





The Interstate Commerce Commission 
has further suspended until March 9, 


the tariffs seeking cancellation of pro. 
portional rates from Mid-Continent 
points to C. F. A. and other territories 
east of the Mississippi and north of the 
Ohio Rivers. It was expected that the 
decision of the commission in this jn. 


portant matter in which the refiners of 
the Mid-Continent and the Wood River 
districts are especially interested would 
be announced by February 9, the date 
on which the first suspension terminated, 

The additional 30 days means that the 
commission must decide by March 9 or 
the cancellation of the rates automatic 
ally becomes effective at that time. No 
further suspensions are-allowed accord- 
ing to regulations governing such con- 
ditions. The proportional rates were 
granted by the commission in July of 
last year. Later the carriers gave notice 
of cancellation and it was then that the 
commission suspended the cancellation, 
The rates were granted largely through 
the efforts of the Mid-Continent refiners 


who are opposing their cancellation. 
Other refining groups, notably the 8 
Louis district generally, has favored their 


cancellation. 





RATE HEARING GRANTED 





The State Railroad Commission of 
Texas has granted a hearing for Feb 
ruary 13, in the matter of lower intra- 
state rates for petroleum products. The 
lower rates have been advocated by the 
refiners and producers of the State for 
some time, although no formal hearing 
had previously been held in the mat 
ter. 

It is contended by the oil interests 
that the rates within the State are excet 
sive and out of line with rates existing 
in other States. It is understood that 
they will contend for rates similar # 
those now existing in Oklahoma and Ark 
ansas on interstate shipments. 





REFINING DEAL ANNOUNCED 





During the past week it was a 
nounced that H. H. Champlin, president 
of the Champlin Refining Co. of 1 
Okla., had purchased a controlling iter 
est in the Fairmont Refining Co., located 
at Fairmont, Okla. The consideration 
was $250,000. The Fairmont plant bas 
a skimming capacity of 2,500 bbls. and 
was running 1,500 bbls. through its stills 
in January. It was announced by Mr, 
Champlin that his purchase will not Te 
sult in'any changes in the managcmet 
of the plant. 


GERMANS WANT MIR ANDO 01 













Houston, Tex., Feb. 5.—0. W. = 
liam, president and general manager 
the Texpata Pipe Line (o., which has 
16 miles of gathering lines in the le 
redo districts, extending to 2 loading rack 


on the Mex-Tex Railroad, announces 
the company is negotiating with Germ™@ 
interests for Mirando crude to be © 
ported and refined at Frankfort 
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N0-CO-RO 





| What is NO-CO-RO? It is 
‘our trade name registered in 
| the U. S. Patent Office, mean- 
| ing NON- CORROSIVE. It is 
a special Alloy, Non-Corro- 

sive Steel Ball and Seat, 
f manufactured ONLY by 
NORRIS BROS., Inc. It is 
| the most perfect Ball and 
| Seat on the market today. 
| This i is not guess work. Re- 
| sults obtained PROVE OUR 
I 








! CLAIM. Time and again we 
|| have placed them in wells 
| where Tool Steel Balls and 
| Seats lasted but two or three 
| WEEKS and have obtained 
| from SIX to EIGHTEEN 


| MONTHS’ service. 


Each and every one of our 
| Balls and Seats are perfect in 
| aaterial and workmanship. 
You won't have to look over 
adozen to find a good one. 
They are ALL PERFECT. 
It is even unnecessary to in- 
spect a NO-CO-RO Ball and 
Seat before putting same in 
the well. They are thorough- 
y INS PECTED THREE 
TIMES during the process of 
manufacturing and grinding 
in, by the latest and most ap- 
proved tools and appliances 
and each and every Seat is 
guaranteed ABSOLUTELY 
PERFECT and to give 
MANY TIMES the service of 
any other make of Ball and 
Seat. 





You to be the judge of 
services obtained. We have 
never fallen down on our 
guarantee and we never will. 





Manufactured Only by 


NORRIS BROS., Inc. 
Robinson, Illinois. U. $. A. 


—— 




















UNION GAS AND FUEL TAKES 
OVER HALE PROPERTIES 


INDEPENDENCE, Kans., Feb. 2.—The 
Union Gas & Fuel Corporation, of this 
city, has taken a lease on all the gas 
and oil properties, including the gas lines 
and franchises of the Industrial Gas Co. 
and the Hale Gas Co. These two com- 
panies are in the hands of a receiver, 
B. F. CcClain, of Wichita. The re- 
ceiver yesterday was instructed by Judge 
Pollock, of the Federal Court, to lease 
the properties until they were put up 
and sold to the highest bidder for the 
benefit of the creditors. 

This gives the local company control 
of the gas lines from the old Elk City 
Field to Neodesha, Altoona, Buffalo, 
Yates Center and on up to Burlington. 
Neither of the companies have fran- 
chises for Neodesha or Altoona, but sup- 
ply the gas at the city gates for local 
consumption at both places. 

The Union Oil & Gas Corporation is 
owned by George T. Guernsey, M. L. 
Truby and Paul Johnson, all prominently 
identified with the Southwestern Gas 
Co. and the Southwestern Utilities Cor- 
poration, and the biggest gas promoters 
of this section of the Mid-Continent oil 
fields. 








EMPIRE GASOLINE PLANTS 
IN KANSAS TO OPEN SOON 





BARTLESVILLE, Okla., Feb. 2.—The 
increasing demand for gasoline is the 
principal reason for the contsruction of 
two gasoline plants in Greenwood and 
Butler Counties, Kansas, by the Empire 
Companies. These plants are expected 
to be in operation by the middle of Feb- 
ruary. Five gasoline plants are now 
producing 1,260,000 gallons of gasoline 
per month. 

The seven plants now owned by the 
Empire Companies, including the two 
under construction, are located at Tal- 
lent, Covington, and Okemah, Okla., and 
Arkansas City, Caney, Leon and Teeter, 
Kans. The construction of more plants 
by the Empire Companies probably will 
be begun in the spring. 





PRAIRIE PIPE LINE SHIPMENTS 





The Prairie Pipe Line Co.’s shipments 
from Texas, Oklahoma and Kansas 
crudes for the month of January were 
&,085,840 bbls., a daily average of 164,- 
057 bbls. This is a slight falling off 
from the shipments for December, which 
were 5,170,890 bbls., or 166,803 bbls. 
per day. 





SOUTHERN PIPE LINE DIVIDEND 





Om. Crry, Pa., Feb. 1—The Southern 
(Pipe Line Co. has declared a dividend 
of $4 a share, payable March 1 to stock- 
holders of record February 15. 





MARLAND OIL 





Tusa, Okla., Feb. 6.—Pipe line runs 
of the Kay County Gas Co., subsidiary of 
Marland Oil Co., were 4,664,767 bbls. in 
1922, compared with 2,440,259 in 1921, 
1,823,505 in 1920, and 1,108,635 in 1919. 
Practically all of this oil was delivered 
to Marland’s refinery, although some 
small amounts were run for others. Kay 
County Gas Co.’s oil pipe lines run to the 
several fields in Oklahoma in which Mar- 
land Oil has its production, none of which 
is more than 50 miles from the refinery. 





PRODUCTION IN EGYPT 





New York, Feb. 3.—The Anglo- 
Egyptian Oilfields Co., controlled by the 
Royal Dutch-Shell, is producing about 
4,500 bbls. of crude daily from conces- 
sions in Hurghada and Gemsah, in the 
Red Sea region of Egypt. While the oil 
from Hurghada is low-grade, that ob- 
tained from Gemsah is rich in gasoline 
and kerosene. Production from both 
fields is transported to the Government 
refinery at Suez. 










While you do 


what you can’t 
hire done....! 


\ ), J E ARE persuaded that any man can be 
an able executive if he but has the 
good judgment to surround himself 

with men who have more ability—along some 
lines, at least—than he. No man can himself 


- be every wheel in the machinery of his organ- 
ization. 


But men are prone to try to do everything 
themselves, and loath to employ others—par- 
ticularly others more able than themselves. 
Only now and then a truly great executive 
emerges from the depths and becomes promi- 
nent in the public eye. 

John Wanamaker is gone. Edison is such 
a man; and Henry Ford. 


But the magnitude of the Petroleum In- 
dustry gives men greater vision. 


Literally thousands of Oil Men, thinking 
of impending investigations and purchases of 
Oil Country supplies and equipment, have said 
to themselves: 


“Why should I do what Frick-Reid will do 
for me, when I might be doing what I cannot 
get done?” 


So there you are. You begin to get an 
idea of what is meant when Frick-Reid service 
is mentioned. You begin to understand what 
is meant when folks speak of the integrity of 
Frick-Reid products. 


When will you employ Frick-Reid? There 
is a F-R store near you. 


FRICKGJ REID 
SU PP LY wsss.COM PANY 


Stores in All Principal Fields 
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OWERFUL 





For Pulling and Bailing the Oil and 
Gas Wells on Your Properties— 


you cannot get a more economically and simply-operated 
equipment than the C. W. MYERS WINCH and FORDSON 
TRACTOR. This equipment serves a multiple purpose, be- 
cause of its COMPACT FORM and COMPLETE PORT- 
ABILITY. 

The winch is so attached that it will not interfere with the 
usual hauling and running about of the tractor. You, there- 
fore, have a pulling, bailing and hauling outfit in one unit, 
without having to make a single change or detachment in 
switching from one operation to another. 


Do you have to pull wells? This equipment does it quickly 
and efficiently. 

Do you have to bail wells? 
Sprocket with each outfit. 
Do you have to transport heavy drilling machinery? 
tractor will do it. 


Does your heavy equipment get stuck in bad, marshy ground 


We furnish a special Bailing 


The 


—do you have to haul it over hilly or soggy ground? The 
winch will pull it through with ease. 

Speed of 175 ft. per Minute 

Six Tons on a Direct Pull 

3,000 feet of %,-in. Cable 
Sold exclusively through authorized FORD dealers. Dealers 


write direct to C. W. MYERS, ENGINEER, for quotations 
and catalogs. C. W. MYERS is inventor, patentee and sole 
owner of the patent of this equipment. The FRANKLIN 
VALVELESS ENGINE CO., Franklin, Pa., is the only author- 
ized manufacturer of the MYERS WINCH. ALL INFRINGE- 
MENTS WILL BE PROMPTLY PROSECUTED. 


SAPULPA MOTOR CO., Sapulpa, Okla. 


Authorized Exclusive Distributors in Oklahoma, Kansas and Texas 


C. W. MYERS, Engineer, Franklin, Pa. 





PATENTED MAY 24, 1921, C. W. MYERS 


Tractor Winch for FORDSON TRACTORS 




















A BRIEF TREATISE ON NATURAL Gas 
T. R. Weymonth, United Natural Gas Co. Expert, Talks on 


—$__/! 





of Gasoline and Its Effect on the Heating Quality of the Gas, 
Reason for Pressure Reduction and its Advantages, 
Clears Up Misunderstandings of Aver- 
age Gas User. 


The following paper on “The Gas Sit- 
uation,” was delivered in Oil City, Pa., 
before the Rotary Club by T. R. Wey- 
mouth, chief engineer of the United Nat- 
ural Gas Co.: 

“It would be impossible to give a com- 
plete discussion of this subject in the 
time alloted today, and I shall there- 
fore confine myself to two particular 
phases of it which I think it important 
for you to understand clearly, and which 
at the same time are not too technical 
for a talk of this kind. I refer to the 
effect of the removal of gasoline from 
natural gas and the effect of the reduc- 
tion of operating pressures at which gas 
is distributed to two ounces per square 
inch. 

“First, concerning the removal of gas- 
oline from natural gas. When I first en- 
tered the gas business 20 years ago the 
process of extracting gasoline from nat- 
ural gas was not well known, or at lezst 
was not put into practice. It was known, 
however, that natural gas carried large 
quantities of gasoline, for trouble was 
frequently experienced from the accumu- 
lation of mixtures of gasoline and water 
which froze into a spongy mass and 
thereby either restricted or completely 
plugged off the flow of gas through the 
lines, thus causing serious interruptions 
of service. In the effort to overcome this 
trouble it was found necessary to install 
drips, the funct:on of which was to catch 
the accumulated liquid at proper points 
before it could freeze in the line. This 
liquid then had to be blown from the 
drips by gas pressure in the line and in- 
variably at every operation large quan- 
tities of gas were blown into the air. 
Thus not only was the gasoline a total 
loss, but in addition a very considerable 
waste of gas was created. This waste 
of both gasoline and gas was entirely 
eliminated by the installation of gasoline 
extraction plants. 

“A further and most important ad- 
vantage uccruing from the use of the 
process, however, is that large quantities 
of high grade motor fuel are thus made 
available to the public with no appre- 
ciable effect upon the quality of the gas 
itself. 

“Now what are the disadvantages re- 
sulting from the extraction of gasoline 
from natural gas? First of all let us 
consider the effect upon the quality of 
gas. The average yield of gasoline ex- 
tracted from the gas of the United Nat- 
ural Gas Co. during the year of 1922 
was a little less than a quarter of a gal- 
lon for each 1,000 cubic feet of gas 
treated. One gallon of gasoline is the 
equivalent of about 25 cubic feet of gas. 
Therefore, the gasoline extracted from 
each 1,000 cubic feet of gas is equal 
to about six cubic feet, that is, it amounts 
to about six-tenths (or a little more 
than one-half) of 1 per cent. 

Effect of Extraction 

“Now the consumer who buys gas 
through his meter obtains 1,000 cubic 
feet of gas for every 1,000 cubic feet 
registered by the meter, no matter wheth- 
er the gasoline has been extracted from 
the gas or not. Therefore, the only pos- 
sible interest he can have in this phase 
of the subject is its effect upon the ulti- 
mate life of the gas fields. On the as- 
sumption that the life of the fields is 
to be 20 years, were gasoline not to be 
extracted from the gas, the extraction at 
the rate practiced by the local company 
would shorten the life of the fields about 
one and one-half months, that is the 
fields would continue to produce gas for 
19 years 10 and one-half months instead 
of for 20 years. Thus, it does not seem 
possible that any serious complaint could 
be made on this score. 


“Next, what of the effect Upon the 
quality of the gas? The mere mention 
of the term quality implies the estab. 
lishment of some standard by which qual- 
ity may be expressed. First of all let 
us understand that quality shall refer 
to heating value for by far the largest 
usefulness of gas is derived from its 
ability to produce heat. Heating value 
means the quantity of heat that wil] be 
evolved by the burning of a stated quan. 
tity of gas, and is expressed in units 


ealled “British Thermal Units.” Each 
British Thermal Unit represents the 
quantity of heat which when applied ty 
one pound of water will raise its tem. 
perature one degree Fahrenheit. Now 


let us get back to our standard of qual. 


ity. In the case of artificial gas where 
the manufacturer has under his control 
the quality or the heating value of the 
gas he makes, the regulatory bodies or 


the Public Service Commissions of the 
various states have found it necessary 
or advisable to establish certain stand. 


ards of heating value of the gas below 
which the manufacturing companies are 
not permitted to distribute their gas. 
The State of Pennsylvania requires that 


artificial gas, such as coal gas or carbur- 
etted water gas shall have a heating val- 
ue averaging 50 British Thermal Units 
per cubic foot during each month, and 
with a minimum of 500 British Thermal 
Units for a period not exceeding two or 
three success:ve days. 
No Universal Standard 

No universal standard has ever been 
established for natural gas throughout 
the country and it is difficult to name 


any logical reason why this standard 
should be any different from that for 
artificial gas. However, the Public 


Service Commission of Pennsylvania has 
established a standard of 800 British 
Thermal Units per cubic foot, below 
which natural gas companies are not per- 
mitted to distribute natural gas. 
“The natural gas distributed by the 
United Natural Gas Co. has a heating 
value averaging about 1,240 British 
Thermal Units per cubic foot before gas 
oline taken from this gas reduces its 
heating value by 20 British Thermal 
Units, so that the heating value of the 
gas distributed to the company’s consul- 
ers has a heating value of 1,220 British 
Thermal Units from a total of 1,240 B. 
T. U.’s amounts to about one and sit 
tenths per cent. You will notice also 
that the remaining value of 1,220 B.T. 
U. in the gas actually distributed by 
the United Natural Gas Co. is 420 B 
T. U. greater than that required by the 
Public Service Commission of the state; 
in other words it has an excess heating 
value of over 50 per cent above the te 
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quirements. 
“As a matter of fact, numerous test 

not only of the company itself but alse | The 

of the United States Bureau of Mines | them 

point to the fact that the gas distributed des; 

in this community has a h‘gher heating 1g 

value than that of any community ¢ TRI] 

considerable size in the country. lence 

Reduction Fully Justified feat 

“After all the facts are presented and TRI 

the advantages and disadvantages are heen 

weighed against each other, the conclu: uye! 

sion seems to me inevitable that the servic 

small reduction in heating value result: 

ing from the extraction of gasoline io 

this already superlatively rich 838 "3 | 

fully justified by the enormous and im T ' 

portant advantages accruing from re 

practice. Of course the company PM 


by it, and does not claim that it is 
from altruistic motives any more 
any man here can honestly claim “f 
he is in business for the pr 
serving his fellowman. The only esi 
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With Filat-Link 
or Cable Chain 
Trimo Chain 
Wrench in 8 
Sizes 


The Trimo Chain Pipe 
Wrench herein illustrated 
has peculiar features 
worthy of note. First, the 
handle, being forged flat, 
has more resistance than a 


| handle forged round, the 


same amount of steel being 
used in both cases. This 
isimportant to the users of 
chain wrenches. 


Another feature is that the 
pocket into which the chain 
is placed is in the handle, 
and therefore the pulling 
strain comes upon the han- 
die, where there is the 
most strength to resist it. 


There are four tools with the 


quality mark of TRIMO— 


The Trimo Pipe Wrench 

The Trimo Chain Pipe Wrench 
The Trimo Monkey Wrench 
The Trimo Pipe Cutter (Hand) 


The right material is in 
them. The best possible 
design is in them. Every 
TRIMO operating conven- 
lence is in them—and every 
feature of economy. 
TRIMO users are wise 


buyers—they buy for long 
service. 


TRIMONT 


ufacturing Co. 


thee 
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the company does make is that its profit 
is entirely legitimate and far from being 
secured at the expense of the consumer 
is earned while making available to the 
public a necessity of life almost as im- 
portant as the gag itself. 

“Concerning the question of pressures. 
Some of you may have heard and others 
experienced the fact that the pressure 
now carried in the distribution mains of 
the United Natural Gas Co. is about 
two and a half ounces per square inch, 
and that it is the intention of the com- 
pany gradually to reduce the pressure 
until it reaches two ounces per square 
inch. Not so very long ago pressures as 
high as eight ounces were carried in this 
system, and it is quite natural I sup- 
pose that people should wonder why the 
reduction is made, but unfortunately it 
also seems to be natural for them to at- 
tribute to the company some ulterior mo- 
tive although they can not give any logi- 
cal explanation, except by resorting to a 
misconception which I hope later to clear 
up, how the gas company could profit 
by the pressure reduction. 

Reason for Pressure Reduction 

“In the first place why does the com- 
pany want to reduce the pressure to two 
ounces? The answer :s that the primary 
and impelling reason for this change is 
for the betterment of the service, and 
it comes about in this way. During 
the past few years and especially since 
1917, when we were carrying from six 
to eight ounce in our distribution mains 
as normal operating pressure, we found 
that during extreme winter days when 
the demand for gas was excessive we 
were unable to maintain the normal op- 
erating pressure in the line and the pres- 
sure fell to as low as two ounces per 
square ‘nch. The appliances on the sys- 
tem had been adjusted for six or eight 
ounces pressure and when the pressure 
dropped to two ounces the consumer 
found that while he could burn some gas 
he could not get any benefit from it. 
This was due to the fact that when ap- 
pliances are adjusted for high pressures 
it is impossible to get effective use from 
them when the pressure is dropped to 
one-half or one-quarter of the value. 
While on the contrary where appliances 
are adjusted to operate satisfactory at 
two ounces in pressure it is found that 
they will give very satisfactory service 
with one ounce pressure. Therefore, by 
establishing our normal operating pres- 
sure at two ounces it will be necessary 
for appliances, in order to work pro- 
perly, to be adjusted to this pressure, 
and once they are so adjusted it will be 
possible to secure satisfactory service 
from them should our supply in the fu- 
ture not meet our demands and the pres- 
sure drop to one and one-half ounces. 
You will thus see the primary reason for 
this reduction is for the purpose of im- 
proving our service condition. 

Advantages by Lower Pressure 

“In addition to this one principle mo- 
tive, however, there are two or three in- 
cidental advantages to be gained by oper- 
ating at the lower pressure. One of 
these, and an important one, is that the 
leakage of gas from the distribution 
mains will be considerably reduced, as 
everyone here doubtless knows that it is 
a physical impossibility to make a gas 
system absolutely gas tight even at the 
low pressures carried jin city distribu- 
tion mains. While the mains of the 
United Co. show a leakage loss some- 
what less than that considered to be 
good practice in all well constructed 
plants, nevertheless this loss in one year 

amounts to about 166,000,000 cubic feet 
of gas with a pressure at four ounces. 
By reducing the pressure to two ounces 
this loss is reduced by 50,000,000 feet, 
that is, there will be an actual saving 
of 50,000,000 cubic feet of gas each year. 
“A still further factor pointing to the 
desirability of pressure reducing is the 
increasing economy enforced on those 
consumers who care nothing about the 
size of their gas bill, and who are willing 
to use gas wastefully at the expense of 
the small consumer who is willing to 
economize. 
“It is impossible to waste as much gas 





Oil Field Service 


HIS service consists of drilling and equipping 

wells and leases. Righting bad holes and fish- 
ing for operators and drilling contractors. Develop- 
ing and managing oil and gas properties. Deter- 
mining proper casing points and weights of casing 
to use. Removing water from flooded wells. Ren- 
ovating old wells. 


Practical and confidential scouting. Geological and 
engineering reports. Surveying and mapping. Sur- 
face and sub-surface contouring. Appraising oil 
and kindred properties. Estimating the present 
worth and future prospects of stock, bond and note 
issues of oil and kindred companies. 


Supplying commercial leases, also acreage for drill- 
ing, located on carefully selected structures in the 
proven, semi-proven and wildcat fields of Ken- 
tucky, Oklahoma and Texas. 


T. S. McGRATH 


Inter-Southern Bldg., Louisville, Kentucky 

















Ready for 
Immediate Use— 





LIGHTNING PUMPING 
POWERS 


Come with foundation attached and are 
ready for immediate use on one or two 
wells. When additional wells are added a 
permanent foundation can easily be built. 
Straight gear construction permits of oper- 
ation in open—no shelter is necessary. 


On a recent installation oil was going into 
the tank two hours and fifteen minutes 
after Power arrived. With what other 
power is that possible? 


OIL WELL SUPPLY DEPT. 


KANSAS CITY HAY PRESS & TRACTOR CO. 
Kansas City, Missouri 
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Sistersville A.S.M. E. Code Boiler 





Capacities 4,400 to 20,000 Gallons q 
Steel Plate Construction. 





Also Locomotive Type Portable Boilers 
Oil, Gasoline and Chemical Storage 
High and Low Pressure Accumulator 
Bolted 100 to 2,000 Barrels 
Electric Welded, 40 to 100 Barrels 
Prices and Catalog mailed upon application. 
Sistersville Tank & Boiler Works 
Office and Works, Sistersville, West Virginia | 





























PARMACO SAFETY VALVE 


High Pressure 





PATENTED 


The PARMACO High Pressure Safety Valve eliminates 
trouble caused by frost collecting around the valve. Hot gas 
from the high cylinder passes around the valve creating heat 
that eliminates freezing. Literature and prices upon request. 


Manufactured by 


PARKERSBURG MACHINE Co. 
PARKERSBURG, W. VA. 

















with a pressure of two ounces as it is 
at four ounces, and therefore the large 
extravagant user of gas who will not 
use it carefully is compelled to reduce 
his wastefulness proportionately. 

“Another incidental advantage may be 
mentioned. As almost everyone knows 
the peak of natural gas production oc- 
curred in 1917, and while it has been 
possible up to the present to meet the 
demands in a fairly satisfactory man- 
ner, we may as well face the fact that 
sometime in the more or less distant fu- 
ture this will not be the case and when 
that time comes, one of two things must 
happen, either the deliveries of gas must 
be curtailed or the supply must be aug- 
mented by the addition of artificial gas. 
I rather lean towards the belief that the 
latter will furnish the solution of the 
problem here and if this should prove 
to be the case it will recessitate the op- 
eration of the system at the pressure 
prevailing in artificial gas plants, which 
pressure is two ounces or thereabout. 

Only One Disadvantage 

“These constitute the principal reasons 
for the reduction of pressure. The only 
disadvantage is the fact that I have al- 
ready mentioned namely that it will be 
necessary to adjust appliances to suit the 
new pressure conditions. This will not 
be as gigantic a task as it would seem, 
and even so it will be wonderfully bene- 
ficial to consumers as well as to the com- 
pany to have their gas appliances put in 
proper adjustment and thoroughly in- 
spected and overhauled. Furthermore, 
many appliances are already capable of 
operating at the two-ounce pressure and 
will not have to be touched. 

“There is one important matter in 
connection with this pressure reduction, 
however, which I would like to discuss 
as fully as possible and I shall endeavor 
to dispel an impression that seems to 
prevail quite general among the gas con- 
suming public. I refer to the erroneous 
notion that when a man buys gas at two 
ounces he is getting only half as much 
gas as if he bought it at four ounces. 

“This misconception is due entirely to 
a failure to understand an important fact 
in connection with pressure, which at the 
risk of being a little technical, I am go- 
ing to try to clear up. 

“In this day of the automobile, every- 
one who has ever had a stiff back from 
pumping up a tire knows that the amount 
of air that you can force into a fixed 
volume as represented by the inner tube 
is not definite or limited. He also 
knows that the more air he forces into 
the tube, the higher the pressure will 
become. This illustrates one of the most 
important laws governing the action of 
gases of all kinds, namely, that the mass 
or weight of gas that can be contained 
by a given space is directly proportional 
to the pressure exerted by the gas. That 
is, if you have two receptacles, each hav- 
ing the same volume, but one of them 
filled with gas at twice the pressure of 
the other, the one with the higher pres- 
sure will contain twice the mass of gas 
that the other contains. 

What Is Meant by Pressure 

“Now we come to the important thing 
about it all, and that is, just what do 
we mean by pressure? When we say 
that the pressure of gas in our mains 
is to be four ounces per square inch, 
what we really mean is that the pressure 
in the mains exceeds that of the atmos- 
phere by four ounces, for the gauge by 
which we read the pressure is immersed 
in the air which exerts on it a pressure 
in opposition to the pressure exerted on 
the gauge by the gas within it. Conse- 
quently, the gauge reading is the differ- 
ence. between the pressure in the pipe 
and that of the atmosphere surrounding 
it. 

“Now according to this, it ought to 
be possible to have a pressure in the 
pipe less than that of the atmosphere, 
and so it is. The ordinary electric light 
bulb has all the air pulled out of it be- 
fore it is sealed on the end, and we say 
that here we have a vacuum. That is, 
the pressure within the bulb has been 
reduced to zero, and if we were to mea- 
sure the difference of pressure of the 








vacuum within and the air Urroundiy 
it, we would find that it wall 
to about 144 pounds per square 
or about 230 ounces per square ines 
(since 1 pound equals 16 oz.) That 
we say that the pressure exerteg by is 
atmosphere is about 230 oz. per ee 
inch at this elevation. Now yoy — 
that when you have gas in a line m4 
ing four ounces pressure higher 
of the atmosphere, the total on 
erted by the gas in the line is 230 ping 
4 or 234 ounces per square inch, and it 
is this total pressure (technically abso- 
lute pressure) which is Proportional ty 
the mass of gas contained in g given 
volume, and not the pressure aboye the 
atmosphere. Hence the reduction in the 
mass of gas contained in a given Volume 
(such as a gas meter) occasioned bys 
reduction of 2 ounces is ? divided by 
234, or 0.85 of 1 per cent. That jg 
it amounts to a little over four-tenths 
of 1 per cent for each ounce, 
Standard of Measurement 
“Now while a reduction of preggur 
from four ounces to two ounces does 
mean a reduction of about Seven-eighths 
of 1 per cent in the weight of gas de 
livered, it has never been contemplated 
that four ounces or any other pressuy 
is above the standard of measurement, But 
even if it had, there are offsetting factory 
that more than compensate for thig m 
duction, and for which the consumer js 







constantly getting the benefit. The prin- 
cipal of these is the temperature gt 
which the gas is measured. The ondip- | 


ary commercial standard of gas meague 
ment is 30 inches of mercury, correspond. 
ing to about 14.7 Ibs. per square inch, 
and a temperature of 60 degrees Fabre 
heit. During the summer months whe 
the smallest amount of gas is being de 
livered, the temperature of most meters 
will average just about 60 degrees Ip 
the winter, however, when the gas de 
liveries are about six or eight times the 
summer deliveries, the temperature wil 
average more nearly 40 degrees. Now 
a reduction in temperature of five é& 
grees will add about 1 per cent to th 
amount of gas a given volume will co- 
tain, so that a reduction of temperatur 
of 20 degrees (from 60 to 40) will ix 
crease the gas received by the consumer 
about 4 per cent. Thus the consume 
has a net advantage during the winter 
time of over 3 per cent, while his disad- 
vantage in the summer would amount 
to less than 1 per cent, with an average 
throughout the year to his advantage by 
over 2 per cent. 

“If everyone could understand thes 
facts, no one would feel aggrieved over 
the reduction in pressure. Furthermore, 
the regulations of the Pennsylvania Pub 
lic Service Commission provide for & 
pressure ranging from seven-eighths of 
an ounce to eight ounces. Consequently 
our new pressure standard of two ounte 
is well within the requirements of the 
state authorities. 

U. N. G. Co. Service Department 

“I have already stated that one 
the problems presented by the reduction 
of pressure is the proper adjustment @ 
appliances. In order to meet this ci 
dition, as well as to create a better 
derstanding between the company 
its consumers and to give rise to ap 
er spirit of co-operation, we have 
ganized a service department m 
we are training men to solve the 
lems of the individual consumer. 
department will take care not oly 
problems arising from pressure © 
tions, but also any question that 
arise out of the use of gas. Adjustme 
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of appliances will be made and st = 
advice given on the use and selectioa mee 
them, and on repairs that should ; 

made. No charge will be made for? 10 
service, and it is hoped that as - C) 





ficulties accumulate as a restit 
declining supply of gas, the col 
public will come to unders 
troubles are their troubles and that 
only proper solution will be found in 
full and free understanding of the 
tion and the exercise of a spirit 
fulness and co-operation such # 
never before existed in the (0 
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Bright Stock 
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Filtered Stock 


Steam Refined 
Stock 


Red and Pale 
Oils 
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Barnsdall Refining 
Company 


Successors to Bigheart Pro- 
ducing and Refining Co. 


910 S. Michigan Ave. 
CHICAGO, ILL. 


New York Kansas City 
* Les Angeles Tulsa 
: Barnedall, Ok. 
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FIRST NATIONAL OIL CO. 
TOLD TO CEASE AND DESIST 





Wasuineton, D. C., Fed. 9.—An 
order to cease and desist has been issued 
by the Federal Trade Commission against 
the First National Oil (Co. and its or- 
ganizers and promoters, L. C. Hamblet 
and R. D. Hamblet, of Houston, Tex. 


In its investigation of the case the 
commission found that the respondents, 
in the advertisement and sale of the 
company’s stock, used a number of false 
and misleading representations. Among 
these were statements attributing a 
greater capacity to certain wells of the 
company than was borne out by the facts 
in the case, and a statement that the com- 
pany had paid a so-called dividend on 
stock sold to the public, when in fact 
the company was in no financial condition 
to pay a genuine dividend. 

The order specifies that the respon- 
dents must cease from circulating or dis- 
tributing advertisement or any other 
printed or written matter whatsoever in 
connection with the sale ur offering for 
sale of stock or securities wherein is 
printed or set forth any false or mislead- 
ing statements concerning assets, oil pro- 
duction, earnings, income, dividends, prog- 
ress or prospect of any corporation, as- 
sociation or partnership. 

The commission further ordered that 
the proceeding against Mrs. M. H. Mer- 
rell and R. C. Russell, who were also 
named as respondents in the original 
complaint, be dismissed. 

EMPIRE COMPLETES LINE 
TO ELK COUNTY GAS FIELD 





Natural gas activities of the Empire 
Gas & Fuel Co. are occupying consider- 
able of the company’s attention in Kan- 
sas. The company has completed its 
Fleeger 8-inch gas line in Elk County. 
This line is 74% miles long and gives the 
Empire 17 miles of 8-inch gas lineee, 
stretching from the Cambridge compres- 
sor station into Elk County. Three and 
4-inch gathering lines are now being 
laid in the vicinity of 9 miles west of 
Howard. This line will connect up with 
approximately 30,000,000 cubic feet of 
gas in Elk County. 

Empire expects to have its gasoline 
plants now under construction in Leon 
Pool, Butler County, and the Teeter Pool 
in Greenwood County, in operation by 
the middle of February. Both plants are 
of low pressure absorption type and both 
are constructed so that they can reeadily 
be expanded to any capacity desired. Ca- 
pacity of each will be approximately 
2,000,000 feet. Empire companies now 
have plants located in Tallent, Covington, 
Okemah, Caney, Arkansas City, and ex- 
pect to construct several this spring. 





REORGANIZATION BRINGS 
CHANGES IN OFFICIALS 





Reorganization plans for the North 
American Oil Co. of Oklahoma City, 
Okla., were announced during the past 
week. Several changes were made in of- 
ficials. Milton J. Beaty, former presi- 
dent of the Wolverine Oil Co. and later 
president of the National Exploration Co. 
and the Central Petroleum subsidiaries, is 
the new president. He succeeds ©, F. 
Coleord, who headed the North American 
Oil & Refining Co. for several years be- 
fore it was changed to the North Ameri- 
ean Oil Co. and who becomes vice 
president. C. J. Webster, who has been 
chairman of the board of directors, is 
succeeded by Lawrence Chamberlain of 
Lawrence Chamberlain & Co. (Inc.); 
George E. Hutchins, fornierly treasurer 
of the American Linseed Co., becomes sec- 
retary, succeeding C. H. Pulley. 

According to announcements, new fi- 
nancing will make it possible for the com- 
pany to carry out a program of expansion. 
The company now has large production in 
the Young County Texas, fields, where ad- 
ditional drilling will be under way in the 
near future. It is not expected that the 


stock of the company will be listed on 





the New York Stock Exchange. It was 
withdrawn from the exchange recently. 








Williams ,“‘ Valcan”’ 
Chain Pipe Wrenches 






The Genuine 
Williams ‘‘ Valcan’’ 


The standard oil fields’ tool, are stocked 
by practically every dealer in such territory 
because the great majority of users demand 
them. Twenty-five years of constant service 
have conclusively proved their worth. 

Always superior in service, their 
through bolt and nut fastening for jaws and 
enlarged chain connection give “Vulcans” 
increased strength and efficiency. 


Eight sizes for % to 18-in. pipe 
J. H. WILLIAMS & CO. 


“*The Wrench People”’ 


BROOKLYN BUFFALO CHICAGO 














PENNSYLVANIA 
TANK CARS 


We are constantly augmenting and perfecting our 
manufacturing facilities to take care of your liquid 
transport requirements—in the construction of new 
cars, the rapid and economical repair of old equip- 
ment, and for leasing purposes. 


Our transportation experts will gladly co-operate 
with you in solving your particular problem. 


May we submit our recommendation and figures 
covering your requirements? Drop us a line today. 


Plants at Sharon, Pa. and Kansas City, Kansas. 


THE PENNSYLVANIA TANK CAR COMPANY 


(Builders of Tank Cars) 


PENNSYLVANIA CAR COMPANY 


(Reilway Cars Built, Rebuilt end Repaired) 


PENNSYLVANIA TANK LINE 
(Lessors of Tank Cars) 
Sharon, Pennsylvania. 


New York, St. Louis, Kansas City, Tulsa, Houston, 
San Francisco, Beaumont 


Casper, 
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Depend on Deming 


For 43 years—since 1880, we 
have been building pumps and 
pumps only. Over a_ thousand 
hand and power pumps have been 
developed. 


Whatever the need, you can look 
to Deming for a pump built spe- 
cifically to fit your individual 
conditions, absolutely dependable 
in performance and sold at a 
price made possible only by large 
production. 


THE DEMING Co. 

“Hand and Power Pumps for all uses” 
SALEM, OHIO 

Western Oil Field Distributors: 


ATLAS SUPPLY CO. 
Muskogee and Branches 










Deming Single Act- 
ing Triplex Plunger 
Pump, designed for 
heavy duty in han- 
dling large quanti- 
ties of oil. Built for 
all types of power in 
capacities from 26 
to 400 gallons per 
minute. 


Complete Dem- 
ing p Book 























This machine travels on the pipe. 
sturdy, always dependable device. 
service of leading pipe line companies is its best en- 
dorsement. 











Cut Pipe Line Costs 


Screwing or joining pipe can be done in a fraction of 
time taken by manual labor, and with a saving of 
75% of the labor cost, if you use the 


CALIFORNIA Pipe Line Machine 


For Sale or Lease 


Write Today for Complete Details 


California Pipe Line Machine Company 


J. J. MAHONEY, President 


KANSAS CITY, MISSOURI 


It is a simple, 
Its work in the 

















R. E. CULLOM ON METHODS OF DRILLIng 





Bureau of Mines Engineer Thinks Too Few Operators Give Sufficient 
Attention to the Manner in Which Their Wells Are Drilled 
Contractors, He Says, Try for Speed Rather Than 
Economy. Gives His Ideas on Proper Drilling 


Practices. 


From R. E. Collom’s “Prospecting and 
Testing for Oil and Gas,” just issued by 
the Bureau of Mines, Department of the 
Interior, we are reproducing portions of 
Part 2, entitled “Drilling Methods and 
Records.” Mr. Collom says 

The author does not agree with recent 
writers' on oil and gas production, that 
the drilling of wells “is not worthy of 
the disproportionate attention it has re- 
ceived as compared with that given to 
the vital need of developing better meth- 
ods of locating and extracting.” As a 
matter of fact, few operators give enough 
attention to the manner in which their 
wells are drilled. The drilling of the 
first few wells in any area is the initial 
step toward determining whether or not 
those wells and others subsequently 
drilled will be profitable investments. 
Unless wells are drilled so as to reveal 
all the productive possibilities of an 
area, refinements of theories of location 
and recovery will be of little avail. The 
location of future wells is determined by 
the results of prospect wells. The per- 
centage of recovery or extraction depends 
intimately on the method and efficiency of 
drilling. 

Contract Drilling 

Many operators turn the drilling of 
their wells over to contractors, which 
is advantageous in some ways, but is 
liable to have drawbacks. The operator 
is relieved of the need of permanently 
employing men who have a knowledge of 
drilling, and the chances of “losing a 
hole” or of other accidents incidental to 
drilling are assumed by the contractor; 
unless the contractor goes bankrupt, the 
producer is sure of getting a hole drilled. 
But the contractor’s chief object when 
drilling under contract is to make hole 
rapidly, and, consequently, few drilling 
contracts have adequate provision for 
delays necessary to test formations. 

When the responsibility of drilling a 
hole is thus delegated the contractor ob- 
viously has a more vital interest in the 
method of drilling than the operator. In 
many fields the drilling technique, in- 
cluding casing, has been developed from 
methods most suitable to the contractor. 
In some Mid-Continent fields, contractors 
land many strings of casing in order to 
exclude successive waters as they appear 
in the hole. This is not done for pros- 
pecting purposes, but simply to hasten 
drilling. Holes are drilled “dry,” as 
water in the hole retards drilling. After 
the wells are completed the larger casings 
are stripped from the well, and water 
temporarily excluded in drilling is al- 
lowed to move down the hole to the shoe 
of the largest casing left in the hole. 
Often this latter casing is landed with 
no thought of leaving it in condition to 
exclude water; in fact, unless there is 
native water back of the casing at the 
time of drilling, there is no opportunity 
to determine whether or not the casing 
will exclude water. In such practice, 
the string of casing left in the hole is 
really an oil string and is there for the 
sole purpose of holding back caving 
formations which interfere with produc- 
tion. Some wells could be drilled con- 
tinuously, although slowly, to the land- 
ing depth of the longest water string 
without using intermediate sizes of cas- 
ing. This procedure will be discussed 
later under the subject of temporary 
water shut-offs in prospecting. 

The contractor should not attempt to 





1Johnson, R. H., and Huntley, L. G., 
Principles of oil and gas production, 1916, 
371 pp. 

2 Lewis, J. O., Methods for increasing the 
recovery from oil sands: Bull. 148, Bureau 
of Mines, 1917, pp. 25-26, 





cement a string of casing in order to shut 
off water, as a conclusion to his drilling 
job. This work should be done cam 


fully by a cement specialist. If there js 
any phase of oil-well work that requires 
specialization and care it is that of te 


menting casing to shut off water, Spe. 
cialization seems to be necessary jn g. 
veloping an oil field, as in other enter. 
prises. The oil producer employs an en- 
gineer to spot his well, a contractor to 
drill it, a casing crew to pull casing, g 


cement man to make a water shut-off 
and a well shooter to sidetrack lost tools 
or bring in production, and maintains 
permanently on his farm or lease a erey 
versed mainly in producing, tanking, ang 
transporting oil and gas. If, therefore, 
the producer is to rely on specialists for 
all work preliminary to producing oil, be 
should make certain that each man’s part 
of the work is carried out in such a map. 
ner that the completed well will yie™ 


to him the greatest possible return on the 
investment. 
The Drilling Contract 

Drilling contracts should be so drawn 
that adequate provision is made therein 
for properly testing formations and shut. 
ting off water. The ultimate object of 
the job, and not the convenience of the 
eontractor, should determine the nature 
of the contract. This may mean a high 
er drilling cost per foot and additional 
expense for necessary delays, but such 
added outlay will insure greater security 
and returns when the well is producing, 


In much development work only oral 
contracts are made. The laws of supply 
and demand largely control the terms of 
drilling contracts. Oil operators of north- 
ern Texas were able to approximate the 
terms of a normal drilling contract in 
the spring of 1920, whereas during the 
rush development in 1918 the contractor 
dictated the terms and drilled the hole 
largely as he saw fit. 


Well-Drilling Methods 


Modern drilling methods’ may hk 
grouped into three general classes, name 
ly, percussion, hydraulic, and abrasion, 


according to the surface. 

Discussion of the percussion method is 
limited here to the cable-tool system in 
which formations are broken and hole is 
made by the pounding of a heavy bit. 
The design of rig and equipment varies 
from Star rig to standard, the choice 
being governed mainly by the depth of 
hole to be drilled. 

The rotary mud-flush system is the 
principal hydraulic method now used. 
The formations are bored with a fs 
tail, disk, or roller bit, and carried away 
in the mud stream. Cores are frequently 
taken in drilling oil wells with rotn 
tools in Texas, Louisiana, and Califor 
More effective methods of taking form 
tion samples with rotary equipment de 
serve the attention of operators. 

The abrasion principle is employed for 
three types of drills, which vary 
in the abrasive used and which are know! 
as the diamond, calyx, and chilled-she 
drills. 

Some of the important modern drillia 
methods include the use of certain 
tures of both cable-tool and rotary 
ing. The circulator method, for exam? 
is an application of the mud-flush prt 
ciple of rotary practice to ob 
drilling. This method has been 
supplanted by the combination method 
which combines the requirements 
rick and rig equipment for rotary 
eable-tool drilling so that 4 
be made easily from rotary to cable 
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on the reverse, according to the strata 
ING drilled. 

Cable Tools 
ficient Approximately 100,000 of the 109,000 

js estimated as completed in the 

United States during 1914-1918 were 
jrilled with cable tools, which are used 
in all eastern fields, the Mid-Continent 
elds, Rocky Mountain fields, parts of 
Texag and Louisiana, and for all pioneer 
york in California. Cable tools are es- 
pecially adapted to prospecting. 

. The three deepest wells in the United 
drilling gates‘ two of these the deepest in the 
= world, were drilled with cable tools. 
there is These are the Lake well, 8 miles south- 
requires HH st of Fairmont, W. Va., depth, 7,579 
+ feet; the Golf well, 8 miles northeast 
- Spe of Clarksburg, W. Va., depth, 7,386 feet, 
a and the Geary well, 20 miles southeast 


to shut 


= of Pittsburgh, Pa., depth, 7,248 feet. 
ate In cable-tool drilling the hole is spud- 
asing, 9 ied for the first 100 to 300 feet and con- 
shut-off tinued by one of the following three 
st tools Ma methods: Dry hole, drilling water, or 
aintains mud fluid. In some areas, however, the 
a crew entire well has been drilled by spudding. 
ing, and 4 number of wells in the Lost Hills 
erefore, Field, California, were spudded to an 
lists for average completed depth of 1,000 feet. 
g oil, he Dry-Hole Method With Cable Tools 
n’s part In the eastern fields, the Mid-Conti- 
| & man- nent, the Rocky Mountain and some 
ill yield HP qyxas fields, wells are drilled by the 
n on the dry-hole method, in which only enough 
water to mix cuttings is run to the bot- 
tom of the hole, and drilling can be done 
ith considerable open hole. In some 
> drawn fields water can be run into hole from the 
therein surface; in others, however, it is neces- 
nd shut- sary to dump water on the bottom with a 
bject of bailer, because water running down the 
e of the sides of an open hole causes formation to 
> nature ave. Other conditions being equal, cable 
a high HM tools have the greatest percussive power 
iditional with open hole. 
yut such Hemp cable is used to best advantage 
security in dry-hole drilling. In INinois fields the 
‘oducing, drillers splice 100 feet or so of manila 
nly oral line on the end of a wire rope. This is 
f supply called a snapper. Hemp cable puts less 
terms of strain on the derrick when spudding and 
of north- makes hole faster. 
mate the In drilling with dry hole, a water sand 
‘tract in isdetected as soon as entered and a string 
ring the of casing can be landed to exclude the 
yntractor water from the hole, thus enabling the 


the hole operdtor to continue drilling dry. Sam- 
ples of all exposed formations, excepting 
cuttings from a gas stratum when the 
well is “blowing off,” can be taken fre- 


may be quently by bailing. Fluid has a better 
1S, name- chance to enter the hole from any ex- 
abrasion, posed oil or water sand. 

The “dry-hole’ method has been used 
rethod is fy * limited extent in California, where it 
ystem in has been revived after almost complete 
i hole is fp *ndonment in the early days of drilling. 
savy bit. fae 2 first two wells drilled in the Coal- 
at varies Me U8 East Side Field—Section 8-19n-15e 
e choice ~tnd the discovery well in the Lost 
depth of fm Sldier Field were drilled dry. Beds 

of loose sand prevented the general use 
is th of this method. Bell’ cites some of the 
o a advantages of dry drilling in the Cas- 
a ft — Field, Santa Barbara County, Cal- 
ied away a 
requently fam "tilling: Water Method With Cable Tools 
h rot HP Since 1898," cable-tool practice in Cal- 
aliforsit. 3 ‘fornia has been to drill with the hole 
g form Hi cither partly or completely filled with 


ment de ~ water, which is necessary in 
order to hold back loose, caving, or heav- 





loyed for ay umations by hydrostatic pressure, 
y chiefly a4 to facilitate the lowering of casing 
re knows 8 drilling progresses. Casing must be 





cope in the hole so that the drilling 
ee inside the casing. The 
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tary Heggem, A. G., ana Pollard, J. A., Drill- 


shift ¢ ia me {8 Oklahoma by the mud-laden 
1914, mm 68. aper 68, Bureau of 


pressure exerted at any depth is about 
43 pounds a square inch for each 100 
feet of fluid above that depth. The con- 
tent of oil, gas, and water sands is hard 
to detect when the hole is full of drilling 
water, which must be bailed out in order 
to test for native fluids. 

When drilling water is used, the tools 
are buoyed up and do not strike as strong 
a blow as in a dry hole. Drillers often 
use more drilling water than is neces- 
sary, because it washes off the line and 
tools when they are pulled out. As in 
dry-hole drilling, samples of formation 
are frequently bailed off bottom. Con- 
tinuation of these samples by material 
that works down behind the casing from 
loose formations above may be avoided 
by maintaining a fluid level inside the 
casing higher than that of any water 
stratum back of the casing. 

Mud-Fluid Method With Cable Tools 


The mud-fluid method of drilling with 
cable tools, which was used in California 
in 1909, and later in the Cushing Field, 
Oklahoma,’ instead of the dry-hole meth- 
od, is a variation of the Californian prac- 
tice of carrying a hole full of drilling 
water. When a well is being drilled 
through a high-pressure gas sand, there 
are at least two advantages in the use 
of mud fluid over clear drilling water; 
foot for foot of hydrostatic head, mud 
fluid will put a greater back pressure 
on a gas sand; drilling water has a ten- 
dency to wash and expose formations, 
whereas a high column of mud fluid, ex- 
erting- pressure in a gas sand, drives 
mud into the sand and clogs it. When 
mud fluid is used, drilling can proceed 
with gas under control, cuttings can fre- 
quently be bailed off bottom,® and casing 
may be lowered as the well is drilled, or 
drilling may be carried on with consider- 
able open hole, depending upon whether 
formations stand up or not. 

When mud fluid is used with cable 
tools a better sample of the rock from a 
gas stratum can be obtained than when 
cuttings are all being blown away, as in 
the dry-hole method. The action of mud 
in a well is discussed further elsewhere. 

An objection to the use of mud fluid in 
eable-tool drilling is that the clay used 
for mudding must be practically free from 
sand, because sand may settle around the 
tools and stick them. Fluid free of sand 
eannot always be obtained where forma- 
tions containing sand predominate. The 
usual specifications in Oklahoma stipu- 
late that the mud fluid shall be “free 
from sand and grit.” This is for two 
reasons. One is that the fine limestone 
cuttings of Oklahoma, if present in the 
mud fluid, will quickly settle around a 
string of tools and freeze them; the other 
is that sand and grit in the mud fluid 
left back of a string of casing will settle 
out of the fluid and hasten the settling 
of the mud. 

(To be continued) 





TEXAS UNIVERSITY WANTS 
TO DRILL WILDCAT WELL 





AusTIN, Tex., Feb. 3.—The Texas 
legislature will be asked to appropriate 
funds to enable the University of Texas 
to prospect for oil, gas and minerals on 
the 2,000,000 acres of university lands in 
southwest Texas. It was announced by 
Representative Baldwin Tuesday. The 
present measure to place these lands on 
sale, will be killed, following the unan- 
imous request of university regents, on 
account of the undetermined mineral val- 
ues of the lands, it was stated. 





PREPARING FOR GEOLOGISTS 





SuHREVEPORT, La., Feb. 3.—Shreveport 
has been chosen for the next meeting 
place of the American Association of Pe- 
troleum Geologists, to be held March 22 
to 24, and the Shreveport section of the 
Southwestern Geological Society is 
charged with completing arrangements for 
their entertainment. Committees have 
been appointed and further announce- 
ments will be made as plans are formu- 
lated. 











The elements of greater 
dependability which have 


caused “Keystone” business to prosper 
through the “ins and outs” of market 
conditions point to a future of even 
better proportions. 


Refiners who seek an outlet 
for their products will find full satisfaction 
in the stability of Keystone facilities—and 
in the ideals and purposes represented in the 
Keystone name. 


CENTRAL COMMERCIAL CO. 


Keystone Oil & Manufacturing Division 


111 North Market Street 
CHICAGO, ILLINOIS 























Plane Valves. 











“Hope” Bi-Plane Valves 


Are Used on REEVES 
Gas and Air Compressors 


Valve-ports are large; and opening and closing are accomplished by the 
certain and practically instantaneous action of Spring-steel members. 


There is no waste, leakage, or back-pressure; and no tendency to 
choke or throttle. 


This means that the compressor may be operated at the same high 
speed of rotation as the power-unit with resulting high efficiency. 


All Reeves Gas and Air Compressors are equipped with “Hope” Bi- 


In many cases we have placed these valves in old cylinders to take 
the place of valves of other types that were not worn out, but were not 
giving satisfaction; and in other cases we have made new cylinder heads 
permitting the use of these valves, even though the cylinders themselves 
had not reached a condition requiring renewal. 


Bend for blue prints, data and estimates 
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Refinery—East St. Louis 


GENERAL OFFICES: 
Arcade Bldg. ST. LOUIS, MO. 





























The supreme test of a derrick is in pulling casing. Then is 
when you appreciate O’Brien Structural Steel Derricks. 


None better, none stronger, none cheaper. 


O’BRIEN STEEL CONSTRUCTION CO. 
WASHINGTON, PENNA. 








The author of this article, R. Polia- 
koff, is a Russian engineer of interna- 
tional reputation and eagperience with 
important engineering accomplishments 
scattered through Russia, Great Britain, 
and Europe as testimony of his ability. 
Mr. Poliakoff is also the author of a 
number of books, articles and investiga- 
tions pertaining to the metal industry 
which have been published both in Amer- 
ica and abroad, and is the inventor of 
several important machines. Mr. Polia- 
koff's activities have been ewtensive since 
his arrival in this country some years 
ago as the American Representative of 
All-Russian Federation of Counties and 
Municipal Councils, chiefly as a director 
in important concerns such as the Re- 
cording & Computing Machine Co., etc. 

At the Genoa and Hague conferences 
—which are now matters of history— 
Russian oil and oil concessions occupied, 
at least unofficially a most important role. 
And, even at present it seems to be the 
opinion that the Russian oil will reopen 
Soviet Russia to intercourse with the 
outside world and thus become the magic 
wand which will bring her again into the 
“family” of nations, constituting the best 
“bait” for “capitalists” and the States 
they now “run.” A few facts regarding 
the past and present of the Russian oil 
industry might, therefore, be of general 
interest. 

The first refining of oil in Russia took 
place about the end of the 50’s of the 
last century, that is, just about the same 
time when oil was discovered in the 
United States; as well as the methods of 
utilizing it not in its natural state but 
through refining processes. 


That the Baku district in the Russian 
Caucasus, which is recognized now as one 
of the richest oil depositories not only in 
Russia but in the world, had oil resources 
was known for quite some time before 
its development began. The district be- 
came a Russian possession in 1813 (it 
has previously belonged to Persia) and 
that very year all the oil wells were 
leased by the Government to private con- 
tractors for a total yearly royalty of 
$65,000. This condition existed until 
1825 when the Government itself began 
to exploit them with the result that the 
yearly revenue fell to $35,000. P 

Until about 1870 the systems of man- 
agement and exploitation changed fre- 
quently having been now Governmental, 
new private (leases). The following 
figures show the little progress which was 
made since 1825: 


Wells 
Year Exploited Tons 
1850 136 4,260 
1862 220 6,525 
1872 415 22,950 


In 1873 the Russian Government 
adopted a system of auctions for the 
lease of the free oil lands. The rates 
then established were: An initial cash 
consideration plus a yearly rental of 
about 15 cents an acre to be increased 
to $1.50 after the first 24 years, to $15 
after the second 24 years, ete. 

A total of about $1,500,000 in the form 
of initial payments was then realized 
from auctioning off about 1,500 acres. Be- 
sides, certain excise duties also were es- 
tablished. 

At about the same time, that is, about 
1874, the oil industry in the Caucasus 
attracted for the first time the attention 
of foreign capital and in a very short time 
became practically dominated by it. 
Strange to say, this happened in quite 
a casual way. A Swede by the name of 
Nobel was the leaseholder of the Gov- 
ernment rifle factory in Ijora, near Petro- 
grad. In 1874 he sent his brother, 
Robert Nobel, to Baku to buy for him 
walnut planks which he required for the 
rifles. Mr. Robert Nobel had at once 
recognized the importance and the un- 
limited possibilities of the Baku oil and 
founded the first foreign oil company for 
the exploitation of same. One has to 
add that there were a number of Rus- 
sian capitalists in Baku at that time, 


PAST AND PRESENT OF THE 
RUSSIAN PETROLEUM INDUSTRy 

































































not want to invest their capital ints oil, 
The Nobels went at their enterprise 
in a big way. They applied the Most 
modern methods of drilling, built special 
laboratories, built the first oil pipe line 
In 1878 they even built in Sweden the 
first oil tanker (and to appreciate this 
fact one has to know that tankers had 
not been used then even in America), 


In 1886 the French house of Rothschilds 


Feb 
— 
a 

that is, simultaneously with Mr. Nobe! 

but they did not realize the €Normons 

profits which the industry held ang did 


came into the Baku Field (under the 

name of the Russian Standard Co.), opm. 7 

bining later with the Nobels in their ex 0 
port of the Baku oil and its products tp Ca 
Great Britain. Subsequently these two 

firms concluded a definite arrangement T 

with the Standard Oil Co.'s agencies in u 


England, which permitted them to gel] the 


Baku kerosene with huge profits withoy Is 
competition. savin 

Since 1901 a number of other foreign ment, 
companies appeared on the Baku horizon Ca) 
and by that time the Russian capita} of ot 
also started to take a more important with 


part in the industry. The result of the 
foregoing was that Russia became on 
of the most important countries in the 
world in the production of oil, ag the ewe 














following figures show : | most 

In 1903 the United States produce pe 
12.7 millions of tons, and Russia 104 Mm | 
millions as against 3.7 millions produced | The 
in all other countries. kin 

True, the above figure covers the pro- 
duction of oil in the whole of Russia 
and not only in one Baku district but in 
all other oil producing regions, but Baku DU 
always occupied the most important-place, 
producing 75 per cent of the total Rue 
sian output. 

The number of men employed in the Manu’ 
industry was about 40,000; there wer Ro 
about 150 refineries and distilleries po # —— 
ducing about 2,000,000 tons of illuminat- F 
ing oils, 6,000,000 tons of residues (Ma- ] 
zut) and about 250,000 tons of lubricat- 
ing oils. 

It should be noted, however, that since 
1905 the Baku oil fields entered into a 
state of very critical conditions which A pl 
held the production at a nearly constant detail 
if not at decreasing level. To some by eabl 
extent this was due to the very system lating 
of leasing the oil lands and mini Inely 
rights by auctions to which we referred drilling 
above and which has shown some very fishing, 
very serious disadvantages and was sebet- > vw 
uled for revision before and during the be " 
war. To this, one has to add lack of lshene 
sufficient capital for further development 581 
of the leases, insufficient equipment, & I 
pecially for the export of the products P 
exhaustion of some of the oil depositories, 
ete. As a most important cause, one bu» W. E 
to mention the October La , 

1905 and the civil war which followed! 
in the Baku region when a number of oi Note: 0 
wells and their equipment were destroyed 
completely. The result was that, # 
stated, the yearly output of oil in Rut a 
sia just before the war was about the “SM 
already quoted figure for the year 198, Latest ; 
or about. 10,000,000 to 11.000,000 tom Texas 





During the first third of 1915, the outpat lease oy 





















was 3,2 million tons and about ye J 
quantity was produced the first third New ma 
1916. 888 and | 

There is not the slightest doubt tht a! Cal 
under normal economical and poute W lar 
conditions the situation would improve # —~ 0: 
a short time, especially since new oil o Sine ~y 
taining regions were discover linen, $6 
shortly before the war (as, for mst ° 
in the Provinces of Uralsk, Turs# B Dor: 
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For use on 
Casing and 
Tubing 


Is a money saving, time and labor 
sving grip, automatic in adjust- 
ment, positive in action. 

Capacity range equal to 5 sizes 
of other makes. Minimum weight 
with maximum strength. 

More preferable than tubing tongs 
when putting in tubing. , Is fully 
guarantee and recommended as the 
most efficient and serviceable pipe 
grip made. Capacity 2 to 10 inches. 
Capacity 10 to 20 inches. 


The All Grip, Neverslip for all 
kinds of pipe work, tubing and 
casing 


Quality Above All 
DUPLEX WRENCH CO. 


Incorporated 
948 Behan Street 
PITTSBURGH, PA. 


Manufacturers of Duplex Wrenches, 
Roller Chain Grips, Neverslips 
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DEEP WELL 
DRILLING 


By Walter H. Jeffery 


A practical handbook covering in 
detail the processes of well drilling 
by cable, rotary and hydraulic circu- 
lating systems. 

Includes geology, building derricks, 
drilling, underreaming, bit dressing, 
fishing, casing methods, cementing 
casing and shutting off bottom water, 
shooting, finishing wells, cost of drill- 
ing, strength of materials, general 
information and State laws. 


581 pages, 240 illustrations. 
Price, postpaid, $5.00 


W. H. JEFFERY COMPANY 
506 Produce Exchange 
TOLEDO, OHIO 


Note: On sale at office of The Oil and 
Gas Journal, Tulsa 
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“SMACKOVER MAPS” 
test maps of all Arkansas and 
Tens Oil Fields, showing land and 
owners and oil development. 
JUST COMPLETED 
New map of Union County, Arkan- 
88 and parts of Ouachita, Columbia 
and Calhoun Counties. This map 
W land owners, towns, streams, 
toads, oil fields, dry holes and uame 
md leeation of drilling wildcats. 
—— Of map “x42”, Price, on 
linen, $6.00. 


OIL CITY MAP q 
El Dorado, Ark., 115 oe 
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changed all the aspects entirely. The pro- 
duction slowed down from month to 
month at an enormous rate, as the fol- 
lowing table shows: 


Million Million 
Year tons Year tons 
1917 8.62 1920 3.78 
1919 4.24 
(first 4 months) 1921 .82 


or about 250,000 tons per month. It 
appears that this figure (250,000) repre- 
sents also the average monthly production 
of the Baku region during the whole year 
of 1921 and the first half of 1922—an 
average which has been set by the Gov- 
ernment as the maximum possible of 
achievement and which has been more or 
less maintained. It is, of course, very 
low compared with the production in 
normal years of Russian economic life. 
In giving the reason for this present 
alarmingly low output, official Soviet 
sources themselves cite the following: 

(1) Gradual decrease of the number 
of skilled workmen (about 40,000 in 1915 
and only about 10,000 in 1920; (2) com- 
plete breakdown of transportation facili- 
ties, both by rail and water; (3) abso- 
lute lack of technical facilities and equip- 
ment (belts, pumps, compressors, ropes, 
pipes, hose, ete.; (4) the almost catastro- 
phical condition of the power houses and 
power stations (as an illustration, one 
may quote that in one of the biggest 
power houses in Baku, out of 22 water 
tube boilers, there is not a single one in 
order; (5) decreased and very low ef- 
ficiency of labor. 

Because of the first reason, a number 
of wells and gushers had to be stopped 
entirely; it is estimated that about 75 
per cent of them were stopped one by 
one with the result that not only has 
the output decreased so alarmingly but 
they all were flooded to such an extent 
that their very existence as potential oil 
producers is seriously menaced. The 
same lack of every kind of materials 
handicaps also the refining of the little 
oi! that is produced; there is no sulphuric 
acid, no caustic soda, no sheet lead (for 
the refining apparatus), etc. 

During the critical years above men- 
tioned the oil reserves accumulated dur- 


_ing previous years helped a little, but, 


of course, they were gradually consumed 
and at the beginning of 1921 amounted 
to one 250,000 tons. The country now 
faces an absolute oil famine of such a 
character that in all estimates of the 
present fuel requirements oil is no more 
figured at all and has given way to fire 
wood—the latter supplied about 15 per 
cent of the total fuel consumption in pre- 
war years and is now having to supply 
nearly the whole 100 per cent of same. 

It can be readily seen from the above 
that whoever gets any Russian oil con- 
cession at the present time will face a 
problem involving a tremendous outlay of 
capital and technical effort, not taking 
into account at all other specific condi- 
tions which will inevitably be attached to 
such a concession due to the existing 
economic and political system in Soviet 
Russia. 





START LAYING GAS LINE SOON 





OKLAHOMA CrTy, Okla. Feb. 5.— 
Representatives of the Domestic Service 
Corporation of Denver, which recently 
was granted a natural gas franchise in 
Elk City, Okla., has established an office 
there and announced that work of lay- 
ing the pipes is to start soon. The fran- 
chise provides that gas must be fur- 
nished to at least 250 families within 
six months from the date of the fran- 
chise, December 26. ‘This concern re- 
cently was denied a franchise in an elec- 
tion at Clinton. 





ALLISON MAYFIELD 





Allison Mayfield, chairman of the State 
Railroad Commission of Texas, died Jan- 
uary 23 at his home in Sherman, Texas. 
Mr. Mayfield has been chairman of the 
State Railroad Commission for several 
years. He was widely known among 
Texas oi] men, because the Railroad Com- 
mission also has charge of oil and gas 
development in the State. 


Steel Sucker Rods 


LETTERS PATENT GRANTED DSC. 81, 1913 


ever, with 
No possible 
100,000,000 


Better than 
square upset. 
chance to swivel. 
feet in use. 


Insist on Having The Acme 





If they cannot be obtained 
at your store, write us direct. 


Acme Pull Rods with Grip 
Couplings. 


Acme Gas Engines and 
Pumping Powers. 
J. and H. Straight Line 


Pumping Jacks. 
All Kinds of Surface Equipment 
The S. M. Jones Company 


PATENTEES AND MANUFACTURERS 


Toledo, Ohio 





Acme Improved Weldless 

















Larkin Improved Sand Pump 


(PATENTED) 


This illustration is the famous 
Larkin Sand Pump which is 
found in every oil field 
throughout the world. 


Besides a full line of Drilling 
and Fishing Tools and Pack- 
ers of all kinds and sizes, we 
manufacture the LARKIN 
Patent Never Slip Pipe Grip, 
which does away with the old- 
fashioned way of putting in 
casing with rope and tongs, 


(GQHLINGLVd) dNOd GNVS GHAOUdMNI S.NINUVI 


and is cheaper, more durable 
and easier handled. 


LARKIN & CO. 


Butler, Pa., U. S. A. 
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of the 
(—@4 1 Machine 


Engineers realize that the bearings are the heart of the ma- 
chine—therefore select only the best suited babbitt for your 
bearing liners. Service tests have proven that for ordinary 
bearing needs, there is no superior to 


MERIT METAL %,c3v"""" 


Containing an unusual percentage of tin, this metal combines 
high anti-friction qualities with ability to withstand extra- 
heavy bearing strains. 

—You’ll like it when you try it— 

Order from your jobber or direct from 


Great Western Smetling and Refining Co. 
Established 1884 
3120 N. Broadway, St. Louis 


For severest requirements 
LIBERTY MOTOR 

GENUINE BABBITT 

is recommended 


















GURLEY 
Engineering 
Instruments 






Speed— With|] Accuracy 
in spotting well locations on new prop- 
erty, or in laying out a tank farm—is at- 


Rods tained by using the Gurley Plane Table. 
Direction of sights, stadia measurements 








Steel Tapes . . “ 
bas of horizontal and vertical distances, con- 
Special tour lines and other topographic features 
Bulletins —all plotted directly on the map instead 
M of recorded in note books. Accuracy!— 
, errors are less than can possibly be de- 
a tected on the map. 


Ask for Special Bulletin PT-155 


W. & L. E. GURLEY 


TROY, N.Y. 
























































MEXICAN PETROLEUM WILL 
DEVELOP EL C0JO PROPERTIES 





New York, Feb. 3.—The Mexican Pe- 
troleum Co. has started the development 
of its El Cojo properties in the Mexican 
Field. The Culebra area will be the first 
to be explored, following the granting of 
application for drilling permits. The El 
Cojo properties comprise 756,725 acres 
in the State of Tamaulipas, north of the 
Panuco district. They extend north and 
south 75 miles, and are in large solid 
blocks. They are north of the Ebano 
properties, acquired when the Mexican 
Petroleum Co. first started operations in 
Meexico 20 years ago. The latter com- 
prise 450,000 acres. 

The purpose in starting drilling in this 
area now is to keep production of oil far 
ahead of sales. The company has at 
present a developed production of 300,000 
bbls. of oil a day in the light oil fields, 
on its Tierra Blanca, Chapapote Nunez, 
Cerro Viejo and Cerro Azul properties. 
These properties alone, in the opinion of 
the management, can give the company 
all the oil it needs for many years. Those 
properties do not include Juon Felipe, 
where the company has several wells 
drilling, some of which are expected to 
be completed soon. 

Development of El Cojo and Juon 
Felipe is in pursuit of the general policy 
of broadening the base of operations of 
the Pan-American Oil & Transport Co. 
Acquisition of drilling rights in the Cali- 
fornia Naval Reserve was in line with 
the policy. Development of that Naval 
Reserve, more than 30,000 acres of sure 
oil land, is a tremendous undertaking, 
and while it obligates the company to 
large expenditures, results are practically 
certain to be satisfactory. 

There will be no collapse in the com- 
pany’s production in the light oil fields 
of Mexico. Before they are exhausted 
it will have drilled its Cojo properties to 
the point where the probabilities of those 
vast areas will be known, and it will have 
obtained production in the California re- 
serve, so that it will continually be in a 
comfortable position regarding crude oil. 
Pacific Coast properties alune are capable 
of big production. 

It is on the assurance of an uninter- 
rupted production of oil to the extent 
of the company’s sales requirements over 
a long period of years that the manage- 
ment of the Pan-American Co, believes 
that the $8 a year dividend is safe and 
will be maintained for many years. 





NEW MAP OF ALASKA 
BASED ON 30 YEARS’ WORK 





The United States Geological Survey 
has just published a new map of Alaska, 
measuring 50 by 33 inches, which em- 
bodies the results of all explorations made 
up to 1923. The Survey began its work 
in Alaska in 1889, when the late Profes- 
sor I. C. Russell was sent to examine 
the Yukon Valley. The Yukon, fifth in 
size of North American rivers, was then 
unsurveyed, though its general course had 
been sketched by explorers. Some of the 
other large rivers of Alaska also had been 
traced by explorers, but there were many 
other water courses hundreds of miles 
long, entirely unknown except for the 
hazardous journeys of a few prospectors 
and fur traders. 

Topographic surveys began in 1898 and 
have been continued up to the present. 
A total area of over 200,000 square miles, 
or about 35 per cent of Alaska’s total 
area, has been explored by the Geological 
Survey. Adding to this the areas sur- 
veyed by the United States Coast and 
Geodetic Survey along the shore line, by 
the International Boundary Commission 
along the Canadian frontier, and by 
other Federal agencies, shows that over 
half of Alaska has been mapped. In ad- 
dition to the results from the official sur- 
veys, the Geological Survey has in its 
possession a large amount of data relat- 
ing to the physical features of Alaska, 
obtained from private sources, but re- 
sulting chiefly from journeys of the in- 
defatigable prospector. 





All this information has now been co- 













































it _ 
May relieve your mind a bit F 
but how about your pocket. 
book? 
Do you take long chances op 7 
pulling jobs to save a few - 
cents on Balls and Seats? 
WHY NOT USE Wh 
STEELEX ' 
The best that’s made for use - 
in territory where you have Pr 
excessive sand in the oil. e 
Packed in an individual red 
box and sealed with our gold 
label. 








BRONZEX 


For use where lodestone or 
other elements which act on 
steel are in the water; or, 
where there is alkali in the 
water or oil. 





“Packed in an individual yel- 
low box and sealed with our 
gold label. 


AND QUIT CUSSIN’ | 
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F. W. FREEBORN 


ENGINEERING CORP. 
ENGINEERS 
APPRAISERS CONSTRUCTORS 
MANAGERS 
For Oil and Industrial Properties 


Mayo Building 
TULSA, OKLAHOMA 
Dallas, Texas New York City 
Slaughter Bullding 62 Wall Street 
Boston, Mass. 
50 Congkress Street 

















REMEMBER 


When laying line pipe, pulling casing 
or storing your tools 


Mountain Brand Natural 
Liquid Asphalt 
absolutely stops and prevents rust 
and scale. 


Priced so low you cannot afford to 
be without its protection. 


Used by the big producers 
SCOTT’S DOME OIL CoO. 


DAVIS, OKLA. 
One coat gives protection for years 
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NEW OIL MAP 


Nacoma District 


Covers an area about 15 miles 
square in north central Montague 
County, Texas. Shows land and 
lease owners, towns, railroads, 
highways, pipe lines and drainage 
| and locations of all wells in and 
drilling. Scale 2,000 feet 1 inch. 
Size 42x42 inches. On cloth, $6; 
| paper, $3.50. 


| HEYDRICK MAPPING CO 
| WicuiTa Fats, Texas 
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| Schurs Fuel Oil Burners 
‘= Using Steam Air for 
Atomization 

| ~ External Atomizers 
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3 Oil Burner Co. 
| 1- Crude & Fuel 


|%5 W. Second St., Oklahoma City, Okla. 
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FOR OIL REFINERIES 


Voot 


PRODUCTS 







Paraffin Wax Plants 
Auto Truck Tanks, 
Stills, Drop - Forged 
Fittings, Boilers, Re- 
frigerating Machinery 


Henry Vogi Machine Co. 
Louisville, Ky. 


Branch Offices: New York, Chicago, Tulsa, Dallas 
— 























Geologists and Prospectors Pick and Hammer 

Made of c 

Steel, We. 1 Ibe 

Sole leather 
With loop 


Mave: complete, 


Transits, Current 


Levels, 
Optical instruments. 
Representatives of w.G& 
and L. &. Gurley. 
Correctiy designed equip- 
— for Hunters, Explor- 
fits 4nd Travelers, Out- 


from Poles to the 
Fiala OUTFITS, Ine. 


Fiala, President 
St. New York 











































ordinated and compiled in a new general 
map of Alaska under the direction of 
R. H. Sargent, whose 15 years’ expe- 
rience in the surveying of Alaska has 
enabled him to make the best cartagraphic 
interpretation of material of such vary- 
ing degrees of accuracy. This work was 
begun before the war, and in 1915 a pre- 
liminary edition of the Alaska map was 
published. Since then it has been re- 
vised and is now issued as “Map of 
Alaska (E)” on a, scale of about 40 
miles to the inch (1:2,500,000). It can 
be purchased for 25 cents from the direc- 
tor of the United States Geological Sur- 
vey, address Washington, D. C. It is 
printed in four colors and shows the 
drainage, glaciers, railroads, and the prin- 
cipal settlements and wagon roads. The 
relief is not indicated on this map, except 
for the location of the higher peaks. An- 
other map of Alaska, on the same scale, 
now in print by the United States Geo- 
logical Survey, will show the mountain 
ranges and plateaus. As less than half 
of the territory is sufficiently well sur- 
veyed to permit of contouring, the relief 
on this may will be shown by shading. 

The Geological Survey has issued over 
400 different Alaska maps. Of these the 
standard map is published on a scale of 
4 miles to the inch. These maps have 
been of great value to the prospector and 
to the mining industry as a whole, and 
have served to indicate the best routes 
for rail and wagon roads. Many of the 
important mining districts are covered 
by maps on a larger scale and show the 
physical features in the same degree of 
detail as do those made in the States, 

The surveying of Alaska’s area of 
586,400 square miles, upon which the 
Geological Survey has been engaged for 
a quarter of a century, has been difficult. 
Every means of transport has been used 
by the explorers, including dog teams in 
winter, boats, canoes, rafts, and pack 
horses in summer. A single season’s 
work has sometimes involved journeys of 
1,000 miles by dog team, 1,500 miles by 
canoe, or 800 miles by horses. There is 
still much of Alaska that must be ex- 
plored by the same methods, but the com- 
pletion of the Alaska Railroad and the 
eentsruction of many wagon roads and 
trails, have greatly facilitated the work 
of the surveyors. 





SUPPLY MEN’S CONVENTION 





Data covering the exhibit spaces in 
the Armory at Louisville, Ky., for the 
eighteenth annual meeting of the Natural 
Gas Association of America and the 
Association of Natural Gas Supply Men, 
have been mailed members of both asso- 
ciations by William B. Way, secretary, 
of Pittsburgh. There will be 125 booths, 
each measuring from 10 to 10 or from 
10 to 20 feet. The exhibit will open April 
16 and continue through April 19, while 
the convention of the Natural Gas Asso- 
ciation of America will open April 17 
aud continue through April 19. Indica- 
tions are, it is said, the convention of the 
two associations in Louisville will be as 
great or greater than any other ever 
held by the organizations. 





GOOD SHOWINGS IN ALBERTA 





CHATHAM, Ont., Feb. 1—In Sweet- 
grass district, southern Alberta, Coutts- 
Sweetgrass Oils (Ltd.) (McLean), Sec- 
tion 1-1-15-4, is reported tq have good 
showings of oil and gas, in a sandstone 
formation below 2,680 feet. The well 
is cased to about 2,550 feet with 6-inch 
casing. Owing to about 2,000 feet of 
water in the hole, the actual extent of 
the oil and gas flow cannot be deter- 
mined. It is reported that the casing 
will be pulled back to the 2,450-foot level 
and efforts made to cement off the water 
flow from two strata between 2,460 and 
2,485 feet. This work and the resetting 
of the casing is expected to take three 
weeks, after which drilling will be re- 
sumed with a dry hole and the capacity 
definitely settled. The first gas was 
struck at about 2,610 feet and deeper 
drilling resulted in more pronounced show- 
ings. V.L. 


















It’s The Temperature 
In The Still 
That Controls 
The Result 


You know what the temperature should be, but 
what proof have you that it is always maintained? 

A continuous automatic record of temperatures, 
together with the time at which they occur is fur- 
nished by 


TRADE MARK 


BRISTOL’S Recording Thermometers 


AEG. U.S PAT. OFFICE. 


With such an instrument installed the operator can 
tell at a glance what the temperatures are now, what 
they have been, and the direction in which they are 


leading. 


To check up the ability and faithfulness of the 

operator, the daily chart record can be placed on the 
superintendent’s desk each day. 
’ Knowing that your stills are equipped with 
Bristol’s Recording Thermometers will give you a 
feeling of security and freedom from much worry, 
especially when you are away from the plant. 


Bulletin M-1202 tells about these instruments 


THE BRISTOL COMPANY 


WATERBURY, CONN. 























DREADNAUGHT 


Rotary Drilling Equipment 


Oil field boilers and engines— 
DRILL PIPE, CASING, and 
TUBING—Bull Rope, “Drill- 


ing Cable” 


and Wire Lines. 








Send for Circular on our No. § 
Draw Works and our New 
Mechanical Slip Rotary. 








Beaumont Iron Works Company 


Beaumont, Texas, U. S. A. 
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Ponca City, Okla., Jan. 19, 1922. 


- Mr. C. H. Loop, 
LOOP STEEL MANUFACTURING CO., 
Arkansas City, Kansas. 
Dear Sir: 
This will inform you that in every instance where we have stock 
tanks equipped with your gas tight tops and safety devices they are 
giving the best of satisfaction and result in a considerable saving 


of oil. 
if: This company, in the summer of 1921, made a thorough test of 
ia oil stored in a common, ordinary steel tank equipped with the ordi- 


nary steel top, and a tank of the same size and kind equipped with a 
tight top and the safety device, and the test showed the following re- 
sults : 
Open tank filled with 43.2 gravity oil. 
Open tank after standing 8 days showed 40.6 gravity oil. 
Open tank showed a loss in fluid after standing 8 days 
of 8.24 barrels. 
Tight top tank equipped with safety device filled with 
43.2 gravity oil. 
Tight top tank, after standing 8 days, showed 42.5 grav- 
ity oil. 
Tight top tank loss in fluid during 8 days’ standing 
64 barrel. 
This test will demonstrate the advantage of using tight top tanks 
with the safety device, and shows a saving of 1.9 gravity and 7.59 


barrels. Yours very truly, 


MARLAND REFINING CO.. 
By L. J. Mildren, Asst. Supt. Production. 


The growth of any business is the result of saving the waste, 
turning it into dividends. The saving noted in the above test is being 
duplicated by all the Marland tanks, thereby increasing the dividends. 

This company is now equipped to furnish the oil industry with 
the only device yet perfected that works automatically, conserves the 
gas, protects against vacuum and prevents hazard by fire. 

Full Particulars Furnished on Request 
LOOP STEEL MANUFACTURING COMPANY, Arkansas City, Kansas 



















Tank — 
Car 


Repairs 


Now is a good time to place 
your tank car equipment in shape 
for the strenuous shipping season 
ahead. 


We have made, for the benefit 
of shippers convenient to Tulsa, 
additions to our tank car repair 
facilities, which, in conjunction 
with those maintained at Chicago 
and Coffeyville, assure excep- 
tionally prompt and efficient re- 
pair and painting service. 















Your inquiries will receive 
quick and courteous attention. 


NORTH AMERICAN CAR COMPANY 
327 S. LaSalle Street, Chicago 
Coffeyville, Kan. 1003 Daniel Blidg., Tulsa 





CALIFORNIA’S REMARK- 


ABLE RECORD IN 1922 
(Continued from page 14) 





completions in the Santa Fe Springs 
Field totaled 86, and the initial daily 
production amounted to 135,440 bbls., an 
average of 7 wells and 11,287 bbls. of 
new production each month. Hunting- 
ton Beach was credited with 146 wells 
and a total initial daily production of 
74,771 bbls., a monthly average of 12 
wells and 6,231 bbls. of new production. 
The average initial output of new wells 
in the Santa Fe Springs Field was 1,575 
bbls., and for Long Beach 1,344 bbls. 
Although the average output for new 
wells in the Huntington Beach Field is 
low, 512 bbls., had the presence of the 
deep sands been known earlier in the 
year it is possible that this figure would 
compare very favorably with those of 
Long Beach and Santa Fe Springs. The 
average number of wells drilling in the 
State during the year was 605, as com- 
pared with 536 during 1921, and the aver- 
age number of wells producing was 9,402, 
as compared with 9,425 during the 
previous year. It must be remembered 
that 1,850 additional wells were closed 
during 1922 because of the cut in crude 
as a result of the overproduction. The 
average daily production per well during 
1922 was 41 bbls., as compared with 33 
bbls. during 1921 and 31 bbls. during 
1920. The increase in the daily well 
average from 33 bbls. in 1921 to 41 bbls. 
in 1922 is due to the closing in of over 
1,500 small wells in the San Joaquin Val- 
ley and the addition of large wells in 
the Santa Fe Springs, Long Beach and 
Huntington Beach fields. A total of 1,379 
new rigs were erected, an average of 115 
each month during the year, or nearly 
four a day. Of the total, 385 were 
credited to Long Beach, 182 to Hunting- 
ton Beach and 259 to Santa’ Fe Springs. 
These three fields accounted for 826 rigs, 
or approximately 60 per cent of the total. 
The Crude Market 

During the year two separate cuts were 
made in the price of crude. On July 
15 a cut of 25 cents was made, followed 
10 days later by another cut of the same 
amount. These cuts apparently had no 
effect whatever on development work in 
the Long Beach, Santa Fe Springs and 
Huntington Beach fields, but in the older 
fields of the San Joaquin Valley, where 
the oil is of a lower grade and the well 
production small, the reductions were 
keenly felt and many wells were shut in 
and development work: ceased. Shortly 
after the first of the year, on January 6, 
another cut was made, this time varying 
from one to 50 cents a barrel, depending 
on the quality of the oil. What effect 
the last cut will have on development 
work remains to be seen, but in the few 
weeks which have elapsed since the last 
cut no restriction of development work 
is apparent. It is not believed that any 
amount of price cutting will help the 
present overproduction as long as new 
wells can be brought in with a high 
flush production. As soon as the initial 
production drops and smaller wells, with 
corresponding higher production costs, are 
completed, the severe cuts within the past 
year will react on development work. 
Many of the marketing companies have 
taken advantage of the addition of the 
Huntington Beuch, Long Beach and 
Santa Fe Springs fields. As a result sev- 
eral of the: smaller companies expanded 
and are now vital factors in the State’s 
production. The Standard Oil Co., how- 
ever, did not enter the Long Beach Field 
except to purchase the production of 
smaller companies, but it has huge hold- 
ings in the Huntington Beach and Santa 
Fe Springs fields. The Shell Oil Co. 
after bringing in the discovery well at 
Lotig Beach, inaugurated an intensive 
drilling campaign and their production in 
this field exceeds that of any other com- 
pany. Production in the Huntington 
Beach Field was acquired as a result of 
the Shell-Union merger, and subsequent 
development of the properties acquired. 
The company’s production in the Santa 
Fe Springs Field is about 4,000 bbls. a 














day, and this will be augmented in the 











FREDERICK G. CLAPP 


AND 
THE ASSOCIATED 
PETROLEUM ENGINEERS 


30 Church St. 
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WYOMING MAP & BLUE PRINT gp | 
GEOLOGISTS—OIL EXPERTS 


Oil Field Maps, Blue Prints, 
Explorations, Reports 


Box 325 CaspPEr, Wyo, 
=e 
——— 
ASSOCIATED 
AMERICAN ENGINEERS 


Geological Surveys, Reports, Maps 
Petroleum Engineering; Properties 
and Refineries Appraised Audited, 
Developed, Rehabilitatec Managed 


490-492 Arcade Bldg., St. Louis Me | 
Le 


The proof of the pudding is in the eating. 
The wonderful growth in popularity of the 
Blackmer Rotary Pump is significant 
BLACKMER ROTARY PUMP C0. 
aoe Sheridan Street Petoskey, Mich, 


MARSHALL HANEY 
PETROLEUM ENGINEER & GEOLOGIST 


Geological Surveys, Investigations and 
Valuations 


















































Advice on Refining 
GEER, GREENE Co., Va 
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O. W. WELLS CO. 
OIL AND MINING PROPERTIES 
United States, Mexico, Central and 
South America 
Philadelphia New York 
Office: 
95 Liberty 8t. 


“OILWELLS” 


Office: 
3420 Powelton Ave. 
Cable Address: 























WIGGINS SUPPLY CO. 


Dealers in New and Second Hand 


OIL, GAS AND WATER WELL SUP- 
PLIES, PIPE AND OIL FIELD 
MACHINERY 


Beatty Bldg. Houston, Tex. 




















L. G. Huntley Stirling Huntley 


HUNTLEY & HUNTLEY 


PETROLEUM GEOLOGISTS 
AND ENGINEERS 


Frick Building Prrrssuren, Pa 
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KNAPP ENGINEERING 
COMPANY 
Petroleum Geologists—Engineers 


Appraisals, Depletion Reports 
Consultations 
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H. S. REAVIS 


aL IN PETROLEUM 
oo VESTMENTS 
gervice to peer and Corporate 
Investors 
tions, Examinations, Valuations, 
bevers on Properties and Companies 
2%) Broadway, New York 
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es 
W. L. GOMORY 
Consulting Petroleum Technologist 


Investigations, Reports, Estimates 
on Refineries, Special Processes 
Management, Operation 
REFINERY DESIGN 


1851 Peoples Gas Bldg., Chicago, Tl. 
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HARRY F. WRIGHT 


GEOLOGIST 


Geological Examinations 
Valuations for Tax and Financing 














CospeN LLDG. TULSA 
———- 
E. W. SHAW 
GEOLOGIST 


302 Cosden Bldg., Tusa, OKLA. 
170 Broadway, NEw YorRK 
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JAMES O. LEWIS 


PETROLEUM ENGINEER AND 
GEOLOGIST 


742 Kennedy Bldg. TULSA, OKLA. 














JOHN E. HILDITCH 
GAS ENGINEER 
PHYSICAL GAS TESTING 


1612 S. Cincinnati TuLsa, OKLA. 
Phone Osage 6140 














ROBERT W. CLARK 
CONSULTING GEOLOGIST AND 
APPRAISER 


Depletions and Reserves for Income 
Tax 


520 Commerce Bldg 
OKMULGEE, OKLA. 














DEWITT T. RING 
CONSULTING GEOLOGIST 


95 Electrie Bldg., Buffalo, N. Y, 
Box 804, El Dorado, Ark. 














F. B. Porter, B.S., Ch.E., President 
R. H. Fash, B.S., Vice President 


THE FORT WORTH 
LABORATORIES 


Field gas testing Analyses of oil field 
brines, gas, minerals and oil 


828% Monroe St., Ft. Worth, Tex. 




















WRITE FOR OUR FREE BOOK ON 





MUNN & co. 
man Sted 
Building ng, WASHINGTON: Tit. 
Dennicing — * CLEVELAND. oO. 
. FRANCISCO, CAL 
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' THE JAS. I. TUCKER co. 

CONSUL TING AND APPRAISAL 
ENGINEERS 


Valuation of Oil and Gas Properties 
r Income Tax and Commer- 
cial Purposes 
Tradesmens Bank Building 


OkLAnOMa Crry, OKLA. 














near future by additional wells now 
being drilled. The General Petroleum 
Co., in addition to having the largest in- 
dividual production in the field, has sev- 
eral hundred acres of potential oil land 
in the Santa Fe Springs district. The 
company has substantial production in 
the Long Béach Field, but, after drilling 
a dry hole in the Huntington Beach Field, 
it withdrew and, as a result, has no pro- 
duction in that district. The Union Oil 
Co., after opening up the Santa Fe 
Springs Feld, suffered a severe loss of 
time and effort due to the destruction of 
three wells by gas and fire. Numerous 
fishing jobs also tended to retard progress, 
with the result that both the Standard 
Oil and the General Petroleum Co. have 
passed it in production. The company 
has valuable property in the Huntington 
Beach and Long Beach fields. The re- 
cent reorganization and expansion of the 
Union Oil Co. is one of great importance 
and no doubt the company will prosper 
accordingly, as those guiding its des- 
tinies are without doubt some of the best 
informed oil men in the country. 





INITIAL PRODUCTION 
OF WELLS IN 1922 
IS RECORD BREAKER 





The receipt of the annual official re- 
port of operations in the California fields 
for 1922 makes it possible to present a 
complete record for the United States in 
the number of completed wells, the initial 
production of the wells and the dry holes 
and gas wells. The California statisti- 
cians give no record of gassers and dry 
holes in their annual field statistics, 
which explains their absence in the report 
shown below: 

SUMMARY OF OPERATIONS IN 1922 


Covering All the Field’ in the United States 


Comp. Prod. Dry Gas 
Oklahoma ... 6,148 1,190,165 1,428 671 
Louisiana-Ark. 1,785 811,429 251 113 
East Cen. Tex. 864 760,770 300 16 
Gulf Coast ... 1,518 651,367 533 46 
California ... 801 624,397 .... swhe 
N. Cen. Tex... 2,125 245,108 600 62 
Wyo-Mont. ... 560 204,871 58 2 
Kansas ...... 1,640 74,393 497 86 
Kentucky .... 2,268 32,440 408 69 
Eastern ...... 4,917 27,236 822 639 
FO err 522 7,406 61 12 
Illinois ...... 341 6,929 87 2 
Indiana ...... 231 3,300 55 6 
Indiana ...... 231 3,300 55 6 
Cen. Ohio .... 906 2,104 214 387 
Tennessee... 32 75 15 1 





Total, 1922..24,658 4,226,119 6,329 2,011 
Total, 1921..21,775 2,827,809 6,013 2,135 





Difference . 2,883 1,398,310 316 124 





PROMINENT CANADIANS AT 
FUNERAL OF W. C. KENNEDY 





CHATHAM, Ont., Feb. 2.—The funeral 
of the late Hon. William Costello Ken- 
nedy, minister of railways in the 
Dominion Government and largely inter- 
ested as an oil operator jn the Ontario 
and Oklahoma fields, took place at Wind- 
sor, Ont. Premier Mackenzie King, mem- 
bers of the cabinet, representatives of the 
provincial government and prominent citi- 
zens attended the solemn high mass of 
requiem which was sung in St. Alphon- 
sus church. Very Rev. Dean D. J. Dow- 
ney was celebrant. Rev. Charles Cough- 
lin, C. S. B., preached the the funeral 
oration. At the grave another short serv 
ice was held. In the procession which 
formed before the church, the premier, 
Hon. W. L. Mackenzie King, and Hon. 
W. S. Fielding, minister of finance, were 
in the lead, followed by members of the 
Dominion cabinet, representatives of the 
provincial government, and representa- 
tives of the railroad interests. Hon. W. 


’ L. Mackenzie King, Right Hon. Arthur 


Meighen and members of the Dominion 
cabinet were honorary pallbearers. The 
active pallbearers were Gaspard Pacaud, 
E. A. Cleary, Charles S. King, Dr. P. A. 
Dewar, A. R. Bartlett, William J. Burns, 
Col. BE. 8. Wigle, and George Hanrahan, 
state deputy Knights of Columbus. 

All trains on the Canadian National 
Railroads were halted two minutes coinci- 
dent with the ceremony. VY. iG 
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handling oil and other heavy liquids. 
construction and heavily bronze fitted. 














The Marsh Deep Well Engine is the recognized standard through- 


Sa a 
Centrifugal and Direct Acting 
American-Marsh Pumps are especially adapted for oil refiner 
work where absolute reliability and high efficiency are essential. 
The extra wide passages and large valve areas make them ideal for 
They are of unusually rugged 






out the oil fields for raising water from deep wells. Note the sim- 
plicity of construction. 


American-Marsh Centrifugal Circulating Pumps are earried in 
stock by most of the better class of supply houses. 


Mey we send you « catalog? 


AMERICAN STEAM PUMP 
COMPANY 


BATTLE CREEK, MICH. 
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A NEW NAME FOR AN OLD FRIEND 
pa Sina name, anyway? The refinery construction work we are doing under the name 
Pioneer”’ is just the same high-grade as when it bore the name ““Tulsa Boiler and Sheet 

Iron’’, For 18 ycars, as the ‘Tulsa Boiler and Sheet Iron Works’’ we have turned out tanks and 
refinery steel construction that made good friends for us among the wise buyers of the mid- 

continent, We pioneered in giving these people “‘close to home”’ service on the best kind of 
The Pioneer Tank and Boiler Company, we're all set 
with the men, machinery and money to keep on growing under the Pioneer banner like we 
did when Tulsa Boiler and Sheet Iron was on our letterhead. There is no change in our 
organization. Get Pioneer quotations on tank and refinery construction work. 


PIONEER TANK & BOILER CO 


(Formerly Tulsa Boiler & Sheet Iron Works) 


Box 1926, TULSA, OKLA 
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De La Vergne Oil Engines 


40 H. P. to 1200 H. P. 


Horizontal Type as SI vd Vertical 





Highest economy with any 
commercial fuel oil. 


Deisel Engines without air compressors. 
Send for Bulletins 


De La Vergne Machine Company 
1184 East 138th Street, New York, N. Y. 




















South Chester Tube Company 


Manufacturers of Casing, Tubing, 


Drive Pipe, Rotary Drill Pipe, 
Line Pipe, Merchant Pipe. 
Mill and Main Offices: Chester, Pa. 
Branch Offices: 
Pittsburgh New York San Francisco Tulsa 


Our preducts carried in stock and distributed by the following supply houses: 
Prichard Supply Co., Waynesburg, Pa. Kane Supply Co., Kane, Pa. 
Prichard Supply Co., Mannington, W. Va. McEwen Bros., Wellsville, N. Y. 
Branchland Supply Co., Huntington, W. McEwen Bros., Bolivar, N. Y. 

Va. Rouseville Supply Co., Rouseville, Pa. 

.» Paintsville, . 

on. Train ty a Ww. Va. ® KY: McEwen Mfg. Co., Tulsa, Okla. 

ate asGwase & Supply Co., Titus- Petroleum Supply Co., Houston and 

®, 


Mexia, Texas; El Dorado and Smack- 
United Hardware & Supply Co., Oll City, 


ute over, Ark.; Haynesville, La. 
United Hardware & Supply Co., Erie, Pa. 


Western Supply Co., Tulsa, Apperson and 
Depew, Oki 
Colonial Supply Co., Henryetta and 
Okemah, Okia. 


a. 
Chas. M. Woods Co., Inc., Pacific Coast 
points. 
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Carnegie Steel Company builds for specified 
service—equipment suitable for your special 
requirements. Send for our finely illus- 
trated, 86-page booklet, “Steel Derricks.” 


Carnegie Steel Company 
GENERAL OFFICES : PITTSBURGH, PA. 
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ROMANCE NOW TRAVELS 
BY THE GASOLINE ROUTE 





Some statisticians will be figuring 
how many miles Romance can travel on 
a gallon of gasoline, for Romance now 
travels the old trails in new conveyances, 
says the New_York Herald. The most 
striking recognition of this came when 
the French Republic decorated and glori- 
fied the Taxi of the Marne in recognition 
of the part the Paris taxicabs played in 
saving Paris from the German armies 
in 1914. 

“Boots and Saddles” soon will mean 
nothing in the army. The automobile 
practically has made the cavalry an ob- 
selete branch of the service. When the 
Pershing expedition entered Mexico the 
cavalry went first and in a week there 
was a dead cavalry horse for every 
quarter mile between Columbus and 
Namaquipa. Then the infantry came 
steadily in motor trucks over the same 
trails that had killed the horses. The 
functions of the cavalry were to recon- 
noiter and to get troops somewhere in a 
hurry. For reconnoissance work the aid- 
plane can see more and the auto trucks 
ean take troops anywhere horses could 
take them, but faster. 

The last fire horses of New York were 
retired recently. The cavalry horses, 
with their guidons drooping, soon will be 
following them. The brewers’ horses had 
not long to last even if prohibition had 
not taken their occupation from them. 

Young Lochinvar coming out of the 
west today does not bestride a steed of 
the best; he crouches at the wheel of a 
glistening sport car, which comes nearer 
keeping up with his own impatience. If 
ever there comes a call for another Paul 
Revere the courier of patriotism will take 
the hills of Boston on high in a twin six. 
Persons with business as pressing as 
General Sheridan had at Winchester will 
have plenty of excuse to forget the speed 
laws. How long would it have taken 
Sheridan to motor those 20 miles to the 
battle even over a poor road? 

Of course this will mean the finish of 
the equestrian statue. Modern Generals 
will have to be shown in their limousines, 
or perhaps they will preserve the lim- 
ousines themselves as they have preserved 
the Taxi of the Marne. 

Also, among other things, posterity 
will have to worry over the erection of 
some suitable monument to Gasoline, 
which took Romance out of the rut and 
threw it into high. 





SOUTH PENN OIL IN MEXICO 





A Wall Street Journal dispatch from 
Tampico says: “In preparation for ex- 
tensive wildcat operations south of Tux- 
pam River, Penn-Mex Fuel Co. (South 
Penn Oil) has received 3,500 tons of 
drilling material and other oil-field equip- 
ment at its terminal at Tuxpam Bar. 
Because of salt water, production in 
the Alamo Pool, from which the com- 
pany has been obtaining all its oil, has 
dropped to 2,000 bbls. daily and no ex- 
ports have been made since October, 1922. 





DEEP TEST IN NEW, YORK 





Braprorp, Pa., Feb. 3.—With between 
3,000 and 4,000 acres under lease, the 
Elk Oil & Gas Co. is sending the drill 
in search of the Medina sand, near Ran- 
dolph, N. Y. The company hopes to find 
an extension of the gas field which has 
proven prolific in the Arkwright district 
of Chautauqua County. The well, which 
is to test the formation, is now more 
than 3,000 feet deep. More than 150 
feet of brown shale has been encountered. 
The company expects to find the Medina 
sand between 3,800 and 4,200 feet. 





NATIONAL SUPPLY CO. DIVIDEND 





New York, Feb. 2.—The National 
Supply Co. of Delaware declared its first 
dividend of 75 cents per share on its 
stock. 
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BERNARD H. LASKY 
PETROLEUM ENGINEER & GEOLOGIST 


Appraisals and Valuations for Fin, 
Purposes ae 
Geological Reports 
Special Economic Investigations 
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Telephone 1063 Room 1 Swilley Bldg. 


ROGERS & ROBERTSON 


DRILLING CONTRACTORS 
P. O. Box 728, El Dorado, Arkansas 
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MAX A. PISHEL | 
CONSULTING GEOLOGIST | 
AND 
APPRAISER 
644 Kennedy Bldg. Phone 0. 4013 
TULSA, OKLA. 
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BROWN & THOMSEN 
GEOLOGISTS 

218% West Grand Ave. 

OKLAHOMA CiITy, OKLA. 
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STANLEY C. HEROLD 
PETROLEUM GEOLOGIST 
5729 Holden Street 
PITTSBURGH, Pa. 

















MAPS PRINTED 


FROM TRACINGS 
Full Size or reduced to any Size 
No Cuts or Plates Required 


INDIANAPOLIS BLUE PRINT 
& SUPPLY CO. 
INDIANAPOLIS, IND 











H. H. HOOD 
PETROLEUM ENGINEER & GEOLOGIST 


Explorations, Surveys, Appraisals, 
Audits, Consultations, Management 


812 Olive St. Sr. Louis, Mo. 

















J. R. VILLARS 


GEOLOGIST AND ENGINEER .. 
17 Dunn Block 


GreaT FALis, MONT. 
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OIL GEOLOGIST 
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THE M .M. VALERIUS CO. 


PETROLEUM GEOLOGISTS 


Mayo Bldg. 
TULSA, OKLA. 
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Or, GEOLOGIST 
Crocker Bldg. 
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Carl D. Smith W. Z. Miller 


SMITH & MILLER 
GEOLOGISTS 


“4? Kennedy Bidg. Phone Os. 9797 
TuLsa, OKLA. 

















V. H. M°NUTT 


pee 3 = AND 
APPRAISER 
Specializing in ben eres Oklahoma and 
Southern Kansas Fields 
Rooms 411-414 Tuloma Bidg. 


TuLsa, OKLA. 














LUCIEN BECKNER 
CONSULTING GEOLOGIST 
Twenty-odd years’ experience in Ken- 
tucky and the Southern States 
South Main St. Phones 1131 and 33 
WINCHESTER, Ky 











C. W. WASHBURNE 


GEOLOGIST 


2 Rector St. New YorK 
Cable: ‘Washburnol” 
Code: “Bedford McNeil” 
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E. J. LONGYEAR COMPANY 
MINING ENGINEERS AND 
GEOLOGISTS 
Diamond Core Drill Manufacturers 
Diamond Drilling Contractors 
MINNEAPOLIS, MINNESOTA 
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SINCLAIR IS GRANTED 
SAKHALIN CONCESSION 


New York, Feb. 3.—The Sinclair Oil 
Corporation has obtained from the Soviet 
Government a 36-year concession to an 
oil tract 1,000 versts square (verst is 
0.663 of a mile) on the Island of Sakha- 
lin, in the north Pacific Ocean, it was 
announced here. Two of a number of 
conditions of the remarkable contract are 
that the United States shall not commit 
any hostile act against Russia and that 
recognition of the Soviet Government 
comes within five years. 








WASHINGTON, Feb. 3.—The contract 
of the Sinclair Oil Corporation for a 
concession to an oil tract on Sakhalin 
Jsland has been approved by the Russian 
Soviet Government, the State Department 
has been officially advised. At the State 
Department, it was reiterated that noth- 
ing had developed within recent weeks to 
indicate American recognition of the 
Soviet was nearer. It was stated that 
this Government still adheres to its origi- 
nal position that the Lenine government 
guarantee life and property rights gen- 
erally observed through the civilized 
world. No assurances have been given to 
the Sinclair interests that such recogni- 
tion is probable, it was stated. 

It was emphasized at the State Depart- 
ment this Government has nothing what- 
soever to do with the agreement; that it 
is not taking any attitude of approval ot 
disapproval towards the contract. There- 
fore, the United States Government will 
not attempt actively to support the agree- 
ment regarding the Island of Sakhalin, 
all of which is now occupied by Japan. 

Island of Sakhalin lies just north of 
Japan, off the Siberian mainland. 





TIDIOUTE PRODUCTION 1,040 BBLS. 





Tipi0ouTe, Pa., Feb. 3.—The daily 
production of the Tidioute Field at the 
present time is 1,040 bbls. This produc- 
tion is coming from 115 wells which have 
been completed as producers since the 
field was first opened. 





NEW REFINERY IN OLD FIELD 





WARREN, Pa., Feb. 3.—The McKean 
County Refining Co., which was recently 
incorporated for $1,200,000, is now erect- 
ing a refinery at Farmers Valley, Mc- 
Kean County, with a daily capacity of 
1,200. bbls. This crude will be obtained 
from the producers in that section of 
McKean County. 

The officers of the McKean County Re- 
fining Co. are Frank F. Moore, War- 
ren, president: B. B. Stroud, Bradford, 
secretary, and W. C. Heasley, Warren, 
treasurer. 

It is expected that the refinery will 
be in operation about June 1. It will 
make the regular refinery products at 
the start, but later will take up various 
specialties. 





RECEIVER FOR REFINERY 





OKLAHOMA City, Okla. Feb. 2.— 
The Island Refining Corporation of Vir- 
ginia, which has operated an $8,000,000 
refinery at Lake Charles, La., has been 
placed by the Federal court in the hands 
of Charles B. Hill and Arthur J. Stevens, 
as receivers, and they are instructed to 
continue operation of the plant. Action 
for receivership was started by Edward 
A. Guidise, of New York, who charged 
that the company defaulted in payment 
of interest due October 15 on $10,000 
worth of stock which he purchased in 
April, 1919. a ee 





$1.20 FOR STEPHENS, ARK., CRUDE 





Ex Dorapo, Ark., Jan. 30.—Hude & 
Aarnes, independent buyers of crude oil 
in the Stephens Field, Columbia County, 
Arkansas, have posted a price of $1.20 a 
barrel for oil produced in that territory. 











Heeter’s Improved Patented Disc Wall Tubing 
Gas Packer 


Fitted with No. 1 Special Rubber ; will pack a larger hole than 
the common packer; will pack a soft wall so tight it will 
enable the wall to hold more; will pack with less weight; will 
pull easier. Use 32-inch for soft wall. 


Write for Catalogue No. 5 


C. M. HEETER SONS & CO., Inc. 


Manufacturers of Improv: Packers, Corrugated Friction Sockets, a, Wire 
Line Pome G Duties, Sand Pumps, Oll Savers, Spudding Wheel 
rips, Drilling Clamps, Flow Catchers. 


BUTLER, PA. 























STOVER FUEL OIL ENGINES 


Users of Stover Fuel Oil Engines—i16, 20, 26, 30 H.P.—prefer them above all 
others. More simple in construction. More economical to operate. More 
reliable. Require less attention. Unique Reverse Drive Unit saves all trouble and 
expense incident to reverse clutch pulleye—enables you to “pull” a well without 
damage to the engine. 
Get Our Write today for our big, free booklet on Stover Fuel Oil En- 
FREE Booklet! gines. They operate on kerosene, crude or fuel oil, distillate 
or 4 low grade fuel. Weil built. Priced right. Write 
for . 


STOVER MANUFACTURING & ENGINE CO. 


Siso Makers of Stover Samson Windmills, Feedmills, Westies Hoads, 
F—— Belted Electric Light Fiants, Hardware 8 FREEPORT, ILLINOIS 














WATER TUBE BOILERS 


250 to 1,000 H. P. 
Immediate Delivery! 


New Water Tube Boilers, built for pressures of 200 pounds 
and 225 pounds, ready for immediate delivery from Chicago, 
Demont, New Jersey, opposite New York City, or Slidell, 
Louisiana, near New Orleans. 

Our low prices present a saving of from 25 per cent to 50 per 
cent. We will take in your old equipment on a liberal ex- 
change basis. 

Write for our new catalog fully describing our boilers. Your 
copy will be mailed on request. 


HARRIS BROTHERS COMPANY 
West 35th and Iron Sts., Chicago 























RELIABLE PUMPING POWER 





A combined engine and geared power, all gears within bed-plate, two cranks 
to connect pull lines, will pull load equal to four one thounsand foot wells, 
when balanced, regularly equipped for gas with hot tube ignition, also for 
gasoline with Wico Igniter. Over 800 in actual operation. Sold by Frick- 
Reid Supply Co., and Frick & Lindsay Co. stores. 


Manufactured by 
H. M SPENCE, Parkersburg, W. Va. 
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METERS 


For Measuring Production and Distribution of 


Oil —Gasoline—Gas 


and Other Fluids 


PITTSBURGH METER COMPANY 
General Office and Works: EAST PITTSBURGH, PA. 


SALES OFFICES: 





New York—50 Ch st. . Celum 8. O.—14838 Mainz St. 
hieago—5 South Wabash Avs. Scattion 303 Madison St. 
Kansas City—Mutual Bldg. Les Angeles Unien Bank Bidg. 








FOR GAUGING, STRAPPING AND 
GENERAL MEASURING 


The Recognized Standard in Every Field 


Among others, the “ATLAS,”a most durable and practical 


gauging tape; Steel and Woven Tapes of all grades and 
styles in metal and in leather-covered 
cases. 


Specify to your hardware 


or supply house. Send for catalogue 
“Tapes and Rules for the Oil Fields.” 


THE [UFKIN fruLe £0. 


SAGINAW, MICH. 
New York Windsor, Ont. 











STACEY BROTHERS 


Gas Construction Co. 
CINCINNATI, OHIO 





55,000 BARRELTANKS 


For Immediate Shipment 





General Refinery Equipment 


GAS HOLDERS 


KEIM TANK CONSTRUCTION CO. Agents 
Room 514 Mayo Building. Tulsa, Oklahoma 


























2; Quality of Material (Zs 


and service in construction is a 
guarantee of satisfaction 


Let us build your Rigs 
W. R. PICKERING LUMBER COMPANY 


Rig Building Dept., Phone, Osage 1333, Tulsa 
Long Distance, 180. 
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BEDFORD DISCUSSES 
FOREIGN SITUATION 


The foreign situation and its relation 
to business was discussed by A. C. Bed- 
ford at the Merchants’ Association lunch- 
eon in New York during the past week. 
He declared that although it sounds 
simple to say “let Europe reduce her 
standing armies, balance her budgets, stop 
printing paper money and pay her debts,” 
it is, in fact, a very difficult thing for 
Europe to do, although the whole world 
agrees that what is needed above all else 
is peace. 

“Public sentiment,” said Mr. Bedford, 
“in Great Britain and the United States 
frankly questions the wisdom of French 
occupation of the Ruhr. There is an 
undoubted sentiment that France would 
be wise to assume a more lenient atti- 
ture toward Germany. 

“France, at present, has Germany just 
where she wants her, and she very nat- 
urally demands that as a basis to a final 
agreement which will make possible the 
prosperity of Germany there must be 
some guarantee against German aggres- 
sion in the future. France asked the 
United States and Great Britain to join 
in guaranteeing this security, and she 
claims that the only possible alternative 
is the maintenance of a strong military 
force. 

“The result of this European upheaval 
is that, as a whole, Europe is consuming 
more than she is producing. We are in- 
volved in the affairs of Europe and the 
whole world. Every decision of the Rep- 
arations Commission of the conference at 
Lausanne or of the Supreme Council of 
Prime Ministers, involves the vital in- 
terests of the people of the United States.” 

Discussing the charges so prevalent in 
Europe that people of the United States 
are selfish and care for nothing but 
money, Mr. Bedford said: “Have we, in 
fact, done everything we were morally 
obligated to do? Have we not allowed 
partisan political controversies to drive 
us into a position with reference to the 
rest of the world which is fundamentally 
contrary to the traditions and sentiments 
of our country? 

“We are entitled to look to our Gov- 
ernment for leadership and guidance in 
this great crisis, We feel that it is of 
the utmost importance that these prob- 
lems should be considered without regard 
‘to politics. We business men believe that 
our Government should preserve an open 
mind, ever ready to consider actual facts 
and to deal with them in acordance with 
the finest traditions of American idealism 
and generosity.” 


BRITISH OIL IMPORTS 
IN 1922 BROKE ALL 
PREVIOUS RECORDS 


Petroleum imports into the United 
Kingdom during 1922 established new 
high record for all time. Total receipta 
amounted to 1,213,108,362 gallons, against 
1,161,042,403 gallons in 1921. Imports 
were classified as follows, in gallons: 

1922 1921 


Illuminating oil.. 152,537,292 149,348,313 
Motor spirits .... 311,190,222 261,098,155 














Lubricating oils.. 69,441,027 60,966,105 
> ere 70,153,258 76,826,082 
PES GE .ccccoce 293,618,470 631,282,436 
GemGe Ge .ccecee 217,133,916 101,438,990 
Unclassified ..... 36,178 82,322 

| eee 1,213,108,362 1,161,042,403 


Reduction in fuel oil is understood to 
be due to the falling off in the demand 
for ships. 


OPEN HEARING WEDNESDAY 








AusTIN, Tex., Feb. 3.—An open hear- 
ing on the House bill, fixing a 3 per 
eent gross production tax on oil, will be 
given by the Senate committee next Wed- 
nesday night, it was announced by Sena- 
tor Witt. The bill has been passed by the 
House. Persons interested in the measure, 
either favoring or opposing it, will be 
given an opportunity to present argu- 
ments, it was stated, before the bill is 
reported to the Senate. B. 
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PETROLEUM GEOLOGIST 
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and Rocky Mountain Fie 
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L. J. ZOLLER - 
PETROLEUM GEOLOGIST 


406 Exchange National Bank Blag. 
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TULSA, OKLA. 
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CONSULTING GEOLOGIST. 
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GLEN M. RUBY 


GEOLOGIST 
Specializes in examinations and . 
praisals of oil lands within a oe 
Rocky Mountain States 
329 U. 8S. National Bank Bldg. 
DENVER, CoLo. 
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ROSWELL H. JOHNSON 


GEOLOGIST AND APPRAISER | ( 


Oil and Gas Biig 
University of Pittsburgh 
PITTSBURGH, PA. 18 Br 

















Robert H. Wood Virgil O. Wood 


WOOD & WOOD 


PETROLEUM GEOLOGISTS AND 
APPRAISERS 


Phone Cedar 1725 816 Daniel Bldg, 
TULSA, OKLA. 
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- CARL B. ANDERSON 


GEOLOGIST AND PETROLEUM 
ENGINEER 

Room 1414 42 Broadway 
New York 


























Charles T. Kirk Senwee B. Hoover 
KIRK & HOOVER 


Geology, Valuation, Investments 
American and Foreign 


Osage 2820, 9504 432 Mayo Bldg. 
TULSA, OKLA. 
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GEOLOGIST-PETROLEUM ENGINEES x 
Valuation-Depletion 

For financial and income tax purposes us 
818 Atlas Life Ins. Bldg. Ken 
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HARVE LOOMIS 
PETROLEUM GEOLOGIST 


318 Simpson Bldg. 
Ardmore, Okla. 
OKLAHOMA CITY, OKLA. 
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Tt V. H. HUGHES 
| PETROLEUM AND MINING 
| GEOLOGIST 
dg. 406 ExcHANGE NaTL Bank BL pe. 
| Tusa, OKLA. 
a 
BEVERLY A. TATUM 
CONSULTING GEOLOGIST 
ad ap- Personally Makes All Surveys 
the Hotel Phone, Osage 4920 
Office Phone, Osage 6854 
ldg. HOTEL ANNEX P. O. BOX 2202 
SUITE 204-205 TULSA, OKLA 
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N | VELEAIR C. SMITH 
-AISER CONSULTING GEOLOGIST 
| 
18 Broadway NEw YorK CIty 
Wood R.M. Weaver, Jr., E. M. 
” K. W. Reynolds, E. M. 
WEAVER & REYNOLDS 
- PETROLEUM GEOLOGISTS 
Bldg. Wrxxzwoop, Garvin County, OKLA. || 




















IRVINE E. STEWART 
GEOLOGIST 


BILLINGS, MONT. 
214 Securities Bldg 


GREAT FALLS, MONT 
Rainbow Hotel 
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CRANDALL & MURTA 


PETROLEUM GEOLOGISTS 


Phone Cedar 874 
45 Kennedy Bldg. Tutsa, OKLA. 
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SUMMARY OF THE JANUARY 
WORK IN EASTERN FIELDS 





A summary of the eastern fields for 
the month of January shows 387 wells 
completed, with new production of 2,103 
bbls., 57 dry holes and 75 gas wells. This 
was a falling off of 2 in completions from 
the December record, a gain of 16 bbls. 
in new production, 18 fewer dry holes and 
10 more gassers. The Allegany and Brad- 
ford fields, where the recent 20-cent 
premium price was posted by all agencies 
for crude, maintained its record as a sure- 
shot field by completing 76 wells without 
a failure. 

That dry holes are uncommon in Penn- 
sylvania is shown by the fact that in the 
six producing divisions of the State there 
there were only 18 dry holes drilled in 
January out of 188 completions, indicat- 
ing a percentage of about 95 that were 
productive either as oil or gas wells. 

There was a falling off in new work 
of 4 rigs and 49 drilling wells, a total 
falling of 53. 

PENNSYLVANIA FIELDS 


Summary of Completed Work 


Fielda— Comp.Prod.Dry Gas 
RN Cas 2s CK ee edad 18 60 0 0 
DE. ks Keneedaebsgeds 568 166 0 0 
BRGGID DINE .nccdccovecs 27 388 2 0 
Venango-Clarion ......... 39 46 4 3 
Butler-Armstrong ........ 19 18 4 6 
Southwest Penna. ....... 27 82 8 10 
West Virginia .........:. 106 456 18 43 
Southeastern Ohio ....... 93 897 21 14 

Total, January ........ 387 2,103 67 75 

Total, December ....... 389 2,087 75 65 

Rigs and Wells Drilling 

Jan. 31,°23 Dec. 31, °22 

RigsDrg.Ttl. RigsDrg.Ttl. 
ES 0s ceeee 8 10 18 9° 156 24 
Pre 20 55 75 18 64 72 
Middle Field ...... 0 #17 #17 0 20 20 
Ven-Clarion ....... 8 28 36 12 22 34 
Butler-Arm. ....... 8 18 26 15 16 $1 
S.. We FORM. cccccece 24 72 96 #26 #569 85 
We WME ceccnca 98 127 225 89 159 248 
Sere 40 79 119 41 110 161 


Total, January ...206 406 612 210 455 665 





SHOWING NEAR CANON CITY 





PvuEBLO, Colo., Feb. 3.—A number of 
Puebloans visited the oil well of the 
Canon City Petroleum Co., 4 miles north 
of Canon City, Colo., and 1 mile from 
the derrick of the Mutual Oil Co. of 
Pueblo. The well in which oil was en- 
countered at a depth of 960 feet has a 
good showing of high-grade oil. The drill 
has penetrated only a few feet into the 
sand, which is a tight sand, or closely 
packed. Drilling is being continued be- 
fore making a test to determine whether 
or not the oil found is in commercial 
quantities. 

If the well is a commercial one the 
officials of the company do not hope 
for anything better than a good pumper 
from the first well. li the well proves 
a commercial producer a new shallow oil 
field has been opened ir Fremont County, 
several miles acrthwest of the Florence 
Field and on an entirely different struc- 
ture from the Florence Field. 

Officials. of the Mutual Oil Co. of Pu- 
eblo are taking a keen interest in the new 
oil strike, which is a mile from where 
the Mutual will sink a well. 


2. 


STANDARD (KY.) A NICE PLUM 








If the new shares of the Standard Oil 
Co. of Kentucky, recently quoted at 95 
on the New York Curb, reach $100 a 
share, each old $100 par value share will 
be represented by a market value of 
$1,111.11. 

(Since last April, which marked the 
beginning of a series of extra stock and 
eash dividends and subscription rights, 
the stock has more fhan doubled in mar- 
ket value. 

During the early part of 1922, the 
$100 par value stock sold from $440 to 
$525 a share. A great deal of it was 
accumulated by local investors at $500 a 
share, after it became generally known 
that the company was planning a stock 
dividend. 

Anybody who bought the old stock at 
$500 a share will have a profit of $582.78 
when the new stock touches $100. 





A NON-MIRING WAGON 














track rigidly flat on ground at 
animals or tractors can work. 


and prices on request. 
ATHEY TRUSS WHEEL 17_ N. La Salle St., Chicago, U. 8. A. 
“T rusewheel, Chicago” 


co., 
Cable address: 


— 


Capacity, 10 tons. Adapted for haul- 
ing over sand, mud, bad roads or soft 
ground. Loose fit of track band 
minimizes wear on pins. Trussed 


times. More freight with less power. 
Wilk carry capacity leads wherever 


Shipments from Chicago factory di- 
rect to you at any point. Information 








Smothers Fire 


FOAMITE-CHILDS CORPORATION Utica, N. Y. 
Sales and Engineering Representatives in the Leading Cities of the World 

















Gasoline Plants 
Gas Compressing Stations 


Topping Plants 
Refineries 
Designed and Installed Complete 


FEDERAL ENGINEERING COMPANY 
PITTSBURGH, PA. 
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Stes Storage lank B ’ 
Steel River Barges and e Work of all Kinds 


Conel “Sean To 
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John A. Arnold & Company 


Certified Public 
Accountants 


DENVER, COLA. 
711 First National Bank Bidg. 
Telephone Champa 2997 








TULSA, OKLA. 
613 New Wright Bidg. 
Telephone Osage 8600 


























METERS and REGULATORS 


For NATURAL aad ARTIFICIAL Gas 


Sizes %-inch to 24 inches. 
Catalogue on Application. 


Equitable Meter Company 


433-434-436 First Avenue Pittebargh, Pa., U. 6. A 
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CLASSIFIED WANTS 


COPY ™* t 

~ in our 
office Friday prior to 
date of issue. Average 
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FOR SALE FOR SALE FOR SALE 








FOR SALE—Two refineries and sixty 
oil properties in Kentucky shallow oil 
fields. Write today for full particulars. 
David Johnson, Clarendon, Pa. 


FOR SALE—Or will let .on drilling 
interest, eight quarter sections in Osage 
County, Oklahoma. Address Box I, 
Nelagoney, Okla. 


SETTLED SHALLOW PRODUCTION 

Acreage, 55 acres; number of wells, 10; 
depth of wells, 240 feet; age of wells, 
over three years; production, 12 bbls.; 








gravity of oil, 37-38 Baume; power, 
Marion. Proven locations yet to be 
drilled. Lease well equipped and in first- 


class shape. Not to be given away, but 
will make a very low price for a quick 
sale. Please do not answer unless you 
mean business. Address Box 55, Sipe 
Springs, Texas. 


FOR SALE—One-half interest in shal- 
low oil lease. One well drilled, one well 
drilling; 500-acre block. Worth investi- 
gating. W. M. Wagner, Marietta, Ohio. 


FOR SALE—Rotary drilling material 
at Bloomington, Texas. Bargain values 
in 3, 4 and 6-inch tool joints; 2%, 3 and 
4-inch drill pipe; 6, 10 and 12%-inch cas- 
ing and other supplies. For complete 
~ wire or write P. O. Box 236, Victoria. 

‘exas. 




















FOR SALE 


Gasoline Absorption Plant 


Making 2,000 gallons daily. Will 
deal with principals only. Give 
name and address. Representative 


will call or we will mail full par- 
ticulars. 


Address Box 130, Care 
The Oil and. Gas Journal, Tulsa 

















John L. Nelson Joe P. Parris 
Joe K. Geary 


NELSON & PARRIS 
DRILLING CONTRACTORS 


210 First National Bank Bldg. 
Dorapo, ARK. 
Telephone 822 














NEW PROCESS CO. 


Petroleum engineering, specializing 
refinery construction, operation, in- 
stallation new processes. 


716 Lee Bidg., Kansas City, Mo. 








FOR SALE—Oil leases, shallow field, 
eastern Kansas. A. S. Potter, Iola, Kans. 


FOR SALE—50 hp. Flickinger gas 
engine, 4 cycle. hit and miss governor, 
high tension magneto ignition. Corliss 
Carbon Co.. Bradford. Pa. 


FOR SALE—Fifteen miles 4-inch line 
pipe; 10 miles 3-inch; 8 miles 8-inch; all 
in first-class condition. Strouse Pipe & 
Machinery, Fostoria, Ohio. 


OIL FIELD LEGAL BLANKS5— 
Leases, assignments, releases, township 
plats, gauge books, run tickets, time 











books, well records, ete. Request on your. 


letter heads gets free catalogue. Olds 
Press, 216 East Third St.. Tulsa, Okla. 


ROYALTY INVESTORS 

For Sale—Royalties with or withour 
production. We can furnish high-class 
royalty combinations, including produc- 
tion, which make very attractive proposi- 
tions for syndicating. Real co-operation 
to high-class salesmen. J. F. Marion O©o., 
1216 Magnolia Blidg., Dallas, Texas. 


FOR SALE—At Larkin Packer Co., 
Bartlesville, Okla.— 
4—26”x12’ Bridgeford Lathe, with taper 
attachment. 
30”x16’ Lodge & Shipley Double Back 
Gear Lathe. 
1—18”x 8’ American Heavy Duty Lathe, 
with Turret. 
1—26” American Shaper. 
1—1100-Ib Bement-Niles Steam Hammer. 
1—2000-Ib Bement: Niles Steam Hammer. 
1—70-Horsepower Stationary Boiler. 


FOR SALE—Number 2 National drili- 
ing outfit, with full equipment, including 
heavy duty pump in good condition; also 
about 2,750 feet 6 to 12-inch casing; sac- 
rifice price. Len J. Munger, Hunter, Mo. 


SMACKOVER OIL FIELD has the 
greatest wells in America. We have 
lease on 40 acres near these wells; a 
large acreage a little further out. We 
want to sell 3,000 units at $10 each for 
development. One well on this propo- 
sition will make the units worth from 
$500 to $1000 each. Write or wire 
number of units wanted. Take Ten, Ford 
Oil Co., Smackover, Arkansas. 


FOR SALE — Fairbanks-Morse 20- 
horsepower type Y high compression fuel 
oil engine. A real bargain. R. C. Ken- 
drick, Mart, Texas. 


FOR SALE—The following equipment: 
Brownell, H.P. Boiler, F.F. suspended 
setting, size 72”x18’, good condition. 
Skinner Automatic Steam Engine, di- 
rect connected to one Fort Wayne 75 
K.V.A. Gen, 60 cycle, 3 phase, 2300 
volts, goed as new. 
60-H.P. Fairbanks-Morse, two cylinder 
gas enginee, direct connected to 37% 
K.V.A. F.M. Gen. 60 cycle, 3 phase, 
2300 volts, good condition. 
The Acme Foundry & Machine Co., Coffey- 
ville, Kans. 


FOR SALE—At bargain prices, oil and 
gas leases, production and royalties in the 
Kentucky shallow fields. For full par- 
ticulars and maps address W. P. Harley, 
Bowling Green, Ky. 
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NEIL SCROGGINS 
DRILLING CONTRACTOR & PRODUCER 
ist Natl Bk. Bldg. El Dorado, Ark. 








CASINGHEAD GASOLINE PLANT, 
capacity $00 M cubic feet daily. Com- 
pletely equipped, including two 100-H.P. 
Foos engine, two 644x13x14 Ingersoll- 
Rand compressors, pumps, tanks, meters, 
valves, condensors; all installed and in 
operating condition. Have had two years’ 








LITTLE ROCK 


Blue Print 


COMPANY 
So. Trust Bldg. Little Rock, Ark. 

















P. O. Box 1883 use. Will sell complete outfit or by 
units. Address BE. A. Baker, 610 Simp- 
son Bldg., Ardmore, Okla. 

Service Duplicate Service 


FOR SALE 


We have on hand a few vask num- 
bers of The Oi] and Gas Journal, which 
we shall be glad to furnish at 20c each. 
No issues previous to January, 1913. 
THE PETROLEUM PUBLISHING CO 

114-116 W. Second, Tulsa, Oxia. 
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FOR SALE—15-acre lease, two wells, 
standard equipped, two locations, 250 
bbls. settled production, 2.000-bbl. steel 
storage, Calion Field, Arkansas. Fine for 
new oil company. Write S. B. C., care 
The Oil and Gas Journal. 





FOR SALE 
FOR SALE—Any part of 5,000 ame 
of 10-year oil and gas leases on cheat 
in Metcalfe County, Ky. Rentals ‘S 
cents per acre. For full particulars and 
geological report, address W, P. Hari 
Bowling Green, Ky. a 














FOR SALE—No. 5 Keystone Drilling = FOR SALE—Gasoline absorption pam 
Machine, with tools, all in good shape, making 2,000 gallons daily. Wi deal 
now located near Wagoner, Okla., suit- with principals only. Give name and 
able for cleaning out work. This is a address. Representative wil] eal] or Ww 
bargain and can be had on favorable will mail full particulars. Address Bor 
terms. J. L. Haner, Muskogee, Okla. 131 Care The Oil and Gas Journal, Tals The 
TANKS FOR SALE—Four 25,000- ER in the 
bbl.; one 35,000-bbl. steel tank, r-w The 


erected and in use. Bottom rings gauge 
“00” and “0.” Having no further use 
for them can be purchased reasonable. 
Make us an offer. The Paragon Refining 
Company, Toledo, Ohio. 


FOR SALE—Production, royalties and 
oil leases in Moran shallow field, Pioneer 
Ranger and Stephens Counties, Texas. 
C. A. Stevens, Box 267, Moran, Texas. 


3,000-ACRE BLOCK in heart of Okla- 
homa oil fields; partly developed; 9 pro- 
ducing oil wells, 4 gas wells, about 3,- 
000.000 feet of gas a day; gas line near; 
good opening for a gasoline plant; power, 
tanks, pumps, drilling machine and full 
equipment on structure; Wilcox sand not 
yet tested; a fine property for promotion 
or a new company organizing. W. Vin- 
cent, 416 S. Elgin Ave., Tulsa, Okla. 


LEASES, ROYALTIES, $100 units, 
Signal Hill Field, 5,000-bbl. wells, 1.200- 
foot producing sand. All information. 
Burton-Shelley, 120 E. Third St., Long 
Beach, Cal. 


FOR SALE—Oil and gas leases in 
Garvin County, Oklahoma, within one- 
half and 1 mile of two standard tool tests 
now drilling. Priced right. H. F. Me- 
Daniel, 414 South Ninth, Dunean, Ok!a. 


FOR SALE—400 acres oil leases in 
Cumberland County, Kentucky. Wells 
700 feet from leases. Cheap rentals, 45 
years to drill shallow drilling; good geo- 
logical report. Prices right. William S. 
Silvers, Marion, Ind. - 


FOR SALE—Will sacrifice Cyclone 
drill rig, class “BE,” fully equipped. nearly 
new, in good condition. Also 1,500 feet 
casing. Address, M. V. McKenna, 330 S. 
Humphrey Ave., Oak Park, IH. 
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Capital Abstract & Realty Company 

W. S. Bell L. B. Norton | 

J. F. Patterson 
OKMULGEER, OKLA. 




































DAWSON TOWEL SUPPLY | 
Aprons, Towels and Jackets for Rent 
Towel Service for Office $1.50 per Mo, 
Phone 2185 Tulsa, Okla. 
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GEO, W. HENRY, Printer barrels 

“BETTER PRINTING” 
Phone 0-238 
112 W. Second St. Tulsa, Okla. A li 
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LAFE SPEER ABSTRACT C0 | 
General Abstractors 

-J. A. Boyd, Pres. and Mgr. ff 

11 S. Park St. Sapulpa, Okla. 
























FOR SALE—All wool knitting yarn, 
direct from manufacturer at 95 cents to 
$1.60 per pound; postage paid on $5 
orders. Free samples. H. A. Bartlett. 
Harmony, Maine. 


GEOLOGISTS 
and professional men should be _ inter- 
ested to know that it costs but $5 a 
MONTH to insert a professional card in 
The Oil and Gas Journal. 


TANK BOLTS 
SAME-DAY SHIPMENT 

5/16x%-inch, %x%-inch, %x1-inch, 
3¢x1\%4-ineh, %4x1-inch. 

Write or wire for quotation. 

SHEETS—AII gauges and sizes; gal- 
vanized, blue-annealed. Also corrugated 
= composition roofing. Plates to %- 
inch. 

STEEL MFG. & WAREHOUSE Co. 
1447 Genesee St. Kansas City, Mo 











FOR SALE—If you have on hand 
drilling outfits, boilers, engines or any- 
thing useful to the industry that is not 
in use, don’t let it deteriorate—SELL 
IT. The Oil and Gas Journal want 
eolumns will bring you many inquiries. 


FOR SALE—Oil leases, near drilling, 
$4 to $100 acre: new field opening. J. W. 
—- 711 W. Grand, Oklahoma City, 

a. 


FOR SALE—Production in Allen and 
Warren Counties, Kentucky: 5 to 100 
bbls. Price right. Fifty acres free for 
well. Further particulars, address Box 
856, Bowling Green. Ky, 
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THE JOE N. LYON COMPANY 
Advertising Campaigns 
Planned—Printed—Mailed 
(The Multigraphing Shop) 
Osage 1000 214 E. Third St. Tule 
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SAND SPRINGS WATER (0 
Pure Spring Water 
Distilled 
Phone Osage 700 













Tulsa, Obl. 
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TULSA ICE COMPANY 
Phone 12, 4 N. Detroit, Tulsa, Okie 
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